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AN ORDINANCE to regulate the erection of 

buildings, to provide for the appointment of 
an Inspector of Buildings and an Assistant In- 
spector of Buildings, and to define their powers 
and duties, and to provide for and establish a 
‘general Building Code. 


SECTION 1. 


This Ordinance is to be Known and Cited as 
the Building Code. The following provisions 
shall constitute and be known as The Building 
Code, and may be cited as such and _ pre- 
sumptively provide for all matters concerning, 
affecting or relating to the construction, equip- 
ment, alteration, repair or removal of build- 
ings or structures erected or to be erected in 
the City of Hoboken, Hudson County, New 
Jersey. . 


SECTION 2.—BUILDING CODE A REMEDIAL 
ORDINANCE. 


This ordinance is hereby declared to be 
remedial and is intended to secure the beneficial 
interests and purposes thereof. 


SECTION 3.—PRELIMINARY REQUIRE- 
MENTS. 


No wall, structure, building or any part 
thereof shall hereafter be built or constructed 
nor shall the elevator work of any building 
premises or structure be installed, constructed 
or altered in the City of Hoboken except in 
conformity with the provisions of this Code. 
No building already erected or hereafter to be 
built in said City shall be raised, altered, built 
upon or moved in any manner, nor shall any 
elevator work be installed that would be in 
violation to any of the provisions of this Code 
or the permits issued thereunder. 


SECTION 4.—PERMITS. 


Before commencing or proceeding with the 
erection, construction, enlargement, alteration, 
repair or removal of any building, structure 
elevator work, or any part thereof, in the City 
of Hoboken a permit therefor shall first be ob- 
tained by the owner or his agent or the archi- 
tect from the Inspector of Buildings, and it 
shall be unlawful to commence or proceed with 
any such work unless Such permit shall first 
have been obtained. 


SECTION 5.—PERMITS LIMITED. 


If after a permit shall have been issued the 
operation called for by it shall not be begun 
within six (6) months of the date thereof, said 
permit shall be void; and before such operation 
can be begun a new permit shall be taken out 


by the owner or his agent or architect. 


“SECTION 6.—APPLICATI ON FOR PERMIT. 


Application for such permit shall be made in 
writing to the Inspector of Buildings by the 
owner or his agent or architect upon blank 
forms furnished by the Inspector of Buildings. 
Such application shall be accompanied by a 
complete set of plans and specifications clearly 
showing the work to be performed; and the 
name of the owner and architect of such 
plans and drawings shall be indelibly inscribed 
thereon, 


SECTION 7.—STATEMENTS. 
The application shall be accompanied by a 


statement in writing sworn to before a notary. 


public or other person authorized to administer 
an oath, giving the estimated cost of such 


‘building or structure, the location and intended 


use thereof with a pertinent description of the 


land and number of lot, name of owner an 
street, and of each of the owners of sai 
building, structure or premises. The aforesai 
application and detailed statement shall be kep 
on file in the office of the Inspector of Builé 
ings, with the plans and specifications, 

In case the applicant for a permit shall fa’ 
to give the correct estimated cost of the wor 
for which a permit is required, it shall be th 
duty of the Inspector to take off the quantities 
make the estimates and add to the cost of suc 
work as found to the best of his knowledge an 
belief. 


SECTION 8.—DRAWING AND OTHER 
DATA, 


The Inspector shall, when he deems it neces 
sary, call for all other data, calculations an 
strain sheets to be submitted for all frame 
work. He shall require all other drawings, de 
tails and specifications, samples of material: 
and results to be submitted, or tests made a 
prescribed in other sections of this Code. 


SECTION 9.—PERMIT TO INCREASE TH! 
HEIGHT OF BUILDING. 


No permit to increase the height of an 
building shall be issued unless the owner c 
said building shall furnish the Inspector c 
Buildings satisfactory proof of the adequat 
thickness of the walls or strength of the ske 
eton frame thereof. | 

When application shall be made for a perm 
to move, raise, enlarge or build upon an 
building, the Inspector of Buildings shall ex 
amine such building and make a record of it 
condition. 


SECTION 10.—PERMIT TO ERECT PAR 
OF BUILDING. 


Nothing in this Title shall be construed 1 
prevent the Inspector of Buildings from issuin 
a permit for the erection of any part of 
building or structure, where plans and detaile 
statements have been presented for the sam 
before the entire plans and detailed statemen‘ 
of said building or structure have been sult 
mitted, provided that a complete set of a 
such plans and specifications as prescribed i 
this Code shall be placed on file before th 
foundation wall is brought to grade, or to heigl 
ey ead the first tier of beams, girders c 
oists. 


SECTION 11.—PERMITS FOR SUPER- 
STRUCTURE. 


No permit shall be issued for the erection < 
the superstructure of any building above th 
foundation or basement wall until all copi¢ 
of approval plans and specifications and detai 
required by this Code are placed on file in th 
office of the Inspector of Buildings. 


SECTION 12.—IMPERFECT PLANS AN 
SPECIFICATIONS. 


If the matter mentioned in any applicatio 
for a permit or in the plans and specificatior 
accompanying and illustrating the same ind 
cate to the Inspector of Buildings that tt 
work to be done is not clearly or spécifical!] 
defined, or is imperfect, or is not in all re 
spects in accordance with the provisions of th 
Cede, he shall refuse to issue a permit unt 
such application and plans and specificatio1 
shall have been made to conform in ever 
respect with the requirements thereof. A 


_unfigured plans shall be deemed incomplete. 


ECTION 13.—PERMIT, WHEN TO ISSUE. 


When such aplications, plans and specifica- 
ions conform to the requirements of this Code, 
e Inspector of Buildings shall issue a permit 
nd shall file such applications and apply to 
uch plans and specifications an official stamp 
tating that the drawings and specifications 
ave been examined by him and do comply 
rith these regulations. 


ECTION 14.—APPLICATIONS PASSED ON 
IN ORDER. 


All applications, plans and specifications shall 
1e dated by the Inspector of Buildings and 
aken up in their regular order as received, 
nd no plans or specifications shall be passed 
ut of their order unless buildings or structures 
e of a complex character which require pro- 
nged examination and inspection. 

It shall be the duty of the Inspector of Build- 
gs to approve or reject any plan filed with 
im pursuant to the provisions of this section 
ithin fifteen (15) days. 


ECTION 15.—PERMIT FOR STABLES OR 
BAKERIES. 


No permit shall be given for the construction 
f£ stables, bakeries or bake shops within that 


line of Clinton street to the easterly 
oundary line of the City and from the north- 
rly side of Fourteenth street to the southerly 
oundary line of the City; excepting lots facing 
m Court street, upon which stables may be 
onstructed. 


SECTION 16.—SPECIAL PERMITS. 


The Inspector of Buildings shall not issue any 
ertificate or permits for any occupancy of or 
onstruction on public property requiring the 
“pproval of the Council of the City of Hoboken, 
r for any structure to be used,in connection 
vith a business requiring a special license or 
_pproval of the Fire Department or Board of 
jealth, until the applicant shall present ‘the 
ertificate of such Boards, or Department, that 
ill legal requirements necessary to procure 
such license or occupancy have been complied 
ith. 


SHICTION 17.—DEPOSIT FOR REPAIRS. 


No permit shall be granted to erect or repair 
ny building, sidewalk, vault, sidewalk eleva- 
or, lift, chute or coal hole, or for making any 
pening in any street or public property in 
onnection with any building operations by 
hich the pavement or curb in any adjoining 
treet or thoroughfare is liable to be taken up 
r endangered by caving or settling, or from 
ny other cause, until the owner has filed with 
he Inspector of Buildings the written certifi- 
ration of the Street Commissioner that a de- 
yosit has been made or an indemnity bond 
gg for the replacement of such pavement or 
curb. 


SECTION 18.—CHARGES FOR PERMITS. 


Charges for permits shall be as follows: For 
wdinary repairs not exceeding in cost Fifty 
$50) Dollars, no charge. For alterations ana 
‘epairs over Fifty ($50) Dollars and not exceed- 
ng in cost Five Hundred ($500) Dollars, One 
$1) Dollar. And One ($1.00) Dollar additional 
*or each additional sum of Five Hundred 
$500.00) Dollars, or any part thereof. 

For each new building, cost not more,than 
Jne Thousand ($1,000) Dollars, One ($1.00), and 
for each additional One Thousand Dollars of 
st, the additional sum of One Dollar. For 
oving any building, for each block or part of 
a block, Five Dollars ($5.00). 


SECTION 19.—REVOCATION OF PERMITS. 


When the work tor which any building 
permit was issued is not being performed in 
conformity to the detailed statement, plans 
or specifications upon which such permit was 
issued, it shall be the duty of the Inspector 
of Buildings to notify the owner or owners, or 
his or their agent, in writing, that the work 
is being constructed in violation of the permit, 
and that such work must be suspended until a 
permit for such deviation from the detailed 
statement, plans or specifications shall be ob- 
tained, or that such work shall be made to 
conform to the detailed statement, plans and 
specifications upon which a permit therefor was 
issued. If the owner or owners, or his or their 
agent, fail to comply with the said notice on 
the service thereof, it shall be the further duty 
of the said Inspector to revoke said permit. 
Written notice of such revocation, signed by 
the Inspector, shall be immediately served upon 
the owner, agent, superintendent or contractor 
in charge of the work, and shall be posted on 
such premises and it shall be unlawful for 
any person to perform any work in or about 
said structure, building or premises after the 


' revocation of the permit and the posting of 


the notice. 


SECTION 20.—DHEMOLISHING BUILDINGS. 
When plans and detailed statements are filed 


with the Inspector of Buildings for the erection 
if an existing building or 


of a new building, 
part of an existing building is to be demol- 
ished, such fact shall be stated in the state- 
ment so filed. 

In demolishing any building, story after 
story, commencing with the top story, shall be 
completely removed. 
placed upon the floor of any such building in 
the course of demolition, but the brick, tim- 
bers and other structural parts of each story 
shall be lowered to the ground immediately 
upon the displacement. 

The material to be removed shall be prop- 
erly wet down to lay the dust incident to its 
removal. 

The owner, architect, builder, or contractor 
for any buildings, structures, premises, wall, 
platform, staging or flooring to be demolished 
shall give not less than twenty-four hours’ no- 
tice to .the Inspector of Buildings of such in- 
tended demolition. 

Upon main thoroughfares, when directed by 
the Inspector of Buildings, the contractor shall 
erect a shed over the entire sidewalk for the 
protection of the public, and shall leave the 
sidewalk clear and in good condition. 


SECTION 21.—DEFINITIONS.—MHASURE- 
MENT OF HEIGHT FOR BUILDINGS 
AND WALLS. 


The height of buildings shall be measured 
from. curb level at the center of the front of 
the building to the top of the highest point 
of the roof heams in the case of flat roofs; 

And for high-pitched roofs the average of 
the height of the gable shall be taken as the 
highest point of the building. 

In the case of flat roofs the measurement for 
height shall not preclude placing the roof 
beams level at the ceiling line and blocking 
up above the beams to get a proper pitch for 
water on the roofing. 

In case a wall is carried on iron or steel 
girders or iron or steel girders and columns, 
or piers of masonry, the measurements, as to 
height for the wall, may be taken from the 
top of such girder. 

When the walls of a structure do not adjoin 
the street, then the average level for the 
ground adjoining the walls may be taken in- 


No’ material shall- be 


| 
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stead of the street curb level for the height 
of such structure. 


SECTION 22.-MEASUREMENT FOR WIDTH 
AND DEPTH OF BUILDINGS. 


For the purposes of this Code— 

The greatest horizontal dimension of any 
building shall be considered its length. ‘ 

And the next greatest horizontal dimensions 
its width. 


SECTION 23.—CLASSIFICATION OF BUILD- 
INGS ACCORDING TO CONSTRUCTION. 


For the purpose of this code, buildings will 
be classified in accordance with their construc- 
tion as follows: 


I CLASS.-ABSOLUTELY FIREPROOF 
BUILDING. 


When built entirely of incombustible fire and 
water proof material with all metal structural 
parts thoroughly fireproofed, and finished and 
trimmed with incombustible material. 


Il CLASS.—FIREPROOF BUILDINGS, SHORT 
FLOOR SPANS. 


When similar in construction to buildings 
of the I Class except that the finished floors, 
frames, doors, windows and the usual trim 
of: rooms are of ordinary wood construction 
with no open air spaces behind wood. 


’ TIICLASS.—FIREPROOF BUILDINGS.—LONG 


FLOOR SPANS. 


With wall or metal structural frames similar 
to those of the II Class, but the floor fire- 
proofing is made in long flat spans and 
panels of reinforced or armored concrete, and 
having incombustible partitions. Also build- 
ings constructed with trussed or reinforced 
eoncrete frames. . 


IV CLASS.—SEMI-FIREPROOF OR COM- 
POSITE BUILDINGS. . 


When the enclosing walls and roof covering 
are made of incombustible materials with doors, 
windows and frames of wood, but with inte- 
rior walls of brick; or, with columns and 
girders made of fireproofed iron or steel and 
with ‘the floor construction of wooden jbeams, 
joists and ceiling furred with fireproof mate- 
rial and all concealed spaces fire stopped and 
all sub-divisions made with incombustible par- 
titions, or if the interior is of mill construe- 
tion as in Class V, wood columns containing 
one hundred (100) square inches or more need 
not’ be fireproofed. .In buildings of this class 
a single thickness of metal lath or furring and 
hard incombustible plaster will be deemed suffi- 
eient protection. 


Pi CLASS.—MILL CONSTRUCTED BUILD- 
INGS. 


When the enclosing walls and roof covering 
are made of incombustible materials, with 
doors, windows and frames of wood, but with 
interior walls of brick or columns and girders 
and the floor and roof systems composed of 
heavy timbers and planked with no concealed 
air spaces between. i 


VI CLASS—ORDINARY BUILDINGS. 


~ When the enclosing walls and roof cover- 
ings are similar to those of buildings of the 
IV and V Classes but the interior timber and 
iron structural 
fire resisting covering. 


VII CLASS.—_FRAME BUILDINGS. 


When the enclosing and interior partition 
walls are constructed entirely of wood. 


parts are not protected with 


ut 


‘containing also more than fifteen 


Wooden frames covered with a veneer wi 
be classed as a building of the VII Class. 


SECTION 24.—EXPLANATION OF TERME) 


The terms ‘‘Fireproof,’’ ‘‘Concrete,’’ ‘Mill, 
“Timber’’? or ‘‘Hrame’’ construction when use _ 
mean that the whole or any part of a buildin 
or structure referred to shall be constructed i 
accordance with the conditions prescribed fc ~ 
the respective classes of buildings as set fort oe 
in the previous sections. } 


SECTION 25.—PRIVATE DWELLING, DEF ; 


so 


NITION OF. 


A private dwelling shall be taken to mea — 
and include every building which shall be ir © 
tended or designed for, or used as the hom ~ 
or residence of not more than two separate an — 
distinct. families or households, and in whid 
not more than fifteen rooms shall be, used fc _ 
the accommodation of boarders, and no pai — 
of which structure is used as a store or f¢ 
any business purpose. i 

Two or more such dwellings may be cor © 
nected on each story when used for boardin © 
purposes, provided the halls and stairs of- eac _ 
house shall be left unaltered. het) 

Any such building hereafter erected sha the 
not cover more than ninety per cent. of ti! If 
lot area. i} 


ie 
ne 
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SECTION 26.—LODGING -HOUSE, DEFIN 
: TION OF. 


A lodging house shall be taken to mean ar! 
include any house or building or portion ther 
of in which persons are harbored or lodge) 
for hire for a single night or for less than |] 
week at any one time, or any part of whic} 
is let for any person to sleep in for any teri) 
less than a week. : 
Any such building hereafter erected sha) 
not cover any greater percentage of a lot thal) 
is lawful for a hotel. as specified in Sectic) 
27 of this Code. i 
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SECTION 27.—HOTEL, DEFINITION OF. 


A hotel shall be taken to mean and inclué) ~ 
every building, or part thereof, intended, di 
signed or used for supplying food and_shelte¢ 
to residents or guests, and having a generé 
public dining room or a cafe, or both, an} 


rooms above the first story. 

An apartment hotel shall be taken to mea 
and include every hotel in which the apar 
ments are rented or are intended or designé¢ 
to be rented in suites, and for terms not les 
than one month, and in which there are r 
kitchens, dining rooms or sewing rooms wit} 
in the apartments, but where a common din, 
ing room is provided for the use of tk 
tenants. bi 

Whenever any such hotel or apartment hot — 
building hereafter erected shall be located c¢ 
any other than a corner lot or plot, it shaj 
not cover in the aggregate more than ninet, 
per cent. of the area of such lot or plot ¢ 
and above the second-story floor level, if ni 
more than four stories in height, and one-ha) 
per cent. less for every story in height, cor) 
mencing at and above the second story floc — 
level. In case any such building is to occur — 
a number of lots, the Insyector of Building) | 
may allow the free air space proportioned ¢é) 
herein stated to be distributed in such manni 
as, in his opinion, will equally as well secu) 
light and ventilation. m 


SECTION 28.—AUTOMOBILE GARAGES % 
AND SHELTERS. . 


arages or shelters devoted exclusively to the 
frivate uses of any owner or his family, and 


Nammable fluid, if the garage or shelter is of 
Usyenth class construction. 

‘And not more than six (6) automobiles in 
4y building of sixth class construction. 

~ And all buildings sheltering more than six 
pot not more than ten (10) such automobiles 
aall be of at least fifth class construction... 
If such garage is more than one (1) story 
igh, the portion used for the shelter of such 
sutomobiles shall not be less than eleven (11), 
‘set high in the clear, well ventilated, and - 
25911 be separated from all other portions or 
oms by brick walis not less than. eight 
iches thick, witb all openings therein pro- 
Tided with fire doors or shutters. 


a 


/(b) PUBLIC GARAGES.—AIl garages or 
juildings accommodating more than ten (10) 
Atomobiles with live tanks of gasoline or other 
iflammable fluid, used either for private or 
public livery or temporary shelter purposes, 
“ail-be deemed public garages, subject to the 
yllowing regulations: 


:(c) CONSTRUCTION.—No building hereafter 
frected shall be used as a public garage nor 
Gall any existing building be converted to 
Tich use unless the same is of at least V 
lass construction if the number of automo-: 
les sheltered does not exceed one hundred 
S00), and of at least IV Class construction if 
‘ich number exceeds one hundred (100). The 
%rtion of such building sheltering the auto- 
iabiles or containing the feed room shall not 
e less than fourteen: (14) feet high in the 
,ear, and, when located within the fire limits, 
ie floor and ceilings of the story so shelter- 
1g over one hundred (100) such automobiles 
pall be of I, IL or III Class fireproof construc- 
on. : 
I 

(©: FIRE WALLS IN.—If a public garage is 
S.ore than (1) story high the portion housing 
<¢ sheltering such automobiles shall be well 
yentilated and be separated from all feed, 
py Ork, repair or storage rooms and all stair 
nod elevator enclosures by brick fire walls 
ot Jess than tweve inches (12”) thick; fire 
Soors and shutters shall be provided for all 
iside and outside wall openings in such build- 
1gs. 

1s 

O0(e) LOCATION OF.—The location of all pub- 
Ie garages shall be regulated as prescribed 
G following section: No room sheltering any 
asoline automobile as herein prescribed, in 
‘tay private or public garage shall be located 
Ibove or below the floor nearest the grade, 
SIvravided that such floor is not more than five 
») feet below such grade and has no cellar 
Yoderneath. When there is a cellar under- 
Meath such floor it shall extend not less than 
shree (8) feet above the grade; such floor shall 
ts constructed watertight and _ fireproof 
groughout. 


ECTION 29.—GRIST AND SAWMILLS AND 
»1 BLACKSMITH SHOPS. 


exo building to be used as a saw or grist 
rili, blacksmith shop, or shop for the work- 
fig of wood or other combustible materials or 
ag warehouse, or shop or building for the 
gorage of materials of an inflammable nature 
yall be erected, nor shall any building be 
SYonverted to such uses within twenty-five (25) 
set of any building of the First Grade, or 
‘Hotcl,’’ ‘‘Tenement,’’ or ‘‘Dwelling,’’ or- 
‘Office,’’ except the dwelling owned by the 
ry 


6 


owner of the building to be erected for or 
converted to the uses aforesaid. 


SECTION 30.—OFFICE BUILDING, DEFINI- 
TION OF. 


An office building shall be taken to mean and 
include every building which shall be divided 
into rooms above the first story, and be in- 
tended and used for office purposes, and no 
part of which shall be used for living purposes, 
excepting only for the janitor and his family. 


OCCUPATION OF AREA OF INSIDE LOT 
LIMITED. 

Office buildings when not erected on a corner 

shall not cover more than ninety per cent. of 


the .lot area at and above the second-story 
level. 


SECTION 31:—FRAME BUILDING, DEFINI- 
TIONS OF. 


A frame building shall be taken to mean a 
building or structure of which the exterior 
walls or a portion thereof shall be constructed 
of wood. 

Buildings sheathed with boards, and partial 
ly or entirely covered with four inches of brick 
or stone work shall be deemed to be frame 
buildings. 

Wood frames covered with metal, whether 
the frames are sheathed or not with hoards, 
shall be deemed to be frame structures. 


SECTION 32.—QUALITY OF MATERIALS. — 


BRICK. 


The brick used in all buildings shall be good, 


hard, well-burnt brick. 

When old brick are used in any wall they 
shall be thoroughly cleaned before being used, 
ors. be whole and good, hard, well-burnt 

rick. 


SAND. 


The sand used for mortar in all buildings 
shall be clean, sharp grit sand, free from loam 
or dirt. 

And shall not be finer than the standard sam- 
ple kept in the office of the Inspector of Build- 
ings. 


SECTION 33.—LIME MORTAR, 


Slaked lime mortar shall be made of one 
part of lime paste and not more than four 
parts of sand. 

All lime used for mortar shall be thoroughly 
burnt, of good quality, and properly slaked 
before it is mixed with the sand. 


CEMENT MORTAR. 


Cement mortar shall be made of cement and 
sand in the proportion of one part of cement 
and not more than three parts of sand, and 
shall be used immediately after being mixed. 

The cement and sand are to be measured 
and thoroughly mixed before adding water. 

Cements must be very finely ground and free 
from lumps. 


CHMENT AND LIME MORTAR, 


Cement and lime mortar mixed shall be 
made of one part of slaked lime paste, one 
part of cement and not more than three parts 
of sand to each, the quality of the respective 
parts to accord with the requirements before 
stated in this section. 


SECTION 34.—CHEMENTS. 


Portland cement shall be held to mean such 
cement as shall consist of a mixture of 
argillaceous and calcareous materials, calcined 


together and subsequently ground to an im- 
palpable powder, and thereafter to recelve no 
addition of other substances except a maximum 
of two.per cent. of gypsum or lime for the 
purpose of regulating the, setting, and when 
tested neat, after one day set in air, be ca- 
pable of sustaining without rupture a tensile 
strain of at least one hundred and twenty 
pounds per square inch, and after one day in 
air and six days in water shall be capable of 
sustaining without rupture a tensile strain of 
at least three hundred pounds.per square inch. 

Cements other than Portland cement shall be 
considered to mean such cement as will, when 
tested neat, after one day set in air, be capa 
ble of sustaining without rupture a tensile 
strain of at least sixty pounds per square inch, 
and after one day in air and six days in water 
be capable of sustaining without rupture a ten- 
sile strain of at least one hundred and twenty 
pounds per square inch. 


TESTS OF CEMENTS. 


Said tests are to be made under the super- 
vision of the Inspector of Buildings, at such 
times as he may determine, and a record of all 
cements answering the above requirements 
shall be kept for public information. 


SECTION 35.—CONCRETE., 


Concrete for foundations shall be made of at 
least one part of cement, three parts of sand 
and five parts of clean, broken stone, of such 
size so as to pass in any way through a two- 
inch ring, or good clean gravel may be used in 
the same proportion as broken stone. 

The cement, sand and stone or gravel shall 
be measured and mixed as is prescribed for 
mortar. 

All conerete shall be properly rammed into 
place and allowed to set without being dis- 
turbed. 


SECTION 386.—QUALITY OF TIMBER. 


All timbers and wood beams used in any 
building shall be of good sound material, free 
from rot, large and loose knots, shakes or any 
imperfection whereby the strength may be im- 
paired. And to be of such size and dimensions 
- as the purpose for which the building is in- 
tended requires. ; 


SECTION 87.—TESTS OF NEW MATERIALS. 


New structural material of whatever nature 
shall be subjected to such tests to determine 
its character and quality as the Inspector of 
Buildings shall direct. 

The tests shall be made under the super- 
vision of the Inspector of Buildings, or he may 
direct the architect or owner to file with him a 
certified copy of the results of tests such as 
he may direct shall be made. : 


SECTION 38.—-STRUCTURAL MATERIAL. 


WROUGHT IRON.—AIl wrought iron -shall 
be uniform in character, fibrous, tough and 
ductile. It shall have an ultimate tensile re- 
sistance of not less than 48,000 pounds per 
square inch, an elastic limit of not less than 
24,000 pounds per square inch, and an elonga- 


tion of twenty per cent. in eight inches when ° 


tested in small specimens. 


STEEL.—AIl structural steel shall have an 
ultimate tensile strength of from 54,000 to 
64,000 pounds per square inch. Its elastic 
limit shall be not ‘less than 32,000 pounds per 
square inch, and test specimens, ruptured in 
tension, must show a minimum elongation of 
not less than twenty per cent. in eight inches. 
Rivet steel shall have an ultimate strength of 
from 50,000 to 58,000. pounds per square inch. 


CAST STEEL.—Shall be made of open hearth © 
steel containing one-quarter -to one-half per — 
cent. of carbon, not over eight one-hundredths 
of one per cent. of phosphorus, and shall be 
practically free from blowholes, 


CAST IRON.—Shall be good foundry mix: 
ture, producing a clean, tough, gray iron. 
Sample bars five feet long, one inch square, 
cast in sand molds, placed on supports four 


= ee 


feet six inches apart; shall bear a central load 


of 450 pounds before breaking. 
be free of serious blowholes, cinder spots and 
cold shuts. Ultimate tensile strength shall be 
not less than 16,000 pounds per square inch 
when tested in small specimens. 


SECTION 39.—EXCAVATIONS AND FOUN- | 


DATIONS.—EXCAVATIONS, \ 


All excavations for buildings shall be proper- 
ly guarded ‘and protected so as to prevent the 


‘same from becoming dangerous to-life or limb.’ 


Castings shall © 


And shall be sheath-piled by the person or — 
persons causing the excavations to be made ~ 
when necessary to prevent the adjoining earth! — 


from caving in. if 

Plans filed with the Inspector of Buildings | 
shall be accompanied by a statement of the — 
character of the soil at the level of the foot-! 


Whenever an excavation of either earth or: 


ings. j | 


rock for building or other purposes shall be, 
intended to be, or shall be, carried to the depth | 


of more than eight feet below the curb, the © 


person or persons causing such excavation to. 
be made shall at all times, from the com-’ 
mencement until the completion thereof, if af-). 
forded the necessary license to enter upon the 


adjoining land and not otherwise, at his or!} 


their Own expense, preserve any adjoining or 


contiguous wall or walls, structure or struc-)) 


tures from injury, and support the same by 


proper foundations, so that the said wall or!) 
walls, structure or structures, shall be and re-| ( 


main practically as safe as before such ex-’ 
cavation was commenced, whether the gaid. 


adjoining or contiguous wall or walls, structure | 
or structures are down more or less than eight 7 


feet below the curb. 
If the necessary license is not accorded to 
the person or persons making such excavation 


then it shall be the duty of the owner or own-:) 


ers refusing to grant such license to make the.) 


adjoining or contiguous wall or walls, struc- | 


ture or structures, safe, and support the same 
by proper foundations so that adjoining excava- 
tions may be made, and shall be permited to 
enter upon the premises for that purpose, when 
necessary, where such. excavation 
made. 

If such excavation shall not be intended to 
be, or shall not be carried to a depth of more 


than eight feet below the curb, the owner or. | 


owners of such adjoining or contiguous wall 


or walls, structure or structures, shall preserve ° 4 
the same from injury, and so support the same 


by proper foundations that it or they shall be ™ 
and remain practically as safe as before such _ 
excavation was commenced, and shall be per- 
mitted to enter upon the premises for that | 
purpose, when necessary, where such excava- 
tion is being made. 


ADJOINING WALLS. 


In case an adjoining party wall is intended ™ 


to be used by the person or persons causing | 
the excavation to be made, and such party 
wall is in good condition and sufficient for | 
the uses of the adjoining building, then and in | 
such case the person or persons causing the 
excavations to be made shall, at his or their — 
own expense, preserve such party wall from © 
injury and support the same by proper founda- | 
tions, so that said party wall shall be and 


is being ® 


‘emain practically as safe as before the ex- 
pavation was commenced. 

-If the person or persons whose duty it shall 
ye to preserve or protect any wall or walls, 
otructure or structures, from injury, shall 
ceglect or fail:so to do after having had a 
notice of twenty-four hours from the Inspector 
uit Buildings, then the Inspector of Buildings 
teaay enter upon the premises and employ such 
aabor, and furnish such maféfials, and take 
7ijuch steps as. in his judgment, may be neces- 
‘vary, at the expense of the person or persons 
EVhose duty it is to keep the same safe and 
ecure, to make the same safe and secure or to 
yrevent the same from becoming unsafe or 
pangerous, 


e RETAINING WALLS, 


n When an excavation is made on any lot the 
yerson or persons causing such excavation to 
rie made shall build onthe adjoining lot, at his 
pit their own cost and expense, a retaining wall 
yO support the adjoining earth, if accorded the 
nwecessary license to enter upon the said ad- 
joining lot, and not otherwise; and such re- 
giaining wall shall be carried to the height of 
' he adjoining earth and be properly protected 
py coping. If the necessary license is not 
iccorded to the person or persons making such 
“ixecavation, then it shall be the duty of \the 
2~wner or owners refusing to grant such license 
£0 build the retaining wall on his or their own 
wroperty at his or their own expense without 
ypecourse to the person or persons making the 
ic xcavation on the premises adjoining thereto. 
3 The average thickness of retaining walls 
yhall be not less than one-third of the height 
yMmless the wall be buttressed or reinforced by 
2sross-walls or when they are made of rein- 
Jorced concrete. In such cases this  propor- 
jon may be.reduced as determined by the In- 
spector of Buildings. 
1 


eECTION 40.—BEARING CAPACITY OF 
¢ SOIL. 


T Where no test of the sustaining power of the 
soil is made, different soils, excluding mud, at 
yhe pottem of the footings, shall be deemed to 
Ssafely sustain the following loads to the 
“superficial foot, namely: 

Soft clay, one ton per square foot; 

Ordinary clay and sand together, in layers 
yet and springy, two tons per square foot; 
- Loam, clay or fine sand, firm and dry, three 
fons per square foot; 
' Very firm, coarse sand, stiff gravel or hard 
aay, four tons per square foot, or as other- 
“Uwise determined by the Inspector of Buildings. 
€ Where a test is made of the sustaining 
Ilsower of the goil the Inspector of Buildings 
“shall be notified so that he may be present, 
Sake in person or by representative. The 
trecord of the test shall be filed with the In- 
Npector of Buildings. 
“ When a doubt arises as to the safe sustain- 
Ing power of the earth, upon which a building 
He to be erected the Inspector of Buildings may 
%rder borings to be made, or direct to be tested 
‘she sustaining power of the soil by and at the 
‘yxxpense of the owner of the proposed building. 


‘SECTION 41._PRESSURE. UNDER FOOT- 
INGS OF FOUNDATIONS, 


) 
{ The loads exerting pressure under the foot- 
sngs of foundations in buildings more than 
whree stories in height are to be computed as 
follows: 

> For warehouses and factories they are to be 
‘the full dead load and the full live load estab- 
‘lished by Section 123 of this Code. 

- In stores and buildings for light manufactur- 
fing purposes they are to be the full dead load 
and seventy-five per cent. of the live load es- 
tablished by Section 123 of this Code. 


b 


In churches, schoolhouses and places of pub- 
lic amusement or assembly they are to be the 
full dead load and seventy-five per cent. of the 
uke load established by Section 128 of this 

rode. 

In office buildings, hotels, apartment hotels, 
dwellings, apartment houses, tenement 
houses, lodging houses and stables they are to 
be the full dead load and sixty per cent. of 
the live load established by Section 128 of 
this Code, ; 

Footings shall be so designed that the loads 
will be as nearly uniform as possible, and not 
in excess of the safe bearing capacity of the 
soil, established by Section 40 of this Code. 


SECTION -42.—FOUNDATIONS. 


Every building except buildings erected upon 
solid rock or buildings erected upon wharves 
and piers on the water front shall have founda- 
tions of brick, stone, iron, steel or concrete 
laid not less than three feet six inches below 
the surface of the earth, on the solid ground or 
level surface of the earth, on the solid ground 
or level surface of reck, or upon piles or rang- 
ing timbers when solid earth or rock is not 
found. . 


PILES. 


Piles of wood intended to sustain a wall, 
pier or post shall be so spaced as to divide the 
load to be carried equally over the piles and 
not exceed per pile the following limitations: 

No wood pile under any circumstances shall 
be required to sustain a load exceeding 40,000 
pounds. 

All piles shall be driven to hard bottom or as 
a8 as may be necessary to penetrate good stiff 
soil. 

Where piles are not driven to hard bottom . 
their value for sustaining loads in tons shall | 
be determined by the following formula: 'Twice 
the weight of the hammer is tons, multiplied 


_by the height of the fall in feet, divided by 


the average of penetration under the last six 
blows in inches, plus one, provided that in no 
case shall the piles be less than fifty feet in 
length, nor shall they be loaded over 10,000 
pounds, and further provided that in case piles 
are driven upon lands which were salt marshes 
now or formerly the maximum load to be 
aliowed for any pile driven to hard bottom or 
penetrating ‘into good bottom shall not exceed 
the following: When meadow muck constitutes 
less than 20 feet of the full depth of piles, 18 
tons. When meadow muck constitutes between 
20 and 380 feet of the full depth of piles, 15 
tons. When meadow muck constitutes between 
30 and 40 feet of the full depth of piles, 10 
tons. When meadow muck constitutes between 
40 and 50 feet of the full. depth of piles, 7 
tons. In making up the above total it is as- 
sumed that the piles which are driven true and 
perpendicular and are filled in around and be- 
tween the heads and tied together with concrete 
or capping, the above limitations may be mod- 
ified by the Inspector of Buildings in special 
cases or upon presentation in writing of facts 
and data by a competent engineer or architect 
showing some reasons for such modification. 

The Inspector of Buildings shall be notified 
of the time when such test piles of wood 
will be driven, that he may be present, either 
in, person or by representative. 

The tops of all piles shall be cut off below 
the lowest water line. 

When required, concrete shall be rammed 
down in the interspaces between the heads of 
the piles to a depth and thickness of not less 
than twelve inches, and for one foot in width 
outside of the piles. 


CONCRETE PILES. 
Piles of concrete or reinforced concrete piles 
may be made of concrete, either reinforced or 
plain. 


Plain concrete piles must be molded in place 
by methods which are reasonably certain to 
secure perfect, full-sized piles; reinforced con- 
crete piles, if properly designed to resist the 
shock of driving, and if driven with a cushion 
to lessen the shock, or if put down by a water 
jet may be molded, allowed to harden, and 
then driven or jetted into place. 

In case concrete piles are used, whether rein- 
forced or otherwise, their bearing power shall 
be determined by putting in one or more test 
piles and loading them, after the concrete is 
sufficiently hard. 

The full working load in the structure shal 
not be more than one-half of the load under 
which the pile begins to settle , 

In no case, however, shall the load on a con- 
erete pile exceed twenty-five tons per square 
foot of cross-section of concrete, plus 6,000 
pounds per square inch of any longitudinal 
steel reinforcement. Concrete piles shall always 
be made of mixture not leaner than one part 
cement, two and one-half parts sand and five 
parts gravel or broken stone. The gravel or 
stone must all be capable of passing a one-inch 
ring, and the concrete must be mixed by ma- 
chinery, a batch at a time, and the concrete 
must be turned over completely at least 
twenty-five times. One complete revolution of 
the machine, if not too rapid, will count as one 
turning of the concrete. 


RANGING AND CAPPING TIMBERS. 


Where ranging and capping timbers are laid 
on piles for foundations they shall be of hard 
wood not less than six inches thick and prop- 
erly joined together, and their tops laid below 
the lowest water line. 


METAL IN FOUNDATIONS. 


Where metal is incorporated in or forms part 
of a foundation it Shall be thoroughly protected 
from rust by paint or asphaltum, and be thor- 
oughly imbedded in concrete, or by such ma- 
terials and in such manner as may be approved 
by the Inspector of Buildings. 


FOOTINGS FOR COLUMNS. 


When footings of iron or steel for columns are 
placed below the water level they shall be 
similarly coated, and inclosed in concrete, for 
preservation against rust. 


LOADS ON FOUNDATIONS. 


When foundations are carried down through 
earth by piers of stone, brick or concrete in 
pane: the loads on same shall be not more 
than: 

Fifteen tons to the square foot when carried 
down to rock; 

Ten tons to the square foot when carried 
down to firm gravel or hard clay; 

_Hight tons to the square foot in open caissons 
or sheath pile trenches when carried down to 
rock, 


PILES UNDER FRAME BUILDINGS OVER 
WATER. 


Wood. piles may be used for the foundations 
under frame buildings built over the water or 
on salt meadow or similar land, in which case 
the piles may project above the water a suffi- 
cient height to raiSe the building above high 
tide, and the building may be placed directly 
thereon without other foundatior. 


SEC1.ON 43.—FOUNDATION WALLS. 


Foundation walls shall be construed to in- 
elude all walls and piers built below the floor 
of the cellar, basement or other lowest floor 
level, to serve, aS supports for walis, piers, 
columns, girders, posts or beams. 


Foundation walls shall be built of stone, 
brick, Portland cement concrete, iron or Steel. 

If built of rubble stone, or Portland cement 
concrete, they shall be at least eight inches 
thicker than the wall next above them fo a 
depth of ten feet below the curb level; and for 
every additional ten feet, or part thereof, 
deeper they shall be increased four inches in 
thickness. 

If built of brick they shall. be at least four 
inches thicker than the wall next above them 
to a depth of twelve feet helow the curb level; 
and for every additional ten feet, or part 
thereof, deeper, they shall be increased four 
inches in thickness, 


BASE COURSE. 


The footing or base course shall be of stone 
or concrete, or both, or of concrete and stepped- 
up brickwork, of sufficient thickness and area 
to safely bear the weight to be imposed 
thereon, } 

If the footing or base course be of concrete 
the concrete shall be not less than twelve 
inches thick. ~ i 

If of stone, the stones shall not be less than 
two by three feet, and at least eight inches in 
thickness for walls; and not less than ter 
inches in thickness if uncler piers, columns 0} 
posts. 

The footing or base course, whether formed 
of concrete or stone, shall be at least twelve 
inches wider than the bottom width of walls. 
and at least twelve inches wider on all sides 
than the bottom width of said pier, columns or 
posts. b 

If the superimposed load is such as to cause¢ 
undue transverse strain on a footing projecting 
twelve inches, the thickness of such footing 
is to be increased so as to carry the last witl 
safety. 

For small structures, and for small piers sus- 
taining light loads, the Inspector of Buildings 
may, in his discretion, allow a reduction ir 
the thickness and projection for footings 01 
base courses herein specified. ¥ 

All base stones shall be well bedded and laic 
crosswise, edge to edge.- 


: 


STEPPED-UP FOOTINGS. 


If stepped-up footings of brick are used ir 
place of stone, above the concrete, the offsets: 
if laid in single courses, shall each not exceec| 
one and one-half inches, or if laid in double 
courses, then each shall not exceed thre 
inches, offsetting the first course of brickwork 
back one-half the thickness of the concret: 
base, so as to properly distribute the load t« 
be imposed thereon. 4 


INVERTED ARCHES. 


Tf, in place of a continuous foundation wall 
isolated piers are to be built to support thi 
superstructure, where the nature of the groun 
and the character of the building in the opinio1 
of the Inspector. of Buildings make it neces 
sary, inverted arches resting on a proper bed 
of concrete, both designed to. transmit wit! 
safety the superimposed loads, shall be turnei 
between the piers. The thrust of the oute 
piers shall be taken up by suitable wrough’' 
iron or steel rods and plates. 


GRILLAGE IN FOUNDATIONS. i ! 


Grillage beams of wrought iron or steel rest. 
ing on a proper concrete bed may be used ) 
Such beams shall be provided with separator > 
and bolts inclosed and filled solid between wit] 
concrete, and of such sizes and so arranged a 
to transmit with safety the superimposed loads 


HEADERS IN STONE WALLS. 


All stone walls twenty-four inches or less ir 
thickness shall have at least one header ex. 


tending through the wall in every three ‘feet 
Min height from the bottom of the wall, and in 
‘every three feet in length, and if over twenty- 
four inches in thickness, shall have one header 
for every six superficial feet on both sides of 
M'the wall, laid on top of each other to bond to- 
ether, and running into the wall at least two 
“feet, 
<{ All headers shall be at least twelve inches in 
akwidth and eight inches in thickness and con- 
1 sist of good flat stones. 

“ No stone shall be laid in such walls in any 
E‘other position than on its natural bed. 

‘ No stone shall be used that does not bond 
jor extend into the wall at least six inches. 

# Stones shall be firmly bedded in cement mor- 
€tar and all spaces and joints thoroughly filled. 
Bi 


SECTION 44.—WALLS, PIERS AND PAR- 
r’ TITIONS.—MATERIALS OF WALLS. 


if The walls of all buildings, other than frame 
jilor wood buildings, shall be constructed of 
jz Stone, brick, Portland cement concrete iron or 
7jsteel or, if approved by the Inspector of Build- 
‘ings, other hard, incombustible material, and 
jthe several component parts of such buildings 
ishall be as herein provided. 

All buildings shall be inclosed on all sides 
swith independent or unpierced party walls. 
if SECTION 45.—WALLS AND PIERS. 


vr In all walls of the thickness specified in this 
Code the same amount of materials may he 
ciused in piers or buttresses, 


r . BEARING WALLS DEFINED. 


0, Bearing walls shall be taken to mean those 
‘walls on which the beams, girders or trusses 
west. 


BEARING WALLS WITH OPENINGS. 


If any horizontal section through any part 
Sf any bearing wall in any building shows 
more than thirty per centum area of flues and 
Openings the said wall shall be increased four 
yinches in thickness for every fifteen per 
3centum, or fraction thereof, of flue or opening 
area in excess of thirty per centum. 


Pe BRICK AND MASONRY WORK. 


‘ The walls and piers of all buildings shall be 
properly and solidly bonded together with close 
€joints filled with mortar. They shall be built 
to a line and be carried up plumb and Straight. 
2 The walls of each story shall be built up the 
“full thickness to the top of the beams ahove. 
€{ All brick laid in non-freezing weather shail 
loe well wet before being laid. 
; Walls or piers, or parts of walls and piers, 
“shall not be built in freezing weather, and 
tee frozen, shall not be built upon. 
PIERS, 
} All piers shall be built of good, hard, well- 
“yurnt brick laid in cement mortar, excepting 
‘yhat piers fronting on a street may be built of 
‘stone. 
*; Every pier built of brick containing less 
;han nine superficial feet at the base support- 
‘ng any beam, girder, arch or column on which 
. wall rests, or lintel spanning an opening- over 
»en feet and supporting a wall, shall at inter- 
‘rals of not over thirty inches apart in height 
ave built into it a blue stone or granite tem- 
plate at least four inches thick a cast iron or 
Steel bond plate of sufficient strength and the 
ull size of the piers. 
t For piers fronting on a street bond stones 
‘lo conform with the kind of stone used for the 
-rimmings of the front may be used above the 
lidewalk. 
+ Cap’ stones corresponding to the trimmings of 
tthe front proportioned to the weight to be car- 
H 
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ried, but not less than four inches in thickness, 
by the full size of the pier, may be used 
above the sidewalk for piers fronting on a 
street. For the capping of all other piers cast 
iron plates, bluestone or granite of equa! 
strength by the full size of the pier shall be 
set under all columns or girders. 

Isolated brick piers shall not exceed in 
height ten times their least dimensions, 


STONE POST Ss UNDER INTERIOR 


COLUMNS. 


Stone posts for the support of posts or col- 
umns above shall not be used in the exterior 
of any building, 


PIERS AND WALLS OF COURSED STONE. . 


Where walls or outside piers are built of 
coursed stones, with dressed level beds and ver- 
tical joints, the Inspector of Buildings shall 
have the right to allow such walls orepiers to 
be built of a less thickness than specified for 
brickwork, but in no case shall said walls or 
piers be less than three-quarters of the thick- 
ness provided for brickwork. ; 


HEADING COURSES IN BRICK WALLS. 


In all brick walls every fifth course shall be 
heading course, except where walls are faced 
with brick in running bond, in which latter 
case every sixth course .shall be bonded into 
the backing by cutting the course of the face 
brick and putting in diagonal headers behind 
the same, or by splitting the face brick in half 
and, backing the same with a continuous row 
of headers. 

If brick walls are laid in Flemish bond al} 
headers must be full headers, if possible. 
Where this is not possible the headers of every 
fifth course must be full headers. 


ASHLAR. 


Stone used for the facing of any building, 
and known as ashlar, shall be not less than 
four inches thick. 

Stone ashlar shall be anchored to the backing 
and the backing. shall be of such thickness as 
to make the walls, independent of the ashlar, 
conform as to the thickness with the require- 
ments of this Code. : 

Unless the ashlar be at teast eight inches 
thick and bonded into the backing, and then 
it may be counted as part of the thickness of 
the wall. 

Iron ashlar plates used in imitation of 
stone ashlar on the face of a wall shall be 
backed up with the same thickness of brick- 
work as required for a brick wall without 
ashlar, 


SECTION 46.—MORTAR FOR WALLS AND 
ASHLAR. 


All foundation walls, isolated piers, parapet 
walis and chimneys above roofs shall be laid 
in cement mortar. 

But this shall not prohibit the use in cold 
weather of a small proportion of lime to pre- 
vent the mortar from freezing. 

All other walls built of brick or stone shall 
be laid in lime, cement, or lime and cement 
mortar mixed. 

The backing up of all stone ashlar shall be 
laid up with cement mortar, or cement and 
lime mortar mixed, but the back of the ashlar 
may be parged with lime mortar or coated 
asphaltum varnish to prevent discoloration of 
the stone. 


SNCTION 47.—LIMITING THE HEIGHT OF 
BUILDINGS. 


No non-fireproof building or structure here- 
after erected shall exceed sixty-five feet in 
height, nor the heights specified for mnon- 


fireproof buildings of the several respective 
classes mentioned in Section 119 of this Code. 

No building, or structure hereafter erected, 
except a church spire, shall exceed in height 
two and one-half times the width of the widest 
street upon which it stands, but in no case 
shall any building be used above the ground 
flcor as warehouses or stores for the storage or 
sale of merchandise or for factory purposes 
shall it exceed one hundred feet in height. 

Such height shall be the perpendicular dis- 
tance measured in a straight line, taken at the 
center of the facade of the building, from the 
curb Jevel to the highest point of the roof 
beams, not including in such measurement of 
height cornices which do not extend more than 
five feet above the highest point of the roof 
beams nor inclosures for the machinery of 
elevators which do not exceed fifteen feet in 
height, or inclsoures for tanks which do not 
exceed twenty feet in height above the roof 
beams and do - not exceed in united area ten 
per centum of the area of the roof. 


SECTION 48.—WALLS FOR DWELLING 


‘HOUSE CLASS. 


The expression ‘‘walls for dwelling house 
class’’ shall be taken to mean and include walls 
for the following buildings: 

Apartment Houses, 

Apartments Hotels, 

Asylums, 

Club Houses, 

Convents, 

Dormitories, 

Dwellings, ' 

Hospitals, 

Hotels, 

Laboratories, 

Lodging Houses, 

Parish Buildings, 

Schools, 

Studios, 

Tenements. 

For buildings hereafter erected in the dwell- 
ing house class, the minimum thickness of all 
independent surrounding and dividing walls in 
the same, carrying the loads of floors and 
roofs, shall be made in accordance with the 
following table: 


DWELLING-HOUSE CLASS BRICK WALLS. 


(Minimum thicknesses in inches.) 
Basement 
av 
| aS 
; eer Stories 
Height. Cie obediva o£ DG £0; (89 10 
One storys aosee 16) 12-42 


Two. Storiés., 1:20, 12:12 12 

Three stories...20 12 12°12 12 

Four stories....20 16 12 12 12 12 

Five stories....20 16 12 12 1212 12 

xe SCONES. sis wie 24 20 16 12 12:12:12 12 

Seven stories...24 20 16 16 12 12 12 12 12 

Hight stories...28 24 2016 161616 12 12 12 - 
Nine stories....28 24 20 20 16 16 16 16 12 12 12 
Fen stories.....32 28 24 20 20 20 16 16 16 16 12 12 


NOTH.—The table above for thicknesses of 
walls is based upon a minimum: size of brick 
of about 77%x34%4x2\% inches. Sizes of bricks are 
variable in different sections of the United 
States. 

When the above walls are used for party 
walls in non-fireproof buildings the ends of 
the beams shall rest on corbeled ledges, or 
when entering the tweive-inch sections of the 
walls shall be staggered. If the beams do 
not rest on corbeled ledges, or are not so stag- 
gered, the twelve-inch sections of the walls 
shall be increased to not less than sixteen 
inches in thickness. ‘ 

When used for bearing party walls in fire- 
proof buildings no portions of the walls shall 
be less than sixteen inches in thickness. 


11 


If any story exceeds the height stated in Sec-. 
tion 52 of this Code the thickness of walls 
shall be increased as stated in said section. 


BRICK PARTITION WALLS IN DWELLING 
HOUSES EXCEEDING TWENTY- 
SIX FEET IN WIDTH. 


All non-fireproof buildings, except 
houses, erected under this section, exceeding 
twenty-six feet in width, shall have brick 
fore and aft partition walls on first floor. 
Dwelling houses exceeding twenty-six feet in 
width shall have fore and aft partitions filled 
with brick, plaster block or other incombusti- 
ble material on first floor. 


PARTITION WALLS, 


Eight-inch partition walls may be built to 
support the beams in such buildings when the 
distance between the main or bearing walls is | 
not over thirty-three feet; 14 

If the distance between the main or bearing | 
walls is over thisty-three feet the brick parti- | 
tion wall shall be not less than twelve inches 
thick; 

Provided, that no clear span is over ee 
Six feet. ; f 


LIMITING THE HEIGHT FOR A SINGLE 
THICKNESS OF WALL. i 


No section of a wall of the same thickness _ 
shall exceed, measuring vertically, the height — 
provided elsewhere in this section *and in Sec-} 
tions 49 and 52 of this Code. ia 


IRON COLUMNS AND,GIRDERS INSTEAD | 
OF PARTITION WALLS. 


This section shall not be construed to pre- — 
vent the use of iron or steel girders, or iron 
or steel girders and columns when properly 
insulated, as provided in Section 120 of this 
Code, or piers of masonry, for the support 
of the walls and ceilings over any room whiclk 
has a clear span of more than twenty-six feet” 
hetween walls. in such buildings as are not 
constructed fireproof. 

Nor to prohibit the use of iron or stee 
girders, or iron or steel girders and columns 
in place of brick walls in buildings which are 
to be used for residence purposes when con 
structed fireproof and insulated. 


CLEAR SPAN THICKNESS. 


If the clear span is to be over twenty-six 
feet then the bearing walls shall be increase¢ ) 
four inches in thickness for every twelve an/ 
one-half feet or part thereof that said span ij 
over twenty-six feet. 

Or shall have instead of the increased thick’ 
ness such piers or buttresses as, in the judg 
ment of the Inspector of Buildings, may bi 
necessary. ~ \ 


dwelling 


SECTION 49.—WALLS FOR WAREHOUSI) 
CLASS, 


The expression ‘‘walls for warehouse class” 
shall be taken to mean and include walls fo¥ 
the following buildings: 4] 

Armories. 

Barns. 

Breweries. 

Carriage Houses. 

Churches. 

Cooperage Shops. 

Court Houses. ; 

Factories. 

Foundries. 

Garages. 

Jails. 

Lofts. 

Libraries, 

Light and Power Houses. 

Machine: Sheps. 


Markets. 

Milis. 

Museums. 
Observatories. 

Office Buildings. 
Police Stations. 
Printing Houses. 
Public Assembly Buildings. 
Pumping Stations. 
Railroad Buildings. 
Refrigerating Houses. 
Slaughter Houses. 
Stables. 

Stores. 

Sugar Refineries. 

Theatres. 

Warehouses. 

Wheelwright Shops. 

For buildings hereafter erected in the ware- 
house class twenty-five feet or less in ‘width 
between walls or bearings, the minimum 
thickness of all independent surroundings or 
lividing walls in the same gqarrying the loads 
df floors and roofs shall be made in accordance 
with the following table: 


WAREHOUSE CLASS—BRICK WALLS. 
(Minimum Thicknesses in Inches.) 


Basement 
| is 
Height. — Oa Stories 
eile, ek eed el OL Cae OO LO 
bne- Story...s..20 16 12 


[wo Stories...20 16 12 12 

[Three Stories..20 16 12 12 12 

Four Stories...24 20 161616 12 

“ive Stories...28 24 20 16 16 16 12 

Six Stories....32 28 24 20 20 201616 

Seven Stories.32 28 24 24 20 20 20 16 16 

Might Stories...36 32 24 24 24 20 20 20 16 16 

Nine Stories...36 32 28 24 24 24 20 20 20 16 16 
[Ten Stories. ...36 32 28 28 24 24 24 20 20 20 16 16 
Note.—The above table for thicknesses of 
Walls is based upon a minimum size of brick 
bf about 714x31%4x24%, inches. Sizes of bricks 
are variable in different sections of the United 
States. 

When the above walls are used for party 
yalls in’ non-fireproof buildings, the twelve- 
inch section of the walls shall have corbeled 
edges to carry the ends of the beams or be 
mereased in thickness to not less than sixteen 
nches, and the beams entering the walls shall 
be staggered. If the beams do. not rest on 
rorbeled ledges or are not. so staggered, the 
ltwelve and sixteen-inch sections of the wall 
shall be increased to not less than twenty 
nches. 

When used for bearing party walls in fire- 
broof buildings no portion of the walls shall 
be less than sixteen inches in thickness. ; 
If any story exceeds the height stated in 
Section 52 of this Code the thickness of walls 
‘hall be increased as stated in said section. 


CLEAR SPAN THICKNESS. 


If there is to be a clear span of over twen- 
y-five feet between the bearing walls, such 
alls shall be four inches thicker than in 
his section specified, for every twelve and 
mne-half feet, or fraction thereof, that said 
alls are more than twenty-five feet apart, 
r shall have instead of the increased thick- 
ess such piers cr buttresses as, in the judg- 
ment of the Inspector of Buildings, may be 
ecessary. 


WALLS FOR PUBLIC BUILDINGS. 


The walls of buildings of public character 
shall be not less than in this Code specified 
for warehouses with such piers or such but- 
rresses or supplemental columns of iron or 
teel properly insulated as provided in Section 
as, in the judgment of the Inspector of 
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Buildings, may be necessary to make a safe 
and substantial building. 


SECTION 50.—PARTITION WALLS OR 
GIRDERS AND COLUMNS. | 


In all stores, warehouses and factories over 
twenty-five feet in width between walls there 
shall be brick partition walls, or girders sup- 
ported on iron, steel or wood columns, or piers 
of masonry. When such girders or columns 
are of iron or steel they shall be properly 
insulated as provided in Section 120 of this 
Code. 


FLOOR AREAS IN STORES, WAREHOUSES. 
FACTORIES AND OTHER BUILDINGS. 


In all stores, warehouses or factories, in case 
iron, steel or wood girders, supported by iron, 
steel or wood columns or piers of masonry, are 
used in place of brick partition walls, the 
building may be fifty-five feet wide and two 
hundred feet deep, when extending from street 
to street, or when otherwise located may cover 
an area of not more than eight thousand super- 
ficial feet; when a building fronts on three 
streets it may be one hundred feet wide and 
two hundred feet deep, or if a corner build- 
ing fronting on two streets, it may cover an 
area of not more than twelve thousand five 
hundred superficial feet, but in no case wider 
nor deeper, nor to cover a greater area, except 
in the case of fireproof buildings, 

In the rear of every building of the ware- 
house class -hereafter erected there shall be 
an pnobstructed space not less than ten feet 
in depth, running the width of the entire lot. 

Such measurement may be taken at the level 
of the second story. 

When more than two fireproof or non-fire- 
proof buildings communicate, although pro- 
tected by double standard fireproof doors, they 
shall be provided with a system of approved 
automatic sprinklers where occupied as stores, 
warehouses and factories. ; 

Openings in the brick fire walls of buildings 
specified in this section shall in no case exceed 
eight feet in width, nor more than ten feet 
in height, and above each such opening there 
shall be a curtain wall between the top of 
the opening and the ceiling line of at least 
three feet. The openings shall be provided 
with approved automatic self-closing standard 
fireproof doors on both sides of the wall. 


SECTION 51.—INCREASED THICKNESS OF 
WALLS FOR BUILDINGS MORE THAN 
TWO HUNDRED AND FIVE FEET 
IN DEPTH. 


All buildings, not excepting dwellings, that 
are over two hundred and five feet in depth, 
without a cross wall or proper piers or but- 
tresses, shall have the side or bearing walls 
increased in thickness four inches more than 
is specified in the respective sections of this 
Code for the thickness of walls for every two 
hundred and five feet, or part thereof, that the 
said buildings are over two hundred and five 
feet in depth. 


REDUCED THICKNESS FOR 
WALLS. 


In case the walls of any building are less 
than twenty-five feet apart,. and less than 
forty feet in depth, or there are cross walls 
which intersect the walls, not more than forty 
feet distant or piers or buttresses built into 
the walls, the interior walls may be reduced 
in thickness in just proportion to the number 
of cross walls, piers or buttresses, and their 
nearness to each other; provided, however, 
that this clause shall not apply to walls below 
fifty-five feet in height, and that no such 


INTERIOR 


wall shall be less than twelve inches thick 
at the top, and gradually increasing in thick- 
ness by set-offs to the bottom. 

The Inspector of Buildings is hereby author- 
ized and empowered to decide (except where 
herein otherwise provided for) how much the 
walls herein mentioned may be permitted to 
be reduced in thickness without endangering 
the strength and safety of the building, ac- 
cording to the peculiar circumstances of each 


case, 


SECTION 52.—-HEIGHT. OF STORIES. 


The height of stories for all given thick- 
nesses of walls shall not exceed— 


NESE OLOLY ict reeiarele lest Fae ae 16 feet in the clear 
SeCOnd StORy yaa sepereees Has Su aytetbey 14 feet in the clear 
PBI rd: (oS POLY aleve nse 3's) « Ne A Rare ee 12 feet in the clear 
Fourth and upper stories..11 feet in the clear 

And if any story exceeds the foregoing 
heights, the walls of any such story and all 


walls below that story shall be increased four 
inches in thickness. 

The height of a story shall be perpendicular 
distance from the top of the finished floor in 
one story to the under side of the finished 
ceiling in the same. story. 


MEANING OF STORIES. 


The first story shall be taken to mean the 
story the floor of which is first above the 
basement. 

The upper stories shall be taken to mean 
the stories the floors of which are above the 
first story and numbered in regular - succes- 
sion, counting upwards. 


MEANING OF BASEMENT AND CELLAR. 


A basement shall be taken te mean that 
portion of a building the floor of which is be- 
low the curb level at the center of the front 
of the building more than one foot, and not 
more than three-fourths of the height of said 
portion measuring from floor to ceiling. 

A cellar shall be taken to mean the lowest 
portion of a building the floor of which is be- 
low the curb level at the center of the front of 
the building more than three-fourths of the 
height of said portion measuring from the 
floor to the ceiling. 


SECTION 53.—INCLOSURE'! WALLS FOR 
‘ SKELETON STRUCTURES. 


‘ Walls of brick built in between iron or steel 
eolumns and supported* wholly or in part on 
iron or steel girders. 

Shall be not less than twelve inches thick 
for sixty-five feet of the uppermost height 


thereof, or to the nearest tier of beams to 
that measurement, in any building ‘so con- 
structed, 


,And the lower section of sixty feet or to the 
nearest tier of beams to such vertical measure- 
ment, or part thereof, shall have a thickness 
of four inches more than is required for the 
section next ahove it down to the tier of 
beams nearest to the curb level; j 
And thence downward, the thickness of walls 
shall. increase in the ratie prescribed in Sec- 


tion 438 of this Code. 


REDUCED THICKNESS FOR ADJOINING 
WALLS. 


When two independent buildings of skele- 
ton type of construction and of the same 
height adjoin each other, the thickness of the 
Said independent walls above the foundations 
for such sections where they adjoin may be 
not less than eight inches. 
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SECTION 54.—CURTAIN WALLS. 


Curtain walls shall be taken to mean walls 
built in the interior of a building between 
piers or iron or steel columns, and being non- 
bearing walls— } 

Shall be not less than twelve inches thick 
for sixty-five feet of the uppermost height 
thereof or nearest tier of beams to that height, 

And increased four inches for the lower sec- 
tion of sixty feet or nearest tier of beams te 
that height; 

And thence downward the thickness of walls 
shall inerease in the ratio prescribed in Sec- | 
tion 26 of this Code. 


SECTION 55.—EXISTING PARTY, WALLS. | — 


Wallis heretofore built for or used as party 
walls, whose thickness at the time of their — 
erection was in accordance with the require- 
ments of the then existing laws, but which — 
are not in accordance with the requiremeni 
of this Code, may be used if in good condition. 
for the ordinary uses of party walls, providec | 
the height of the same ‘be not increased | 
more thaw six feet above the level of the ex- | 
isting roof. i 


SECTION 56.—LINING EXISTING WALLS — 


In case it is desired to increase the heigh: | 
of existing party or independent walls whick | 
are less in thickness than required under this 
Code, excepting: as above provided, the same — 
shall be done by a lining of brickwork to form © 
a combined thickness with the old wall of no | 
less than four inches more than the thickness — 
required for a new wall corresponding with the i 
total height of the wall when so increased in 
height, j 
The said lining shall be supported on prope 
foundations. } 
And carried up to such height as the In! 
spector of Buildings may require. h 
No lining shall be less than eight inches ir 
thickness, and all lining shall be laid ut 
in cement mortar and thoroughly anchored tc 
the old brick walls with the suitable wrought ~ 
iron anchors, placed two feet apart and prop- 
erly fastened or driven into the old walls in) 
rows alternating vertically and horizontally 
with each other, the old walls being first” 
cleaned of plaster or other coatings where any 
lining is to be built against the same. A iG 
No rubble stone wall shall be lined except 


after inspection and approval by the In’ 
spector. 
SECTION 57--WALLS OF UNFINISHEL) 


BUILDINGS. 


Any building, the erection of which was com. — 
menced in accordance with specifications anc 
plans submitted to and approved by the In, 
spector of Buildings prior to the passage o: 
this Code, if properly constructed, and in safy th 
condition, may be completed or built upon ir — 
accordance with the requirements of law, ai 
to thickness of walls in force at the time wher 
such specifications and plans were approved. | 


SECTION 58.—WALLS TIED, ANCHORED 
AND BRACED. - 

In no case shall any wall or walls of any 
building be carried up more than twe stories 
in advance of any other wall, except by ver 
mission of the Inspector of Buildings. 
And this prohibition shall include the in! 
closure walls for skeleton buildings, 
The front, rear, side and party walls shal 
be properly bonded together or anchored tc 
each other every six feet in their height by 
wrought iron tie anchors not less than one ané 


| half inches by three-eighths of an inch in 
ize, and not less than twenty-four inches in 
ength. 

The side anchors shall be built into the 
ide or party walls not less than sixteen inches 
ind into the front and rear walls, so as to se- 
ture the front and rear walls to the side, or 
arty walls, when not built and bonded to- 
rether. 

All exterior piers shall be anchored to the 
eams or girders on the level of each tier. 


WALLS TO BE BRACED. 


The waliz and beams of every building, dur- 
ng the erection or alteration thereof, shall 
ve strongly braced from the beams of each 
story, aod, when required, shall also be 
raced from the outside, until the building is 
nclosed. : 

The roof tier of work beams shall be safely 
inchored with plank or joist to the beam of 
he story below until the building is inclosed. 


SECTION 59.—ARCHES AND LINTELS. 


Openings for doors and windows in all 
mlildings shall have good and sufficient arches 
‘ff stone, brick or terra cotta, well built and 
ceyed with good and sufficient abutments, or 
intels of stone, iron or steel of sufficient 
trength, which shall have a bearing at each 
ind of not less than five inches on the wall. 


INSIDE LINTELS. 


On the inside of all openings in which lintels 
hall be less than the thickness of the wall 
0 be supported there shall be timber lintels, 
which shall rest at each end not more than 
hree inches on any wall, which shall be 
‘hhamfered. at each end, and shall have a suit- 
uole arch turned over the timber lintel. 

Or the inside lintel may be of cast iron or 
vrought iron or steel, and in such case stone 
slocks or cast iron plates shall not be. re- 
juired at the ends where the lintel rests on the 
valls, provided the opening is not more than 
ix feet in width. 


MASONRY ARCHES. 


All masonry arches shall be capable of sus- 
aining the weight and pressure which they 
ire designed to carry, and the stress at any 
,0int shall not exceed the working stress for 
he material used, as given: in Section 131 of 
his Code. 

Tie rods shall be used where necessary toa 
secure stability in accordance with current 
rood practice. 


SECTION 60.—PARAPET* WALLS. 


All exterior and division or party walls 
ver fifteen feet high, excepting where such 
walls are to be finished with cornices, -gut- 
ers or crown moldings, shall have parapet 
walls not less than eight inches in thickness 
ind carried two feet above the roof. 

But for warehouses, factories, stores and 
ther buildings used for commercial, or manu- 
‘acturing purposes the parapet walls. shall 
ye not Jess than twelve inches in thickness 
ind carried three feet above the roof. 

And all such walls shall be coped with stone 
erra cotta or cast iron. ; 


SECTION 61.—HOLLOW WALLS. 


In all walls that are built hollow the same 
juantity of stone, brick or concrete shall be 
ised in their construction as if they were built 
solid, as in this Code provided. 

And no hollow wall shall be built unless the 
parts of same are connected by proper ties, 
either of brick, stone or iron, : placed not 
over twenty-four inches apart. 
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SECTION 62.—HOLLOW BRICKS ON INSIDE 
OF WALLS. 


The inside four inches of any wall may be 
built of hard-burnt hollow brick, properly tied 
and bonded by means of full header courses 
every sixth course into the walls, and of the 
dimension of the ordinary bricks. 

Where hollow tile or porous terra cotta blocks 
are used as lining or furring for walls they 
shall not be included in the measurement of 
the thickness of such walls. 


SECTION 63.—RECESSHS AND CHASES IN 
WALLS. 


Recesses for stairways or elevators may be 
left in the foundation or cellar walls of all 
buildings, but in no case shall the walls be less 
thickness than the walls of the fourth story, 
unless reinforced by additional piers with iron 
cr steel girders, or iron or steel columns and 
girders, properly insulated and securely an- 
chored to walls on each side. 


RECESSES FOR ALCOVES 
Recesses ‘for alcoves and similar vurposes 
shall have no less than eight inches of brick- 
work at the back of such recesses, and such 
recesses shall be not more than eight feet in 
width, and shall be arched over or spanned 
with iron or steel lintels, and not carried up 


higher than eighteen inches below the bottom 


of the beam of the floor next above. 


CHASES FOR PIPES. 


No chase for water or other pipes shall be 
made in any pier, and in no wall more than 
one-third of its thickness. 

The chases around said pipe or pipes’ shall 
be filled up with solid masonry for the space 
of one foot at the top and bottom of each 
story. 

No horizontal recess or chase in any wal! 
shall be made exceeding four feet in length 
without permission of the Inspector of Build- 
ings. 


AGGREGATE AREA FOR RECESSES AND 


CHASHS. 


The aggregate area of recesses and chases in 
any wall shall not exceed one-fourth of the 
whole area of the face of the wall on any 
story. nor shall any such recess be made within 
a distance of six feet from any other recéss in 
the same wall. 


SECTION 64.—FURRED WALLS. 


In all walls furred with wood the brickwork 
between the ends of wood beams shall project 
the thickness of the furring beyond the inner 
face of the wall for the full depth of the 
beams. 


SECTION 65.—LIGHT AND VENT SHAFTS, 


In every building hereafter erected or al- 
tered all the walls and partitions forming in- 
terior light or vent shafts shall be built of 
brick, except that when the area of any such 
shafts does not exceed twenty-five square feet 
the inclosing walls or partitions may be of 
such other fireproof materials as may be ap- 
proved by the Inspector of Buildings. 

The walls of all light or vent shafts, whether 
exterior or interior, hereafter erected shall be 
carried up not less than three feet above the 
level of the roof, 

And the brick walls shall be coped as other 
parapet walls. 

When the shaft is covered by a ventilating 
skylight of metal and glass the walls need not 
be earried more than two feet above the roof. 


When metal louvres are used for ventilating 
purposes the louvres or stats shall be riveted 
to the metal frame. 


ONE-STORY VENT SHAFTS IN PRIVATE 
DWELLINGS. 


Vent shafts not more than twenty square feet 
in area to light interior bath rooms in private 
dwellings may be built of wood studs filled in 
solidly with brick or hard-burnt clay blocks, 
or of wood covered on all sides with metals, 
metal lath and plaster or plaster boards, when 
extending through not more than one story, 
and carried not less than two feet above the 
roof, and covered with a ventilating skylight 
of metal and glass. 


SECTION 66.—BRICK AND HOLLOW TILE 
PARTITIONS. 


Hight-inech brick and six-inch hollow tile an1 
four-inch brick or four-inch hollow tile parti- 
tions, of hard-burnt clay or porous terra cotta 
laid up with cement mortar, may be built, not 
exceeding in their vertical portions a measure- 
ment of fifty for the eight-inch, thirty-six for 
the six-inch and twenty-four feet for the four- 
inch, respectively, and in their horizontal 
measurement a length not exceeding seventy- 
five feet, unless said partition walls are 
strengthened by proper cross-iwalls, piers or 
buttresses, or built in iron or steel! framework 
when the Jatter is imbedded in or insulated by 
the same material of which the partition is 
constructed. 

All such partitions shall be carried on proper 
foundations, or on iron or steel girders, or on 
iron or steel girders and columns, properly in- 
sulated, or piers of masonry. 


SECTION 67.—CHLLAR: PARTITIONS — IN 


RESIDENCE BUILDINGS. 


One line of 
cellar or 


fore and aft partitions in the 
lowest story, supporting stud parti- 
tions above, in al! residence buildings over 
twenty feet between bearing walls in the 
cellar or lowest story hereafter erected, shall 
be constructed of brick not less than eight 
inches thick. 

Or piers of brick with openings arched over 
below the underside of the first tier of beams. 
‘Or girders of wood or iron or steel and iron 
columns or piers of masonry may be used. 
. Or if iron or steel floor beams spanning the 
distance between bearing walls are used of 
adequate strength to support the stud parti- 
tions above in addition to the floor load to be 
sustained by the said iron or steel beams, then 
the fore and aft brick partition, or its equiv- 
alent, may be omitted, 

Stud partitions which may be placed in the 
cellar or lowest story of any building shall 
have good solid stone, brick or cement con- 
crete foundation walls under the same, which 
sHall be built up to the top of the floor beams 
or sleepers, and the sills of said partitions 
shall be of locust or other suitable hard wood; 
but if the walls are built of brick, five inches 
higher than the top of the floor beams or 
sleepers, any wooden sill may be used on 
which the studs shall be set, 


SECTION 68.—MAIN STUD PARTITIONS. 


In residence buildings twenty-six feet (26 ft.) 
and over in width, where fore and aft stud 
partitions rest directly over-each other, they 
shall run down between the wood floor beams 
ae rest on the top plate of the partition be- 
ow. 

And shall have the studding filled in solid 
between the uprights to the depth of the floor 
beams with suitable incombustible materials. 
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SECTION 69.—TIMBHDR IN WALLS PRO. 
HIBITED. 


No timber shall be used in any wall of 
any buiiding where stone, brick, cement, con- 
crete or iron are commonly used, except inside 
lintels, as herein provided, and brace biocks 
not more than eight inches in length. 


SECTION 70.—TENEMHNT HOUSES. 


A tenement house is any house or building 
or portion thereof which is rented, 
or hired out, to be occupied as the home o1 
residence of three families or more, living in‘ 
dependently of each other and doing their 
cooking upon the premises, or by more than twe 
families upon any floor, so living and cook: 
ing, but having a common right in -the halls, 
stairways, yards, water closets or privies, 01 
some of them. u 


SECTION 71.—TENEMENT HOUSE PER- | 
MITS. 

Before 

of Buildings shall require satisfactory evidence 


that the plans have been approved by the 
State Board of Tenement House Supervision; 


and all work of such buildings shall be done 
in accordance with the State laws relating | 
thereto. 


SECTION 72.—VAULTS, AREAWAYS ANL 
CELLARS.—CELLARS TO BE CON- 
NECTED WITH SEWERS. 


Before the walls of buildings: are carried 
above the foundation walls the cellar shall be 
connected with the street Sewers. 

Should there be no sewer in the street, or if 
the cellars are below water level, 
sewer level, then provision shall be made b)) 
the owner to prevent water accumulating in 
the cellars to the injury of the foundations. 


73.—VAULTS 
WALKS. 


In buildings where the space under the side- 
is utilized a sufficient stone or brick 
wall, or brick arches between iron or steel 
beams, shall be built to retain the roadway o, 
the street, and the side, end or party walls of 
such building shall extend under the sidewalk 
of sufficient thickness to such wall. 

The roofs of all vaults shall be of 
bustible material. 

Openings in the roofs of vaults for the ad 
mission of coal or light, or for manholes, o1 
for any other purposes, if placed outside the 
area line, 
iron frames, each unit of glass to measure no: 
more than sixteen square inches, 
covers having a rough surface, 
into or made flush with the sidewalk. 


SECTION UNDER 


SECTION 74.—AREAWAYS. 


Ail areaways shall be properly protected wit 


suitable railings or be covered over. ie 
When areaways are covered over iron, or iron 
and glass combined, stone or other incumbusti' 


ble materials shall be used, and be supported 
iron or steel; 


on brick or stone walls or on 
beams, 


SECTION 75.—CELLAR FLOORS. 


The floor of the cellar or lowest story in, 
every dwelling house, 
ment house, lodging house, hotel, 
hotel, workshop, factory, school, 
pital and asylum hereafter erected, 


apartment 


leased, let | 


issuing a permit for the erection 01) 
alteration of any tenement house the Inspecto! |, 


or below the ® 


SIDE- 


incom, 


shali be covered with glass set ir | 


or with iror ; 
and rabbeted 


apartment house, tene- 


church, hos: | 


{ 

Shall be concreted not less than four inches 
thick, 
' Where wood floors are to be laid in such 
ellars or lowest stories the sleepers shall be 
‘placed on top of the concrete. 


SECTION 76.—CELLAR CEILINGS. 


: The ceiling over every cellar or lowest floor 
in every residence building, whether occupied 
by one or more families, more than three 
stories in height, hereafter erected, when the 
beams are of wood, 

Shall be lathed with iron or wire lath and 
plastered thereon with two coats of brown 
mortar of good materials, 

Or shall be covered with plaster boards not 
‘fess than one-half inch in thickness, made of 
laster and strong fiber, and all joints be 
;made true and well pointed. 


SECTION 77.—WOOD BEAMS, GIRDERS 
AND COLUMNS.—W0OOD BEAMS. 


All. wood beams and other timbers in any 
wall of a building built of stone, brick, con- 
erete or iron shall be separated from the beam 
sr timber entering in the opposite side of\ the 
wall by at least four (4) inches of solid mason 
work; such separation may be obtained by 
| sorbeling or. by staggering the beams. i 


IMINIMUM THICKNESS FOR WOOD BEAMS. 


' No wood floor beams or wood roof beams used 
4m any building, hereafter erected, except.in a 
Mframe building, shall be of less thickness than 
three inches nor less depth than eight inches. 


IPRIMMER AND HEADER BEAMS: AND 
TAIL BEAMS. 


_ All wood trimmer and header beams shall 
Woe proportioned to carry with safety the 
ioads they are intended to suStain. 

‘ The ends of all tail beams shall be properly 
fframed into the header beams. 


STIRRUP IRONS. 


. Every wood header beam more than four feet 
flong used in any building shall be suitably 
framed and be hung to the trimmer beams in 
stirrup irons of proper thickness for the size 
lof the timbers. 

| When it is not practicable to frame the ends 
(of tail beams into header beams the ends of 
‘tthe tail beams shall be hung to the header 
oeams by stirrup iroms of proper size and 
strength, 


BEARING FOR WOOD BEAMS. 


| Every wood beam, except header beams, 
‘shall rest at one end four inches in the wall 
or upon a girder as authorized by ‘this Code 
anless the wall is properly corbeled out four 
'nches, in which case the brickwork or corbel- 
ng shall extend ‘to the top of the floor beams. 


BEVEL ENDS FOR WOOD BEAMS. 


| The ends of all wood floor and roof beams, 
where they rest on brick walls, shall be cut 
“0 a. bevel of three inches on their depth. 


ISNDS OF BEAMS NOT TO REST ON STUD 
PARTITIONS. 
_In no case shall either end of a floor or roof 


beam be supported on stud partitions except in 
frame buildings. 


CROSS-BRIDGING FOR BEAMS. 


| All wood floor and roof beams shall be prop- 
erly bridged with cross-bridging, and the dis- 
tance between bridging or between bridging 
and walls shall not exceed eight feet. 
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BEAMS NEAR FLUES. 


All wood beams shall be trimmed away from 
all flues and chimneys, whether the same be a 
smoke, air or any other flue or chimney. The 
trimmer beam shall be not less than eight 
inches from the inside face of a flue and four 
inches from the outside of a chimney breast, 
and the header beam not less than two inches 
from the outside face of the brick or stone- 
work of the same. 

The header beam, carrying the tail beams of 
the floor, and supporting the trimmer arch in 
front of a fireplace, shall be not less than 
twenty inches from the chimney breast. 


SECTION %78.—ANCHORS AND STRAPS 
FOR WOOD BEAMS AND GIRDERS. 


Each tier of beams shall be anchored to the 
side, front, rear or party walls, at intervals. 
of not more than six feet apart, with good, 
strong, wrought-iron anchors of not less than 
one and a half inches by three-eighths of an 
inch in size, well fastened to the side of the 
beams by two or more nails made of wrought 
iron at least one-fourth of an inch in diameter. 


GIRDER STRAPS AND ANCHORS. 


Where the beams are supported by girders 
the girders shall be anchored to the walls and 
fastened to each other by suitable iron straps. 


BEAM STRAPS. 


The ends of ali wood beams resting upon 
girders shall be butted together end to end and 
strapped by wrought-iron straps of the same 
size and distance apart, and in the same beam 
as the wall anchors, and shall be fastened in 
the same manner as said wall anchors. 

Or they my lap each other at least twelve 
inches and be well spiked or bolted PHBet hey 
where lapped. 


WOOD ANCHOR STRIPS. 
Each tier of beams, front and rear, opposite 


each pier shall have hardwood anchor strips 


dovetailed into the beams diagonally, which 
strips shall cover at least four beams and be 
one inch thick and four inches wide, but no 
such anchor strips shall be let in within four 
feet of the center line of the beams; 

Or wood strips may be nailed on top of the 
beams and kept in place until the floors are 
being laid. 


PIER ANCHORS. 


Every pier and wall, front or rear, shall be 
well anchored to the beams of each story, with 
the same size anchors as are required for side 
st pay which anchors shall hook over the fourth 

eam, 


SECTION 79.—TIMBER FOR TRUSSES. 


When compression members of trusses are of 
timber they shall be strained: in the direction 
of the fiber only. 

When timber is strained in tension it shall 
be strained in the direction of the fiber only. 

‘The working stress in timber struts of pin- 
connected trusses shall not exceed 75 per cent. 
of the working stresses established in Section 
131 of this Code. 


BOLTS AND WASHERS FOR TIMBER 
WORK. ; 


All bolts used in connection with timber and 
wood beam work shall be provided with wash- 
ers of such proportions as will reduce the com- 
pression on the wood at the face of the washer 
to that allowed in Section 131 of this Code, 
supposing the bolt to be strained to its Hmit. 


SECTION 80.—MILL CONSTRUCTION. 


The term ‘‘mill construction’’ shall apply to 
all floors and roofs in which no wood floor or 
roof beam, girder, post or “other timber shall 
be less than eight inches in either of its cross- 
dimensions. The floor and roof beams shall be 
covered over with lank not less than three 
inchs in thickness, splined or tongued and 
grooved, and for the floors there shall be laid 
on top of the plank in a cross-wise or diagonal 
direction boards not less than one inch in 
thickness, tongued and grooved and properly 
nailed. Between the fioor boards and the 
planking there shall be placed two thicknesses 
of carefully laid waterproof material, and this 


material shall be flashed at least three incheg 


around all walls and posts or columns and 
openings with moldings or base. 

If wood posts are used to support mill con- 
structed floors and roofs’ none shall be of 
smaller sectional area than one hundred square 
inches nor be less than ten inches in either 
. dimension except for posts in the top siory, 
which shall not be smaller sectional area than 
sixty-four square inches nor be less than eight 
inches in either dimension. Wood posts shall 
have cast-iron caps or boxes so constructed as 
to form a base for the next post above. ‘The 
ends of the girders shall be secured to the cap 
or box in such manner as to be self-releasing. 


SECTION 81.—CHIMNEYS, FLUES, FIRE- 
PLACES AND HEATING PIPES.— 


All open fireplaces and chimney breasts 
where mantels are placed, .whether intended 
for ordinary fireplace uses or not, shall have 
trimmer arches to support hearths; 

And the said arches shall be at least twenty 
inches in width, measured from the face of 
the chimney breast, and they shall be con- 
structed of brick, stone, burnt clay or con- 
crete. 

The length of a trimmer arch shall be not 
less than the width of the chimney breast. 

Wood centers under trimmer arches shall be 
removed before plastering the ceiling under- 
neath. 

If a heater is placed in a fireplace, then the 
hearth shall be the full width of the heater. 

All fireplaces in which heaters are placed 
shall have incombustible mantels, 

No wood mantel or other woodwork shall be 
exposed back of a summer piece; the ironwork 
of the summer piece shall be placed against 
the brick or stonework of the fireplace. No 
fireplace shall be closed with wood fireboard. 


SECTION 82.—CHIMNEYS, 
FIREPLACES. 


All flues hereafter erected, altered or. re- 
paired, without reference to the purpose for 
which they may be used, shall be lined on 
the inside with well-burnt clay or terra cotta 
pipe. The firebacks of all fireplaces hereafter 
erected shall be not less than eight inches in 
thickness, of solid brickwork, nor less than 
twelve inches if of stone. — 

When a grate is set in a fireplace a lining 
of firebrick at least two inches in thick- 
ness shall be added to the fireback unless 
soapstone, tile or cast iron is used and filled 
solidly behind with fireproof material. 

The walls of ail high-pressure boiler flues 
shall be not less than twelve inches, and the 
inside four inches of such walls shall be fire- 
brick, laid in fire mortar, for a distance of 
twenty-five feet in any direction from the 
source of heat, 

All smoke flues of smelting furnaces or of 
steam boilers, or other apparatus which heat 
the flues to a high temperature, shall be built 
with double walls of suitable thickness for the 


FLUES AND 
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temperature with an air space between the, 
walls, the inside four inches of the flues to be: 
of firebrick, laid in fire mortar, for a distance 
of not less than twenty-five feet in any direc-. 
tion from the source of heat. i 

For any now existing brick building where: 
it becomes necessary to provide a smoke flue. 
of larger size than any flue within the build-| 
ing such flue may be placed on the outside’ 
of the building, but with*1 the lot lines of 
same, and be made round in shape and of gal- 
vanized sheet metal, not less than one-tenth of: 
an) inch) in thickness, properly riveted to-; 
gether’ at all joints, and carried up to height 
not less than ten feet above the roof, and be © 
properly braced at intervals for its entire} 
length, with flat iron bands secured with ex-) 
pansion bolts to the wall, leaving a free air) 
space of not less than four inches between) 
the outside of the metal fiue and the brick!’ 
wall of the building, and have a clean-out door! 
at the bottom. This metal flue shall rest on a 
suitable cast-iron plate at the bottom, sup- — 
ported on a suitable foundation of masonry. | 

All smoke flues shall extend at least three’ 
feet above a flat roof, and at least two feet: | 
above the highest point of a peak roof. 

On dwelling houses and stables three stories’ 
or less in height, not less than six of the top 
courses of a chimney may be laid in pure 
cement mortar and the brickwork carefully’ 
bonded and anchored together in lieu of coping. 


( 
CHIMNEY FLUES TO BE LINED WwiTH: 
PIPE. 


In all buildings hereafter erected every Be | 
flue, except the flues hereinbefore mentioned, : 
shall be lined continuously on the inside with 
well-burnt clay, or terra-cotta pipe, made: 
smooth on the inside, from the bottom of the; 
flue, or from the throat of the fireplace, if the 
flue Starts from the latter, and carried up; 
continuously to the extreme height of the flue. 
The ends of all such lining pipes. shall be 
made to fit close together and the pipe shall be’ 
built in as the flue or flues are carried up. 
Each flue shall be ineclosed on all sides with 
not less than four inches of solid brickwork’ 
properly bonded together. 

No smoke flue shall be less than eight by 
eight inches, nor any furnace or laundry stove’ 
flue less than eight by twelve inches, exclusive, 
of the thickness of the lining in each ease, 

Flues for the use of gas stoves or gas grates; 
may be of less dimensions within pipe or tile-, 
lined flues, but no such flue shall be less than’ 
four inches clear inside diameter of the pipe or 
tile; this shall not prevent the placing together, 
of not more than four such gas flues within an’ 
inclosure of brickwork of the thickness herein- 
before stated, including the lining of same. 


FLUES TO BE LEFT CLEAN. 


All flues in every building shall be properly’ 
cleaned and all rubbish removed, and the 
flues left smooth on the inside upon the com- i 
pletion of the building. ' 


SECTION 83.-CHIMNEY SUPPORTS. | 


‘ 


No chimney shall be started or built upon any, 
floor or beam of wood, 

In no case shall a chimney be corbeled out! 
more than eight inches from the wall, and in, 
all. such cases the corbeling shall consist of at) 
least five courses of brick. 

Where chimneys are supported by piers the’ 
piers shall start from the foundation on the’ 
same line with the chimney breast, and shall’ 
be not less than twelve inches on the face,, 
properly bonded into the walls. ‘I 

When a chimney is to be cut off below, in 
whole or in part, it shall be wholly suphorpet s 
by stone, brick, iron or steel. 


‘ All chimneys which shall be dangerous in any 
manner whatever shall be repaired and made 
tafe, or taken down. 


i SECTION 84.—CHIMNEY OF CUPOLAS. 


* Tron cupola chimneys of foundries shall ex- 
tend at least ten feet above the highest point 
oof any roof within a radius of fifty feet of such 
“upola, and be covered on top with a heavy 
jvire netting, and capped with a suitable spark 
{-rrester. 

3 No woodwork shall be placed within two feet 
vf the cupola, 


pECTION 85.—HOT AIR FLUES, PIPES AND 
t VENT DUCTS. 


it All sane or brick hot air flues and shafts 
hall be lined with tin, galvanized iron or 
jpurnt clay pipes. 

No wood casing, furring or lath shali be 
»laced against or cover any smoke flue or metal 
Sipe used fo convey hot air or steam. 

No smoke pipe shall pass through any floor. 
- No stove pipe shall be placed nearer than 
(ine inches to any lath and plaster or board 
Nartition, ceiling, or any woodwork. 

© Smoke pipes of laundry stoves, large cook- 
‘ng ranges and of furnaces shall be not less 
‘han fifteen inches from any woodwork, unless 
Shey are properly guarded by metal shields; 
-E£ so guarded, stove pipes shall be not less 
ai nine inches distant. 


E SMOKE PIPES THROUGH ROOFS. 


4 No smoke pipe shall pass through the roof 
hip any building unless a special permit be 
tirst obtained from the Inspector of Buildings 
‘or the same. If a permit is so granted, then 
‘She rocf threugh which the smoke pipe passes 
‘hall be protected in the following manner. A 
alvanized iron ventilated thimble of the fol- 
‘owing dimensions shall be placed: in case 
pot a stove pipe, the diameter of the outside 
‘yard shall be not less than twelve inches, and 
'he diameter of the inner one, eight inches 
arger than the smoke pipe, and for all fur- 
jiaces, or where similar large hot fires are 
‘ised, the diameter of the outside guard shall 
ve not less than eighteen inches, and the 
jiiameter of the inner one, twelve inches 
farger in diameter than pipe. The smoke pipe 
shimbles shall extend from the under side of 
che ceiling or roof beams to at least nine 
aches ‘above, the roof, and they shall have 
-penings for ventilation at the lower end where 
ihe smoke pipes enter, also at the top of the 
juards above the roof. 

: Where a smoke. pipe of a _ boiler passes 
}arough a roof the same shall be guarded by a 
entilated thimble, same as before specified, 
irty-six inches larger than the diameter of 
sae smoke pipe of the boiler. 


H HOT AIR PIPES IN WALLS. 


‘Tin or other metal pipes in brick or stone 
falls, used or intended to be used to.convey 
'eated air, shall be covered with brick or stone 
t least four inches in thickness. 

| Woodwork near hot air pipes shall be guarded 
hy the following manner: A hot air pipe shall 
iy placed inside another pipe, one inch larger 
‘4 diameter, or a metal shield shall be placed 
ot less than one-half inch from the hot air 
‘pe; the outside pipe or the metal shield shall 
omain one and a half inches away from the 
‘oodwork, and the latter must be tin lined, or 
ie lieu of the above protection, four inches of 
yickwork may be placed between the hot air 
ipe and the woodwork. This shall not prevent 
fre placing of metal lath and plaster directly 
Wa the face of hot air pipes or the placing of 
1etal and plaster directly on the face of hot 
‘ir pipes or the placing of woodwork on such 
etal or plaster, provided the distance between 
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such woodwork and the metal lath is not less 
than seven-eighths of an inch. 

No vertical hot air pipe shall be placed in a 
stud partition, or in a wood inclosure, unless 
it be at least eight feet distant in a horizontal 
direction from the furnace. 


HOT AIR PIPES IN CLOSETS. 


Hot air pipes in closets shall be double, with 
a space of one inch ‘between them. 


HORIZONTAL HOT AIR PIPES. 


Horizontal hot air pipes shall be placed six 
inches below the fioor beams or ceiling; if. the 
floor beams or ceiling are plastered and pro- 
tected by a metal shield, then the distance shall 
be not less than three inches. 


DUCTS FOR VENTILATION, 


Vent flues or ducts for the removal of foul 
or vitiated air, in which the temperature of 
the air cannot exced that of the rooms, may 
be constructed of iron, or other incombustible 
material, and shall not be placed nearer than 
one inch to any woodwork, and no such pipe 
shall be used for any other purpose. 

In buildings of fireprof construction ven- 
tilating shafts passing through floors shall be 
constructed of fireproof material not less than 
four inches in thickness. Any opening in 
such ducts or shafts shall be protected by 
automatically closing fire doors or by metal 
louvres riveted into metal frames, and such 
ducts shall open to the outside of the build- 
ing. 


VENT DUCTS IN PUBLIC SCHOOLS. 


In the support or construction of such 
ducts, if placed in a public school room, no 
wood furring or other inflammable material 
shall be nearer than two inches to said flues 
or ducts, and shall be covered on all sides, 
other than those resting against brick, terra 
cotta, or other incombustible material, with 
metal lath plastered with at least two heavy 
coats of mortar, and having at least one-half 
inch air space betwen the flues or ducts and 
the lath and plaster. 


SECTION 86.—STEAM AND HOT WATER 
HEATING PIPES. 


Steam or hot water heating pipes shall not 
be placed within two inches of any timber or 
woodwork, unless the timber or woodwork is 
protected by a metal shield; then the distance 
shall be not less than one inch. 

All steam or hot water heating pipes passing 
through floors and ceilings or lath and plas- 
tered partitions shall be protected by a metal 
tube passing entirely through fioor and ceilings 
or partitions one inch larger in diameter than 
the pipe, having a metal cap at’ the floor and 
where they are run in a horizontal direction 
between a floor and ceiling, a metal shield shall 
be placed on the underside of the floor over 
them, and on the sides of wood beams running 
parallel with the said pipes. 

All wood boxes or casings inclosing steam .or 
hot water heating pipes and all wood covers to 
recesses in walls in which steam or hot water 
heating pipes are placed, shall be lined with 
metal. 

All pipes or ducts used to convey air warmed 
by steam or hot water shall be of metal or 
other fireproof material. 

All steam and hot water pipe coverings shall 
consist of fireproof material only. 


PLUMBING PIPES. 


Cold water or other exposed plumbing pipes 
shall have the surrounding air space closed 
off at the ceiling and floor line of any floor 


through which any such pipe or pipes shall be 
carried, 


SECTION 87.—GENERAL CONSTRUCTION. 
DUCTS FOR PIPHS: 


All ducts for pipes, wires and other similar 
purposes shall be inclosed on all sides with 
fireproof material. 

And the opening through each floor shall be 
properly fire- stopped. 

Any door opening in such duct shall :be pro« 
vided with a self-closing fireproof door. 

If the area of such duct exceeds four square 
feet, the thickness of the fireproof inclosure 
shall be not less than four inches, and shall 
extend by a proper fireproof outlet to and 
through the roof. 


SECTION 87a._STUDDED-OFF SPACES. 


Where walls are studded off, the space be- 
tween the inside face of the wall and the stud- 
ding shall be fire-stopped with fireproof ma- 
terial placed on the underside of the wood 
beams above, for a depth of not less than four 
inches, and be securely supported; 

Or the beams directly over the studded off 
space shall be deafened with not less than four 
inches of fireproof material, which may be laid 
on boards cut in between the beams. 


SECTION 88.—SHEATHING AND WAINS- 
COTING. 


No wall or ceiling in any building hereafter 
erected other than buildings or portions of 
buildings occupied exclusively for dwelling or 
club purposes shall be covered with wood 
sheathing, or any combustible material, 

But this shall not exclude, excepting in 
theatres, the use of wood wainscoting to a 
height not to exceed six feet when the sur- 
face of the wall or partition behind such 
wainscoting shall be plastered flush with the 
grounds and down to the floor line, thereby 
solidly filling the space between the wain- 
scoting and the surface of the wall or partition 
with incombustible material. 


SECTION 89.—ATTICS OR COCK LOFTS IN 
PHAKED ROOFS. 


No part of any attic or cock loft below or 
within the trusses or rafters of a pitched roof 
of any building other than a dwelling house 
hereafter erected shall be so built as to provide 
an accessible place for the storage or placing 
therein of any article -whatever. If any por- 
tion of the roof trusses, rafters or beams of 
a pitched roof is ceiled or plastered, or a ceil- 
ing is suspended therefrom to form a céiling 
for the uppermost story of a _ building, 
space above such ceiling shall not be used for 
the storage or placing of any article whatever 
herein, and entrance to such place shall be 

ade inaccessible. This, however, shall not 
prohibit a tightly inclosed vertical well-hole 
through such space to ascend to the scuttle 
door on the roof. In any existing building it 
is hereby declared unlawful to use or occupy 
the space above the ceiling and within the 
trusses or rafters of a pitched roof for the 
storage or placing of any article whatever 
therein, nor shall any stove pipe or smoke 
flue other than a brick chimney pass through 
any attic or cock loft. 


SECTION 90.—BAY WINDOWS. 
Bay windows may be put in any building 


facing on any street, excepting Court street, 
provided that such bay windows shall not 


the. 
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project a greater distance than three fee’ 
beyond the building line. 


SECTION 91.—STAIRS AND ENTRANCES 
ENTRANCE TO BASEMENT. ; 


fivery dwelling house arranged for or occu 
pied by two or more families above the firs 
floor, hereafter erected, shall be provided wit, 
an entrance to the basement thereof from th | 
outside of the building. 


STAIRS, NUMBER REGULATED BY ARE. | 
OF BUILDING. in 


In any building hereafter erected to be use | 
as an office building, store, factory, hotel, Seg 
ing house or school, covering a lot area: 

Exceeding five thousand feet and not exteed 
ing ten thousand feet, there shall be provide | 
at least two continuous lines of stairs remot, 


. from each other. t 


A fire escape built as a stairway shall el 
considered one line. 

And every such building shall have at leas 
one continuous line of stairs for each ten thov © 
sand feet of’ lot area covered or part thereo: 
in excess of that required for ten thousand fee 
of area. 

When any such building covers an area ¢ 
lot greater than thirty thousand feet the num 
ber of stairs shall be increased proportior, 
ately, or as will meet with the approval of tr 
Inspector of Buildings. 

The width of the stairs required by this sec | 
tion shall in no case be less than three fec 
six inches in the clear between hand rails ¢ 
between the hand rail and an inclosed sic 
of the stairs, and shall be increased in widt 
when in the opinion of the Inspector of Builc ; 
ings an increased width is necessary for tl 
safety of the occupants, up to five feet. } 

All such stairs shall have treads of unifor: 
width and risers of uniform height throughor 
in each flight, and the risers shall be not mol] 
than eight inches in height and the tread § 
exclusive of nosings, not less than ten inche: 

The stairs shall be provided. with prop 
banisters or railings and hand rails and ey 
in good repair, 


SECTION 92.—ENGINEERS’ 
LADDERS. 


Every building in which boilers or machiner | 
are placed in the cellar or lowest story, sha 
have stationary iron ladders or stairs fro 
such story leading direct to a manhole aboy § 
on the sidewalk. or other outside exit. | 


| 


STATIONAR 


OF STAIRS TO BE SUPPORTED. 


In all buildings hereafter erected where t! 
treads and landings of iron stairs are of slat! i 
marble or other stone. 

There shall be placed directly undernea’ 
each tread and each landing for their enti 
length and width, a wrought iron or ste 
plate made Solid or having openings not’ ef 
ceeding four inches Square in same, or ad: 
quate strength, but in no case less than on’ 
eighth of an inch in thickness, and in ea‘ 
and every case securely fastened to the strin 
with bolts or rivets, or to the both strings aj 
risers if the treads be more than three ai) 
one-half feet long, so that said plates shall |) 
themselves furnish a safe passageway indepen 7 
ent of the slate, marble or other stone placii 
thereon. 

If stairs are constructed of other firepro 
material than iron, and the slate, marble | 
other stone treads and landings are each solid © 
supported for their entire length and width ia 
the materials composing such stairs, iron su 
port plates shall not be required. 


SECTION 94.—SKYLIGHTS AND FLOOR- 
LIGHTS.—METAL SKYLIGHTS. 


The term ‘‘skylight’’ shall be taken to mean 
and include flat, hipped, lantern, monitor, tur- 
ret, dome, vertical or pitched saw-tooth con- 
structions, and all other covers placed over 
openings on roofs for the admission of light. 
All skylights placed on or in any building 
shall have the frames and sash thereof con- 
structed of metal and glazed. 

All openings in roofs for the admission of 
light other than elsewhere provided in this 
Code over elevator, stair, dumbwaiter shafts 
and theatre stage roofs shall have metal 
frames and sash, glazed with wire glass not 
less. than one-quarter inch thick, or with glass 
protected above and below with wire screens, 
of not less than No. 12 galvanized wire, and 
Mot more than one inch mesh. 


SKYLIGHTS OVER PUBLIC PASSAGEWAY. 


Skylights hereafter placed in buildings of 
2 public character over any passageway or 
room of public resort, shall have immediately 
underneath the glass thereof a wire netting 
nless wire glass is used; 


FLOOR-LIGHTS. 


All openings in floors for transmission of light 
tO floors below shall be covered over with floor 
ights constructed of metal frames and bars, 
the glass in case to be less than three-quarters 
of an inch in thickness. 

If any glass in same measures more than six- 
een square inches the glass shall be provided 
with strong wire netting under same. 


BE'ICTION 95.—UNPROTECTED OPENINGS 
IN FLOORS AND ROOFS. 


No opening in any floor or roof shall be 
Without a solid covering of an inclosure, as 
provided in this Code, to prevent the com- 
munication of fire from story to story, except 
Ing as otherwise provided in this Code for 
pertain staircase openings which are not re- 
Huired to be inclosed. 


SECTION 96.—PROTECTION OF PERSONS 
EMPLOYED ON BUILDING.—OUT- 
SIDE SCAFFOLDS. 


Whenever outside scaffolds are required to 
parry on the construction of buildings over 
highty-five feet in height, whether the same be 
sonstructed by poles or thrust-out scaffolds, 
yhere shall be erected on its outer edge and 
pnds an inclosure of wire netting of not over 
(wo-inch mesh, inch thick, placed not over one 
nnd one-half inches apart, well secured to 
uprights not less than two inches by four 
nches, fastened to planks or timbers, and 
resting on put-logs or thrust-outs. The said 
nelosure shall be carried up at least five feet 
n advance above the level on which the work- 
men employed on said front are working. The 
aid thrust-outs shall be not less than three by 
en of spruce or yellow pine, and to be doubled 
br tripled, as may be required for the load to 
e carried, to be thoroughly braced and se- 
pured; or said timbers can be in one stick if 
proportioned to the load. The flooring on 
thrust-outs and put-logs shall be tightly con- 
structed with plank. This said floor and in- 
rlosure shall not be removed until a like floor 
ind inclosure are already prepared and in posi- 
ion on the story above. 


WINDOW OPENINGS INCLOSED. 


In all buildings over eighty-five feet in 
height during construction or aleration the 
windows on each floor above the second shall 


uilt. 


pe properly inclosed as soon as the story is_ 
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PROTECTION OF ADJOINING SKYLIGHTS 
AND ROOFS. 


If the walls of such buildings are carried 
up two stories or more above the roofs of ad- 
joining buildings, proper means shall be pro- 
vided and used for the protection of skylights 
and roofs of such adjoining buildings. 

The protection over skylights shall be of 
stout wire netting not over one-inch mesh on 
stout timbers and properly Secured. 


SHEDS AND INCLOSURES SUBJECT TO 
INSPECTION. 


All such sheds and inclosures are to be sub- 
ject to the inspection and approval of the 
Inspector of Buildings. : 


WHEN ADJOINING OWNER REFUSES 
PERMISSION TO PROTECT ROOFS 
AND SKYLIGHTS. 


Should said adjoining owner, tenant or 
lessee refuse to grant permission to have said 
roofs and skylights so protected, such refusal 
by said owner, tenant or lessee shall relieve 
the owner of the building in course of con- 
struction from any responsibility for damage 
done to persons or property on or within the 
premises affected. 


INSPECTOR OF BUILDINGS MAY SERVE 
NOTICE. 


Should such inclosure or protection not be 
so erected, the Inspector of Buildings shall 
issue a notice to be served versonally upon 
the owner, or authorized agent, constructing 
or repairing such buildings, or the owner, 
tenant or lessee of adjoining premises requir- 


ing such inclosure or protection, as provided ~ 


in this section, specifying the manner in which 
same shall be erected. 


INSPECTOR OF BUILDINGS EMPOWERED 
TO ERECT INCLOSURES AND 
PROTECTION. 


And if such inclosures or protections are not 
erected, strengthened or modified as provided 
in such notice within three days after the 
service’ thereof, the said Inspector of Build- 
ings shall have full power and authority to 
cause such. inclosure to be erected: on the 
fronts and roofs and the skylights protected. 

And all’ expenses connected with same may 
become a lien on the property in interest so 
inclosed and protected, and which lien may be 
created and enforced in the same manner as 
now provided for in Settion 154 of this 
Code. 


SECTION 97.—PROTECTION OF PERSONS 
EMPLOYED ON BUILDINGS. 


All contractors and owners, when construct- 
ing buildings where the floors or filling-in 
between the floor beams thereof are of fire- 
proof material or brickwork, shall complete 
the flooring or filling-in as the building pro- 
gresses, to not less than within three tiers of 
beams below that on which the iron work is 
being erected. f 

If such buildings do not require filling-in 
between the beams of floors with brick or 
other fireproof material, all contractors for 
carpenter work, or the owners of the build- 
ings in the course of construction, shall lay 
the under flooring thereof on each story as the 
building progresses, to not less than within 
two stories below the one to which such 
building has been erected. When double floors 
are not to be used, such contractor, or the 
owner, shall keep planking over the floor two 
stories below the story where the work is being 
performed. 


, 


If the floor beams are of iron or steel, the 
contractor for the iron or steel work of build- 
ings in course of construction, or the owners of 
such buildings, shall thoroughly plank over 
the entire tier of iron or steer Deams on which 
the structural iron or steel work is being 
erected, except such spaces as may be reason- 
ably required for the proper construction of 
such iron or steel work, and for the raising 
or lowering of materials to be used in the 
construction of such buildings; or such spaces 
as may be designated by the plans and, speci- 
fications for stairways.and elevator shafts. 


SECTION 98.—INFLAMMABLES. 


Buildings hereafter erected, designed or used 
for the storage or sale of petroleum, benzine, 
eamphene, spirit gas, burning fluid, or spirits 
of turpentine, exceeding in quantity five (5) 
barrels of fifty (50) gallons each, or in which 
compounding or refining of petroleum or in- 
flammables of like nature is done, shall be 1lo- 
cated at least one hundred (100) feet from any 
cther building and shall be constructed as fol- 
lows: 

The walls shall not be less than sixteen 
inches thick nor more than sixteen (16) feet 
high; the floors shall be made of. fireproof 
paving or concrete upon the; ground, which 
shall be at least five (5) feet below the street 
grade; the roof shall be of metal or other fire- 
proof matrial and have fire walls extending 
eighteen (18) inches high, all around, no less 
than. twelve inches thick, and have copings of 
incombustible material. All doors and win- 
dows shall be provided with fireproof shut- 
ters; metal covered scuttles or automatic 
ventilating skylights may be used in lieu of 
windows. 


DRY CLEANING WORKS. 


(a) STORAGH.—All dry cleaning works here- 
after erected and all buildings hereafter con- 
verted to such use in which gasoline, benzine, 
or other inflammable fluids are used for clean- 
ing purposes, shall have metal storage tanks 
placed in under-ground water-tight brick pits; 
said pits shall be at least four (4) feet large 
in diameter and extend at least three (3) 
feet above the top of the tanks (see sections 
following) and, except as modified shall be 
located the following distance from any build- 
ing or lot line; 

If the capacity of the tank or tanks is two 
hundred and fifty (250) galions or less, twenty- 
five (25) feet; if greater than two hundred 
and fifty (250) and not more than one thou- 
sand (1,000) gallons, fifty (50) feet; if greater 
than one thousand (1,000) and not more than 
fifteen hundred (1,500). gallons, seventy-five 
(75) feet; if greater than fifteen hundred 
(1,500) gallons, one hundred (100) feet. If the 
capacity of each individual storage tank does 
not exceed two hundred and fifty (250) gallons, 
and their enclosing pits are at least six (6) feet 
distant from each other, the above distances 
may .be reduced by one-third (44), provided 
that no such tank shall be located at a less 
distance than twenty-five (25) feet from any 
other building. 


(b) THE WASHING AND DYEING ROOMS. 
—The washing, assorting, preparation, still 
and drying rooms may be contained in one 
building provided the same is not over one 
(1) story in height and is constructed as 
hereinafter prescribed. Such buildings shall 
be located the same distance from any other 
building as prescribed for tanks in (a), and 
shall never be nearer than one-half (14) the 
given distances to the storage tanks, provided 
that dry cleaning establishments consisting of 
one or more buildings in each of which build- 
ings not more than two hundred and fifty 
(250) gallons of gasoline, benzine or other in- 
fammable fluids are used, may be located with- 
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in twelve (12) feet from a building containing 
the common, assorting, preparation and dry- 
ing rooms. 


(c) CONSTRUCTION OF WASHING AND 
DRYING ROOMS.—AIl buildings containing 
washing, still and drying rooms in which in- 
flammable fluids are used shall be constructed 
as prescribed in preceding section, except that 
the exterior and all bearing walls shall not be 
less than twelve inches thick and inner parti- 
tion or non-bearing division walls eight inches 
thick, and the story height not less than elever 
(11) feet in the clear, The floor level shall be 
at least six (6) inches below the outer grade. 
The interior of the building shall be divided, 
into compartments separated by brick walls. 
The assorting, preparation and drying rooms) 
shall be vestibuled from each other and from 
the still, machine and hand washing rooms and‘ | 
other rooms where inflammable fluids are used 
in the process of cleaning. 


(dq) WASHING ROOMS.—Rooms containing | 
washing machines or stills or cans or tubs © 
for hand washing shall be divided into com- ~ 
partments by brick walls which shall be car- 
ried above the roof, be properly coped as pre- 
scribed in preceding section, and each of said — 
compartments shall be proportioned for the | 
use cf not more than one hundred (100) gallons — 
of inflammable fluid at any one time in any 
machine or machines, stills, cans or tubs. 
placed therein. The interior of each such 
compartment shall be provided on at least three 
(3) sides with a trench constructed next to 
the walls, and not more than eighteen (18). 
inches therefrom, which trench shall be at 
least one (1) foot deep and of sufficient width 
to contain at least twice the number of gal- 
lons of fiuid used therein, but no such trench 
shall drain into any other compartment. i 

No compartments containing washing ma- 
chines or stills shall open into each other, but 
each shall be provided with a door opening to | 
the outer air or a common vestibule, or such’ 
door may open into the hand-washing room, 
provided that such room is vestibuled from all 
other compartments in such buildings as pre- 
seribed in sub-section (c). 


(e) LIGHTING.—No artificial light, 
incandescent electric, shall be used in such 
compartment. Automatic, ventilated metal 
lights, shall be used to light every room or, 
compartment in such building, but the prep- 
aration or hand washing rooms, or any rooms 
where persons are employed, shall have addi- 
tional windows provided with fire shutters, 
but any windows placed in the still, machine 
washing and drying rooms shall be of wired 
glass in fixed metal sash and frames. All 
doors throughout said building shall be stand- 
ard self-closing automatic fire doors, ! 
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(f) VENTILATION.—Each room or compart- 
mert shall be provided with a separate and 
efficient svstem of ventilation either by natura], 
or artificial means so designed that in the 
event of fire each room or compartment or 
vestibule will be completely shut off from any, 
other room or compartment except through 
fire doors. 


GASOLINE AND KEROSENE OIL ENGINES 


FOR POWER. 


Gasoline and kerosene oil engines for power 
shall rest on solid brick and stone foundations: 
built on the ground. No such engine shall be 
located above the ground floor of any building, 


GASOLINE OR KEROSENE OIL STORAGE 
TANKS. 


All tanks for the storage of gasoline or 
kerosene oil for power engines or automobiles 
feeds in garages or factories shall not contain: 
more than two hundred and fifty (250) gal- 


except. 
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‘lons and be located underground at a safe 
distance from any building (not nearer than 
six (6) feet, if such building is of brick, and 
sixteen (16) feet if of frame construction) 
‘the top of such tank shall be below the level 
}of the base of the engine or pump and not less 
|than three (3) feet under ground and. be solid- 
[ly enclosed with earth; the location of such 
tanks enclosed in vaults shall be subject to 
|such of the regulations herein relating to 
; vaults as are not inconsistent herewith; pro- 
vided that such vaults shall be unattached, 
i well ventilated through separate flues or pipes, 
(and have iron man-holes and covers for clear- 
}ance of tanks. See preceding section. 
| When tanks of a larger storage capacity 
|}than two hundred and fifty (250) gallons are 
; used, their location in reference to each other 
and any building or lot line shall be regulated 
(as prescribed in sub-sections (a) and (b) of 
| preceding section. 

No such storage tank shall be located under 
any public sidewalk, street, alley, courtway 
-or lawn. 


GASOLINE AND OIL SUPPLY PIPES. 


All pipes leading from said storage tanks 
shall be coupled together at every joint with 
air-tight- couplings, metal to metal. Supply 
pipes shall incline toward storage tanks. The 
} Alling of storage tanks with gesoline and 
kerosene oil shall be done by dayligni 
| only by competent persons, and no artificial 
‘light shall be used about the place of filling, 
and ail pipe attachments between wagons for 
|hauling gasoline and kerosene oil, or tanks 
, therefor, shall be fitted with tight screw con- 
mections: vent pipes with screw caps must be 
| atiached to such tanks; vent pipes shall be 
Qpen during the process of filling. 


VALVES. 
ir Valves in supply pipes to engines between 
| the engine and tank and near such tank, shall 
/he provided;. valves in supply pipes’ shall be 
| closed when filling the tank and when engine 
| is shut down for the night. 


PITJMPS. 


Gasoline and kerosene oil shall te supplied 
to engines and automobile tanks by approved 
pumps provided with cut-off valves, overriow 
and by-pass so arranged that all gasoline and 
kerosene oil shall drain back to the storage 
| tank so as to leave the building entirely free 
| from gasoline or kerosene oil when the engine 
| is not in operation, All. cut-off valves for this 
| purpose shall be outside of the building. 


| SECTION 99.—PERMITS AND INSPECTION. 


No change shall’ be made in the arrange- 
ment or construction of engines operated by 
gasoline or kerosene oil without notice to 
and approval by the Inspector. Notice of in- 
tention to introduce gasoline or kerosene oil 
| angines into buildings shall be given to the 
| Inspector who will make, or cause to be made, 
mun inspection of the proposed location, and if 
' satisfactory and in accordance with the fore- 
| going, will issue a permit therefor. The di- 
fr mensions of storage tanks for gasoline and 
| kerosene oil or rooms in which such articles 
| are worked or stored, shall be. determined by 
| the Inspector in accordance with the provisions 
| of this Code when not otherwise provided for 
| in the ordinances of the city relating to ex- 
. plosives. 


SECTION 100.—ENGINE AND FEED EN- 
CLOSURES. 
All rooms enclosing automobile feeds in 


- garages and work shops and engines operated 
| by gasoline or kerosene oil, or any other in- 


flammable fluid, shall be constructed of brick, 
stone, iron or other incombustible material, 
and the ceilings, doors and shutters thereof 
shall be covered with metal. The floors of all 
such rooms, and all rooms in which automo- 
biles containing live tanks of inflammable 
fluids, are housed or sheltered, shall be pro- 
vided with watertight concrete floors, scup- 
pered to a depth of at least six (6) inches. 


SECTION. 101.—MISCELLANEOUS BUILD- 
INGS.—GRAIN ELEVATORS AND 
COAL POCKETS. 

Nothing in this Code shall be so construed 
as to apply to or prevent the erection of what 


are known as grain elevators, as usually con- 
structed, within the limits of railroad ter- 


‘minal yards, provided they are not erected 


within one hundred feet of a public street or 
private property. 

Nor to apply to or prevent the erection of 
coal pockets or coal elevators, as usually con- 
structed, under similar conditions, including 
location. ~ : 


ICE HOUSES. 

Buildings to. be used exclusively for the 
storage of ice may be erected in isolated locali- 
ties and constructed of such materials and 
under such conditions as the Inspector of 
Buildings may prescribe. 


PIER SHEDS. 
Shed or buildings on piers or wharves or on 
the water front shall be of iron or other non- 
inflammable materials. 


LUMBER YARDS. 


It shall be unlawful to pile lumber in any 
yard to a greater height than thirty (30) 
feet above the grade of the adjoining street 
or alley, and when piles of lumber are situ- 
ated adjacent to each other the space be- 
tween the piles shall be kept entirely free 
of refuse, chips or blocks, and equipped with 
standard fire hydrants, spaced at regular 
distances, when ,deemed necessary by the 
Chief of the Fire Department. 

When lumber yards front on streets, a 
proper and suitable fence shall be erected 


and maintained along the street line, such 


fences to be provided with gates or other 
suitable openings at intervals of at least one 
hundred (100) feet, to allow of easy access. 
to lumber yard by the Fire Department 
should the necessity occur. 

No lumber shall be piled in the open or 
in sheds for the purpose of storage, season- 
ing or drying within ten feet of any build- 
ing then standing on adjoining property nor 
nearer to such building than one-half the 
height of the lumber so piled, except when 
such building is provided with dead brick 
walls next adjacent to said lumber piles or a 
solid brick fire wall shall be erected between 
such lumber piles and such adjoining prop- 
erty, in which case, however, lumber shall 
not be piled higher than six (6) feet below 
the top of such wall or fire wall, nor within | 
twenty-five (25) feet of a planing mill or 
wood working factory in which power 1s 
generated by gas engine or electric motors, 
unless such building is provided with a solid 
prick fire wall on the side adjacent to the 
lumber pile. and when such is the case no 
lumber shall be higher than six feet below 
the coping of said fire wall, nor within 
twenty feet of any public building, hotel, 
dwelling or tenement then standing upon ad- 
joining premises. No lumber shall be piled 


within three feet of the line of demarcation 
between the preimses on which such lumber 
is or is to be piled and contiguous preMises. 


SECTION 101-A—EXHIBITION BUILDINGS. 


Buildings for fair and exhibition purposes, 
towers for observation purposes and structures 
for similar uses, whether temporary or perma- 
nent in character, shall be constructed in such 
manner and under such conditions as the In- 
spector of Buildings may prescribe. 


SECTION 102.-SMOKE HOUSES. 


All smoke houses shall be of fireproof con- 
struction, with brick walls, iron doors and 
brick’ or metal roof, 

An iron guard shall be placed over and not 
less than three feet above the fire, and the 
hanging rails shall be of iron and an iron grat- 
ing shall be placed under the first row of 
hanging rails and be not less than eight feet 
above the floor of the firepit. 

The walls of all smoke houses shall be built 
at least three feet higher than the roof of the 
building in which they are located, and shall 
be not less than twelve inches in thickness and 
be coped with stone or its equivalent. 


SECTION 108—HEATING APPARATUS, 
DRYING ROOMS, GAS AND WATER 
PIPES—HEATING FUR- 

NACES AND BOILERS. 


A brick-set boiler shall not be placed on any 
wood or combustible floor or beams. 

Wood or combustible floors and beams under 
and not less than three feet in front and one 
foot on the sides of all portable boilers shall 
be protected by a brick foundation of three 
courses of brickwork, well laid in mortar on 
sheet iron; the middle course of brickwork to 


be laid crosswise, and with ventilating spaces, 


within cr between the bricks of said middle 
course; the said sheet iron shall extend at 
least twenty-four inches outside of the founda- 
tion at the sides and front. A cast-iron asn 
pan of suitable thickness shall be placed under 
the boiler and shall have a flange turned up 
in front and on the sides four inches high; 
said pan shall be in width not less than the 
base of the boiler, and shall extend at least 
two feet in front of it. If a boiler is sup- 
ported on a cast-iron base with a bottom of the 
required thickness for an ash pan, and is 
placed on bearing lines of brick in the same 
manner as specified for 4n ash pan, then an 
ash pan shall be placed in front of the said 
Leal and shall not be required to extend un- 
er it. 

All lath and plaster and wood ceilings and 
beams, over and to a distance of not less than 
four feet. in front of all boilers, shall be 
shielded, with metal. Where smooth ceilings 
are to be protected the metal to be applied 
shall leave an air space of not less than one- 
quarter of an inch between the metal anl ceil- 
ing. Where beams are exposed the metal to 
be applied shall follow the contour of the 
beams, The distance from the top of the 
boiler to said shield shall be not. less than 
twelve inches, and the smoke pipe leading 
therefrom shall be not less than twenty-four 
inches, 

No combustible partition shall be within four 
feet of the sides and back and.six feet from 
the front of any boiler unless said partition 
shall be covered with metal to the height of 
at least three feet above the floor, and shall 
extend from the end or back of the boiler to at 
least five feet in front of it: then the distance 
shall be not less than two feet from the sides 
and five feet from the front of the boiler. 
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All brick hot-air furnaces shall 
covers, with an air space of at least four 
inches between them; the inner cover of the 
hot-air chamber shall be either a brick arch 


or two courses of brick laid on galvanized iron. 
the outside, 


supported on iron bars; 
which is the top of the furnace, 


or tin, 


cover, shali 


be made of brick or metal supported on iron. 
and so constructed as to be perfectly 


bars, 
tight, and shalf be not less than twelve inches 
below any combustible ceiling or floor beams. 


The walls of the furnace shall be built hol- 
One inner and) 


low in the following manner: 
one outer wall, each four inches in thickness, 
properly bonded together with an air space of 
not less than three inches between them, 


Furnaces shall be built at least twelve inches | | 


from all woodwork. 


The cold-air boxes of all heating apparatus) 
in- \4 


shall be made of metal, brick or other 


combustible material, 


have two | 


All portable hot-air furnaces shall be placed | 


at least two feet from any wood or combustible | 
unless the partitions and, 
ceilings are properly protected by a suspended | 


partition or ceiling, 


metal shield, when the distance shall be not 
less than one foot. 

Wood floors under all portable furnaces shall 
be protected by three courses of brick work, 
well laid in» mortar on galvanized sheet iron. 
the middle course to be laid crosswise, 


and 


with ventilating spaces within or between the») 


bricks of said middle course. 
shall extend at least two feet beyond the fur- 
nace in front of the ash pan. 


SECTION 104.—REGISTHERS. 


Said brickwork | 


Registers located over a brick furnace shall : 


be supported by a brick shaft built up from 
the cover of the hot-air chamber; 
shall be lined with a metal pipe, and all wood 


said shaft ) 


beams shall be trimmed away not less than 


four inches from it. 
Where a register is placed on any woodwork 
in connection with a metal pipe or duct the 


I 
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end of the said pipe or duct shall be flanged i! 


over on the woodwork under it. 


_ All registers for hot-air furnaces placed in i 


any woodwork or combustible floors shall have |, 
firmly set in plaster of » 


stone or iron borders 
paris or gauged mortar, 


All register boxes shall be made of tin plate. 


or galvanized 


iron with a flange on the top’ 


to’ fit the groove in the frame, the register to ° 


rest upon the same; 


there shall be an open | 


space of two inches on all sides of the register | 


box, extending from the under side of the bor- 


der to and through the ceiling below. The said | 


opening shall be fitted with a tight tin or gal-— 


vanized-iron casing, 
shall be turned under the frame. 

When a register box 
over a portable furnace the open space on all 
sides of the register box shall, be not less than 
three inches, 

When only one register is connected with a 
furnace said register shall’ have no valve or 
slats, and where two or more registers are 
connected with a furnace at least one of them 
shall have no valve or slats. 


SECTION 105.—DRYING ROOMS. 


All walls, ceilings and partitions inclosing 
drying rooms shall be made of fireproof ma- 
terial. 


SECTION 106.—RANGES AND STOVES. 


Where a kitchen range is placed from twelve 
to six inches from a wood stud partition the 
said partition shall be shielded with metal 


from the floor to the height of not less than ! 


three feet higher than the range; if the range 
is within six inches of the partition, then the 


the upper end of which | 


is placed in the floor | 


studs shall be cut away and framed three 
feet higher and one foot wider than the range, 
and filled in to the face of the said stud parti- 
tion with brick or fireproof blocks and plas- 
ered thereon. 

All ranges on wood or combustible floors and 
seams that are not supported on legs and 
faave ash pans three inches or more above their 
vase shall be set on suitable brick foundations, 
fonsisting of not less than two courses of 
orick well laid in mortar on galvanized sheet 
‘ron, except small ranges, such as are used in 
\tpartment houses, that have ash pans three 
nches or more above their base, shall be placed 
on at least one course of brickwork on gal- 
lvanized sheet iron, 
ae range shall be placed against a furred 
wall. 
| All lath and plaster or wood ceilings over 
all large ranges and ranges in hotels and res- 
itaurants shall be guarded by metal hoods 
odlaced at ‘least nine inches below the ceiling. 

A ventilating pipe connected with a hood 

over a range shall be an individual pipe, hav- 
ing no connection with any other pipe. and 
shall be covered with one inch of asbestos on 
wire mesh and shall not be less than nine 
inches from wood or lath and plaster work, 
which shall be shielded with metal. The pipe 
shall go either outside of the building and 
\lischarge at least four feet above the roof or 
‘be connected with a suitable brick flue lined 
‘with burnt clay or heavy iron pipe, which 
shall be used exclusively for the ventilating 
dipe of the range. 
, Laundry stoves on wood: or combustible floors 
shall have a course of bricks, laid on metal, 
lon the floor under and extended twenty-four 
inches on all sides of them. 

All stoves for heating purposes shall be 
properly supported on iron legs resting on the 
floor three feet from all lath and plaster or 
lwoodwork; if the lath and ‘plaster or wood- 
lwork is properly protecetd by a metal shield 
‘then the distance shall be not les than eight- 
een inches. 

A metal shield shall be placed under and 
twelve inches in front of the ash pan of all 
stoves that are placed on wood floors. 

r All low gas stoves shall be placed on iron 
stands or the burners shall be at least six 
inches above the base of the stoves, and metal 
guard plates placed four inches below. the 
burners, and all woodwork under them’ shall 
be covered with metal. Gas connections to 
such stoves shall be made by metal pipes un- 
less there is no valve on the gas stove. 

All receptacles for ashes shall be of galva- 
pzed iron, brick or other incombustible ma- 
terial. 


SECTION : 107.—NOTICE AS TO HEATING 
APPARATUS. 


_ In cases where hot water, steam or hot air or 
other heating appliances or furnaces are here- 
after placed in any building or fiues or fire- 
places are changed or enlarged due notice shall 
first be given to the Inspector of Buildings by, 
the person or persons placing the said furnace 
or furnaces in said building or by the con- 
wractor or inspector of said work. 


SECTION 108.—GAS AND WATER PIPES. 


Every building, other than a private dwelling 
house, hereafter erected, and all factories, 
totels, churches, theatres, school houses and 
other buildings of a public character now 
erected in which gas or steam is used for 
lighting or heating, shall have the supply 
pipes leading from the street mains provided 
each with a stopcock placed in the sidewalk 
at or near the curb, and so arranged as to al- 
low of shutting off at that point. 


: No gas, water or other pipes which may be 
introduced into any building shall be let into 
wood beams unless the same be placed within 
thirty-six inches of the end of the beams; 
And in no building shall the said pipes be 
Ae ae any beam more than two inches of its 
epth. 


GAS BRACKETS. 


All gas brackets shall be placed at least three 
feet below any ceiling or woodwork, unless the 
same is properly protected by a shield; in 
which case the distance shall be not less than 
eighteen inches. 

No swinging or folding gas bracket shall be 
placed against or near any stud partition or 
woodwork, and all swinging gas brackets shall 
be provided with stops to prevent them from 
swinging against woodwork. 

No gas brackets on any lath and plaster par- 
tition or woodwork shall be less than five 


. inches in length, measured from the burner 


to the plaster surface of woodwork. 
Gaslights placed near window curtains or any 

other combustible material shall be guarded 

by globes or wire cages. ‘ : 


SECTION 109—ROOFS, LEADERS, COR- 
NICES,. BULKHEADS, SCUTTLES 
AND TANKS—MANSARD 
ROOFS. 


If'a mansard or other roof of like character. 
having a pitch of over sixty degrees, be placed 
on any building, except a wood building, or 
a dwelling house not exceeding three stories 
nor more than forty feet in height, it shall 
be constructed of iron rafters and lathed with 
iron or steel on the inside and plastered, or 
filled in with fireproof material not less than 
three inches thick, and covered with metal, 
slate or tile. 

No false mansard or other similar roof con- 
struction for increasing the apparent height 
of a building, but having no full story behind 
the same, shall be placed on any building to a 
greater height than five feet above the cornice 
or the highest point of the roof beams, 


SECTION 110.—CORNICHS AND GUTTERS. 


On all buildings hereafter erected within the 
fire limits, the exterior of cornices, inclusive 
of those on show windows, and gutters shall 
be on some fireproof material. 

All fireproof cornices shall be well secured 
to the walls with iron anchors, independent of 
any woodowork. 

No cornice, not including pediments, shall 
extend more than five feet above the highest 
point of the roof beams of any building. 


WALLS IN RELATION TO ROOF PLANK- 
ING AND CORNICES. 


In ali cases the walls shall be carried up to 
the planking of the roof, 

Where the cornice projects above the roof the 
walls shall be carried up to the top of the 
cornice. 

The party walls shall in all cases extend 
above the planking of the cornice and be 
coped. 


UNSAFE CORNICES. 

All exterior wood cornices within fire limits 
that may now be or that may hereafter become 
unsafe or rotten shall be taken down. 

And, if replaced, shall be constructed of some 
fireproof material. 


CORNICES DAMAGED BY FIRE. 


All exterior cornices of wood or gutters within 
the fire limits that may hereafter be damaged 
by fire to the extent of one-half shall be taken 
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down, and, if replaced, shall pe constructed 
of some fireproof material; 

But if not damaged to the extent of one-half 
the same may be repaired with the same kind 
of material of which they are originally con- 
structed. 


SECTION 111.—BULKHEADS ON ROOF 


’ AND SCUTTLES. 


Bulkheads used as inclosures for tanks and - 


elevators and coverings for the machinery of 
elevators and all other bulkheads, including 
the bulkheads of dwelling houses, on buildings 
not more than four stories in height here- 
after erected or altered, may be constructed 
of hollow fireproof blocks; or of wood, covered 
with not less than two inches of fireproof 
material, or filled in the thickness of the 
studding with such material, and covered on 
all outside surfaces with metal, including both 
surfaces and edges of doors. On fireproof 
buildings the bulkheads and inclosures on roofs 
shall be constructed of fireproof materials only. 

All buildings shall have scuttles or bulk- 
heads, with ladders or stairs leading thereto, 
and easily accessible to all occupants. 

No scuttle shall be less in size than two by 
three feet. 

No staging or stand shall be constructed or 
occupied upon the roof of any building witbout 
first obtaining the approval of the Inspector 
ef Buildings. 


SECTION 112.—TANKS. 


Tanks containing more than five hundred 
gallons of water or other fluid hereafter placed 
in any story, or on the roof or above the roof 
of any building now or hereafter erected, shall 
be supported on iron or steel beams of suffi- 
cient strength to safely carry the same; 

And the beams shall rest at both their ends 
on brick walls or on iron or steel girders or 
iron or steel columns or piers of masonry. 

Underneath any said water tank or on the 
side near the bottom of the same there shall 
be a short pipe or outlet, not less than four 
imches in diameter, fitted with a suitable 
valve having a lever or wheel handle to same, 
to discharge the weight of the fluid contents 
from the tank, in case of necessity, unless tank 
water is to supply automatic sprinklers. 

Such tanks shall be placed, where practica- 
ble, at one corner of @ building, and shall not 
be ‘placed over nor near a line of stairs, unless 
the stairs are inclosed with brick walls of 
sufficient strength to support the added load of 
the tank and contents. 

Cover on top of water tanks placed on roofs, 
if of wood, shall be covered with tin. 


SECTION. 113.—ROOFING AND LEADERS 
WITHIN THE FIRE LIMITS. 


The planking and sheathing of the roofs of 
buildings shall mot im any case be extended 
across the side or party wall thereof. 

Every building and the tops and sides of 
every dormer window thereon shall be covered 
and roofed with brick, tile, slate, tin, copper 
or iron, or such other incombustible roofing 
as the Inspector of Buildings, under his cer- 
tificate, may authorize. 

And the outside of the frame of every dor- 
mer window hereafter placed upon any build- 
ing shall be made of. some fireproof material. 

No wood or other building within the fire 
limits which shall require roofing shall be 
roofed with any other roofing or covered ex- 
cept as aforesaid, including the tops and sides 
of dormer windows. 

Nothing in this section shall be construed 


to prohibit the repairing of any shingle roof: 


within or without the fire limits, providing 
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the building is not altered in height, but this 


shall not be construed. to permit the renewal — 


of a shingle roof. 


SECTION 114.—LEADERS FROM ROOFS. 


All builditigs shall be kept provided with 
proper metallic leaders or conducting water 
from the roofs in such manner as shall protect 


tne walls and foundations of said buildings © 


from injury. 

In no case shall the water from the said 
leaders be allowed to flow upon the sidewalk, 
but the same shall ke conducted by pipe or 
pipes to the sewer. 

If there be no sewer in the street upon which 
such buildings front, then the water from 


said leader shall be conducted by proper pipe | 
or pipes below the surface of the sidewalk | 


to the street gutter. 


SECTION 115.—ELEVATORS, HOISTWAYS 
AND DUMBWAITERS. 


Elevators and Hoistways.—In any building in 


which there shall be any hoistway or elevator 
or wellhole not inclosed in walls constructed 
of brick or other fireproof material and pro- 
vided with fireproof doors, the openings there- 
of through and upon each floor of said build- 
ing. shall be provided and protected by a sub- 


stantial guard or gate and with such good and | 


sufficient trap doors as may be directed and 
approved by the Inspector of Buildings; an 
when in the opinion of the Inspector of Build- 
ee automatic trap-doors are required to the 
oor 
vator, the same shall be constructed so as te 
form a substantial floor surface when closed 
and so arranged as to open and close by the 
action of the elevator in its passage either 
ascending or descending. 
of Buildings shall have exclusive power and 
authority to require the openings or hqgistways, 
shafts, elevators and wellholes in buildings to 
be inclosed or secured by trap doors, guards 
or gates and railings. 
shall be kept closed at all times, except when 
in actual use, 
closed at the close of business each day by 


openings of any uninclosed freight ele- | 


The said Inspector | 


Such guards or gates . 


and the trap doors shali be | 


the occupant or occupants of the building i 


having the use or control of the same. 


HLEVATOR INCLOSURES. 


All elevators hereafter placed in any build- 
ing, 
been or may hereafter be erected shall be in- 
closed in suitable walls of brick, or with a 
suitable framework of 


filling, or of such other fireproof material 


except such fireproof buildings as have | 


iron and burnt clay | 


and form of construction as may be approved 


by the Inspector of Buildings, 
inclosure walls 
as warehouses, 
brick. If, the 
laid in cement 


except that the 


stores or factories shall be of 
enclosure walls are of brick, 
mortar, and not used as bear- 


ing walls, they may be eight inches in thick- i 


ness for mot more than fifty feet of their up- 
permost height, and increasing 
tour inches for each lower fifty feet portion 
or part thereof. Said walls or construction 
shall extend through and at least three feet 
above the roof. 
shall be provided with fireproof shutters or 


fireproof doors made solid for three feet above | 
except that the doors used for 


the floor level, 
openings in buildings intended for the océu- 
pancy of one family may be of wood covered 
om the inner surface and edges with metal, 
not insluding the openings in the cellar nor 
above the roof im amy such shaft walls. The 
roofs over all inclosed elevators shall be made 
of fireproof materials, with a skylight at least 
three-fourths the area of the shaft, made of 


in non-fireproof buildings, used | 


in thickness | 


All openings in the said walls | 


glass, set in iron frames. When the shaft 
loes not extend to the ground, the lower end 
shall be inclosed in fireproof material. 


DUMBWAITER. SHAFTS. 


All dumbwaiter shafts, except such as a not 
*xtend more than three stcries above the ceilar 
Sr basement: in dwelling houses shall be in- 
slosed in suitable walls of brick or burnt ciay 
ylocks, set in iron frames of proper strength 
or fireproof blocks strengthened with metal 
iowels. or. such other fireproof material and 
‘orm of construction as may be approved by 
‘he Inspector of Buildings. Said walls or con- 
jtruction shall extend at least three feet above 
‘he roof and be covered with a skylight at 
east three-fourths the area of the shaft made 
Vith metal frames and glazed. All openings 
mn the inclosure walls or construction shail be 
ysrovided with self-closing fireproof doors. When 
the shaft does not extend to the floor level 
of the lowest story, the bottom of the shaft 
‘hall be constructed of fireproof material. 


\ 


SLEVATORS IN STAIRCASE INCLOSURES. 


‘ Open grillwork inclosures for passenger ele- 
rators, not extending below the level of the 
‘irst floor, may be erected in staircase inclo- 
‘ures in buildings where the entire space oc- 
supied by the stairs and elevator is inclosed 
In brick or stone walls. 


ELEVATORS IN EXISTING HOTELS. 


in every non-fireproof building, used or oc- 
supied as a hotel in which there is an ele- 
‘ator not inclosed in fireproof shafts, such ele- 
ators shall be inclosed in suitable walls, 
onstructed and arranged as in this code re- 
quired for elevator shafts. 


} 
‘SCREEN UNDER ELEVATOR SHEAVES. 


, Immediately under the sheaves at the top 
»f every. elevator shaft in any building there 
‘hall be provided and placed a substantial 
srating or screen of iron or steel, of-such 
construction as may be approved by the I[n- 
spector of Buildings. 


j 

sHCTION 116.—FIRE APPLIANCES, FIRE- 
ESCAPES AND FIREPROOF SHUTTERS 
: AND DOORS.—STANDPIPES. 

In every existing building, 
ngs exceeding sixty-five and not over one 
vundred feet in height, unless already pro- 
‘ided with a three-inch or larger standpipe, 
nd in all buildings hereafter erected exceed- 
hg sixty-five and not exceeding one hundred 
‘eet in height, there shall be provided a ver- 
ical standpipe of not less than four inches 
a diameter. ; 

In every existing building exceeding one hun- 
‘red feet in height, unless already provided 
with a four-inch or larger standpipe, and in 
jl buildings hereafter erected exceeding one 
jundred feet in héight, there shall be provided 
» vertical standpipe of not less than six 
nehes in diameter. 

These standpipes shall be of wrought iron 
lr steel galvanized, and, together with fittings 
md connections, shall be of such strength as 
'o safely withstand at least three hundred 
-ounds water pressure to the square inch when 
lastalled and ready for service; also to stand 
lueh a test without leaking at joints, valves 
ry fittings. 

'Standpipes shall be located within fireproof 
tairway inclosures where the latter are oft 
fuch construction, and as near stairways as 
‘sossible where they are not so inclosed. 
‘Where more than one standpipe is required 


excepting dwell- . 


in a building they shall be connected at their 
bases by pipes of size equal to that of largest 
standpipes, so that water from any source wil! 
supply all the standpipes. 

In buildings exceeding one hundred feet deep 
fronting on two or more streets there shali be 
a standpipe at each end of building, and in 
large area buildings there shall be one stand- 
pipe at each stairway or within each stairway 
inclosure, 

'Standpipes shall extend from the cellar to 
and through the roof, with a hose connection 
located from four to six feet above floor levet 
fitted with approved straightway composition 
gate valve in each story, including cellar, and 
a hose connection provided above the roof with 
the valve controling latter, located in the 
standpipe under the roof and arranged to be 
operated both from above and below the roof. 
A suitable three-quarter inch drain pipe and 
valve shail be provided under the roof for 
each roof connection. 

Hose psufficient to reach to all parts of the 
floor shall be attached to each outlet in the 
building, and hose for roof hydrant may be 
placed on rack in top floor near the scuttle 
leading to the roof. Hose shall bé two and 
one-half or two and five-eighths inches in dia- 
meter, in fifty-foot lengths, and provided with 
standard couplings at each end, all couplings 
to be of same hose thread as that in use by 
the local Fire Department. 

Hose to be approved linen cotton rubber lined 
or rubber made under specifications recom- 
mended by the National Board of Fire Under- 
writers. 

Hach line of hose shall be provided with 
washers at both ends, and be fitted with play 
pipe or nozzle of Underwriter pattern, having 
handles at the base and with discharge outlet 
not less than three-quarter inch in diameter. 
One spanner to be located at each hose con- 
nection throughout the building. 

All standpipes shail be provided with a 
Siamese steamer connection, located on the 
outside of the building about one foot above 
the curb level, and where a building fronts 
on two or more streets a connection to be 
provided on each street front. Inlet pipe 
trom steamer connection to standpipe to be 
not less than the diameter of the largest stand- 
pipe. Tne thread on the Siamese connection 
shall be uniform with that used by the local 
Fire Department. Siamese steamer connec- 
tions shall be provided with check valves in 
the ‘‘Y,’’ and substantial caps provided to 
protect thread on the connection. The steamer 
connection fitting should be adjusted looking 
down at.an angle of forty-five degrees. A 
suitable iron plate with raised letters shall 
be secured to the wall near steamer connec- 
tion reading, ‘‘To Standpipes.’’ 

In.each connecting pipe just inside of the 
building in a horizontal section shall be placed 
a straightway check valve, but not a gate 
valve. <A drip pipe with valve to same shall 
be placed between said check valve and steamer 
connection to properly drain this section to 
prevent freezing. 

In addition to the provision made for steam 
connections to standpipes the water supply 
may be from city water, where pressure is 
sufficient, automatic fire pump of five hundred 
gallons or more capacity per minute, eievated 
tank or steel pressure tank of not less than 
five thousand gallons capacity. 

In all buildings coming under these regula- 
tions as to height which are occupied for liv- 
ing or sleeping purposes, such as hotels, lodg- 
ing houses, hospitals and asylums, ‘the stand- 
pipe system must have at least one of the 
approved automatic supplies before described. 

Where a standpipe is connected to a tank 
there shall be a straightway chec valve in 
a horizontal section of pipe between the first 
hose outlet in connecting pipe and tank, and 


said tank must be filled by a separate pipe, 
and not through the standpipe. 

Where pumps constituting a supply to stand- 
pipes are located in the lowest story of a 
building they shall be placed not less than 
two feet above the floor level, and _ boiiers 
upon which pumps depend for steam shall be 
arranged so that flooding of fires under same 
will be impossible, 

In every building exceeding one hundred feet 
in height at least one passenger elevator shall 
be kept in readiness for immediate use, by the 
Fire Department during all hours of the night 
and day, including holidays and Sundays. 


SECTION 117.—FIRE ESCAPES. 


Every apartment house, tenement house or 

dwelling house occupied by or built to be oc- 
cupied by three or more families. 
* And every building already erected, or that 
may hereafter be erected, more than three 
stories in height, occupied and used as a 
hotel, apartment hotel or lodging house, and 
every boarding house, having more than fifteen 
sleeping rooms above the basement story. 

And every factory, mill, manufactory or 
workshop, hospital, asylum or institution for 
the care or treatment of individuals. 

And every building three stories and over in 
height used or eecusied as a store or work- 
room. 

And every building, in whole or in part, oc- 
cupied or used as a school or place of instruc- 
tion or assembly. 

And every office building four storiscs or more 
in height. 

Shall be provided with such. good and suffici- 
ent fire-escapes, stairways, or other means of 
egress in case of fire, as shall be directed by 
the Inspector of Buildings, 

The owner or owners of any buiiding upon 
which a fire escape is erected shall keep the 
same in good repair and properly painted. 

Fire escapes on the outside of buildings shall 
consist of open iron balconies and stairways. 

Fire escapes may project into the public 
highway to a distance not greater than four 
feet beyond the building line. 

The stairways shall be placed at an angle of 
not more than sixty degrees, with steps not 
less than six inches in width and twenty inches 
in length, and with a rise of not more than 
nine inches. 

The baleony on the top floor, except in case 
of a front fire escape, shall be provided with 


a gooseneck ladder leading from said balcony . 


to and above the roof. 


BALCONIES. 

The balconies shall be not less than three 
feet in width, and placed where directed by 
the Inspector of Buildings at each story above 
the ground floor. 

They shall be below and not more than one 
foot below the window sills and extend in 
front. of and not less than nine inches beyond 
each window. 

There shall be a landing not less than _ twen- 
ty-four inches square at the head and foot of 
each’ stairway. 

The stairway opening on each platform shall 
be of a size sufficient to provide clear head- 
way. 


FLOORS OF BALCONIES. 


The floors of .balconies shall be of wrouzht 
iron or steel slats not less than one and one- 
half inches by three-eighths of an inch, placed 
not more than one and oné-quarter inches 
apart, and well secured and riveted to iron 
battens one and a half inches by three-eighths 
of an inch, not over three feet apart and riv- 
eted at the intersections. The openings for 
stairways in all balconies shall. be not less 


! 
than twenty-one inches wide and thirty-si> 
inches long, and such openings shall have n¢ 
covers of any kind. 

The piatforms or balconies shall be con, 
structed and erected to safely sustain in al 
their parts a safe load at a ratio of four t¢ 
one of not less than eighty pounds per squar¢ 
foot of surface. j 


- RAILINGS. 


The outside top rail shall extend around the 
entire length of the platform, and in all cases 
shall go through the wall at each end and b¢ 
properly secured by nuts and four-ineh squar¢ 
washers at least three-eighths of an inch thick’ 
and no top rail. shall be connected at angles! 
by cast iron. The top rail of balconies shal; 
be one and three-quarter inches by one-hali’ 
inch of wrought iron, or one and a half incl 
angle iron one-quarter inch thick. The bot: 
tom rails shall be one and one-half inches 
by three-eighths of an inch ‘wrought iron 0} 
steel, or one and a half inch angle iron, one: 
quarter inch thick, well leaded into the wall 
The Standards or filling-in bars shall be nof 
less than one-half inch round or square wrough‘ 
iron or steel, well riveted to the top and bot! 
tom rails and platform frame. Such standards 
or filling-in bars shall be securely braced by 
outside brackets at suitable intervals, anc 
shall be placed not more than six inches fron 
centers; the height of railings shall in ne 
case be less than two feet nine inches. ; 


STAIRWAYS. 


The stairways shall be constructed and erect: 
ed to fully sustain in all their parts a safe 
load at a ratio of four to one of not. less! 
than one hundred pounds per step, with the 
exception of the tread, which must safely sus; 
tain at said ratio a load of two hundrec 
pounds. The treads shall be flat open treads 
not less than six inches wide and with a rise 
of not more than nine inches. The stairs shal: 
be not less than twenty inches wide. The 
strings shall be not less than three-inch chan. 
nels of iron or steel, or other shape equally 
strong, and shall rest upon and be fastenec 
to a bracket which shall be fastened througt 
the wall as hereinafter provided. The strings 
shall be securely fastened to the balcony at the 
top, and the steps in all cases shall be double- 
riveted or bolted to the strings. The stairs 
shall have three-quarter inch hand rails 0; 
wrought iron, well braced. 


BRACKETS. 


if 
The brackets shall be not less than one-hal 
inch by one and three-quarter inches wrough’ 
iron placed edgewise, or one and three-quarte} 
inch angle iron, one-quarter inch thick, wel; 
braced; they shall be not more than four fee 
apart, and shall be braced by means of noi 
less than ‘three-quarters of an inch squar¢| 
wrought iron, and shall extend two-thirds 0} 
the width of the respective balconies: or brack; 
ets. The brackets shall gu through the wal. 
and be turned down three inches, or be prop, 
erly secured by nuts and four-inch squar¢ 
washers at least three-eighths of an inch thick 
On new buildings the brackets shall be -t 
as the walls are being built. | 
When brackets are put on buildings alrenay 
erected the part going through the wall shal 
be not less than one inch in diameter with 
screw nuts and washers not less than fivé 
inches square and one-half an inch thick. 


DROP LADDERS. 


A proper drop ladder shall be required from 
the lower baleony when the floor of such bal: 
cony is ‘more than fourteen feet above fn 
sidewalk or ground. 


PAINTING. 
All the parts of such fire escapes shall re- 


ceive not less than two coats of paint, one in 
'the shop and one after erection. 


INCUMBRANCES ON FIRE ESCAPES. 
No persons shall at any time place any in- 


'cumbrances of any kind whatsoever before or 
-upon any fire escape, balcony or stairway. 


It shall be the duty of every fireman and 


. policeman who shall discover any fire escape, 
- balcony or stairway of any fire escape incum- 


| the same 
_verbally or 


bered in any way, to forthwith report the same 
to the commanding officer of his company or 
precinct, and such commanding officer shall 
forthwith cause the occupant of the premises 
or apartment to which said fire escape, bal- 
cony or stairway is attached or for whose use 
is provided, to be notified, either 
in writing, to remove such in- 


-cumbrances and keep the same clear. 


war 


If said notice shall not be complied with by 
the removal, forthw:th, of such incumbrances, 


_and keeping said fire escape, balcony or stair- 


way free from incumbrance, then it shall be 


- the duty of said commanding officer to apply 
‘to the nearest police magistrate for a warrant 
for the arrest of the occupant or occupants of 


' the said premises or apartment of which the 


‘fire escape forms a part, and the said parties 


_ for a misdemeanor; 


shall be brought before the said magistrate, as 
and, on. conviction, the 
occupant or occupants of said premises or 
apartment shall be fined not more than ten 
dollars for each offense, or may be imprisoned 
not to exceed ten days, or both, in the dis- 
cretion of the court. 


“NOTICE PLATES ON FIRE ESCAPE BAL- 


_ thereto, 
plate having 


CONIES. 


In constructing all balecny fire escapes the 
manufacturer thereof shall securely fasten 
in a conspicuous place, a cast-iron 
suitable raised letters on the 
same, to read as follows: Notice—Any person 
placing any incumbrance on this balcony is 


‘liable to a penalty of ten dollars and impris- 


onment for ten days. 


SCUTTLE LADDERS. 
All buildings requiring fire escapes shall have 
stationary iron ladders leading to the scuttle 
opening in the roof thereof, and all scuttles 


and ladders shall be kept so as to be ready 
' for use at all times. 


BULKHEAD STAIRS AND DOORS. 


If a bulkhead is used in place of a scuttle 
it shall have stairs with sufficient guard or 
hand rail leading to the roof, 

In case the building shall be occupied by 
more than one family the door in the bulk- 
head sr any scuttle shall at no time be locked, 
but may be fastened on the inside by movable 
bolts or hooks. 


SECTION 118.—FIREPROOF SHUTTERS AND 
DOORS. 
_Every building, except tenements, dwelling 


houses, hotels and churches, shall have fire- 
proof doors, blinds or shutters hung to wrought- 


iron or steel hanging frames or to wrought- 
. iron eyes built into the wall, on every exterior 


window and opening above the first story there- 
of. 

Excepting on the front openings of buildings 
fronting on streets, which are thirty-five feet 
or more in width, or where no other build- 
ings are within thirty-five feet of huch open- 


ings. 


The said doors, blinds or shutters shall be 
ef standard construction, that is, constructed 
of pine or other soft wood of two or three 
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thicknesses (depending on size) of matched 
boards, clinch-nailed, at right angles, or placed 
diagonally with each other, and securely coy- 
ered with tin on both sides and edges, with 
folded lapped joints, .the nails for fastening 
the same being driven inside the lap; the 
hinges and bolts or latches shall be secured 
or fastened to the door or shutter by wrought- 
iron bolts passing through the door or shutter 
and secured by nuts and washers on the op- 
posite side after the same has been covered 
with the tin, and such doors or shutters shal 
be hung upon a wrought-iron frame, independ- 
ent of the woodwork of the windows and doors, 
or to wrought-iron hinges securely fastened in 
the masonry. 


METAL WINDOW FRAMES AND SASH AND 
WIRED GLASS. 


On any opening where the window frame and 
sash are of metal, and the sash glazed with 
wired glass not less than one-quarter of an 
inch in thickness, and each pane measuring 
hot more than thirty by twenty-four inches, 
the same shall be deemed an equivalent of and 
a, substitute for fireproof shutters.” 


SHUTTERS ARRANGED TO BE OPENED 
FROM THE’ OUTSIDE. 


All shutters opening on fire escapes, and at 
least one row vertically in every three ver- 
tical rows on the front window openings above 
the first story of any building, shall be so 
arranged that they can be readily opened from 
the outside by firemen, 


ROLLING METAL SHUTTERS. 


No rolling iron or steel shutters shall be 
hereafter placed above the first story of any 
building, and when used on the.first story they 
shall be counterbalanced so that said rolling 
shutters may be readily opened by the firemen. 


INTERIOR WALL OPENINGS TO HAVE 
FIREPROOF DOORS. 

All buildings specified in this section, here- 
after erected or altered, having openings in 
interior walls, shall be provided with suitable 
fireproof doors where deemed necessary by the 
Inspector of Buildings, and to be provided with 
approved automatic self-closing devices, 


OUTSIDE AND INSIDE FIREPROOF SHUT- 
TERS AND DOORS TO BE CLOSED 
AT NIGHT. 


All occupants of buildings shall close all ex- 
terior or interior fireproof shutters, doors and 
blinds at the close of the business of each day. 


SECTION 119.—FIREPROOF BUILDINGS. 


Every building hereafter erected or altered to 
be used as a theatre, lodging house, school, 
jail, public station, hospital, asylum, institu- 
tion for the use, care or treatment of persons, 
the height of which exceeds three stories and 
not more than forty feet in height, and every 
pbuilding hereafter erected or altered to be used 
as a hotel. or an apartment hotel which ex- 
ceeds four stories. and not more than fifty 
feet in height (excepting all buildings for 
which specifications and plans have been here- 
tofore approved by the proper authorities), 
and every other building the height of which 
exceeds sixty-five feet or more than five stories 
in height shall be built fireproof; that is to say: 

They shall be constructed with walls of brick. 
stone, Portland cement concrete, iron or steel 
in which wood beams or lintels shall not be 
placed, and in which the floors and roofs shall 
be constructed with rolled wrought-iron or steel 


floor beams, spaced not more than five feet on 
centers, for stores, warehouses and factory 
buildings, and for all other buildings not more 
than eight feet on centers, and otherwise so 
arranged as to spacing and length of beams 
that the load to be supported by them, to- 
gether with the weights of the materials used 
in the construction of said floors, shall not 
cause a greater deflection of the said beams 
than one-thirtieth of an inch per foot of span 
under the total load. The beams shall be tied 
together at intervals of not more than_ eight 
times the depth of the beam with suitable 
tie-rods. 

Between the floor and roof beams shall be 
placed brick arches springing from the lower 
flanges of the steel beams, or the spaces be- 
tween the beams may be filled with hollow tile 
arckes of hard-burnt clay or porous terra cotta, 
or arches of Portland cement concrete, plain or 
reinforced with metal, or such other fireproof 
composition may be used, provided that in 
each and all cases the strength and method of 
construction shall conform to the requirements 
of this Code. 

The stairs and staircase landings shall be 
eonstructed of brick, stone, Portland cement 
concrete, iron or steel or a combination of 
these materials. 

No woodwork or other inflammable material 
shall be used. in any of the partitions, furrings 
or ceiling in any such fireproof buildings, ex- 
cepting, however, that when the height of the 
building does not exceed eight stories nor more 
than one hundred feet, the doors and win- 
dows and their frames and trims, the casings, 
the interior finish when filled solidly at the 
back with fireproof material, and the floor 
boards and sleepers directly thereunder, may 
ke of wood, but the space between the sleep- 
ers shall be solidly filled with fireproof ma- 
terials extending up to the underside of the 
floor boards. 

When the height of a fireproof building ex- 
ceeds eight stories, or more than one hundred 
feet, the floor surfaces ‘shall be of stone, cement 
tiling or similar incombustible material, all 
outside window frames and sash shall be of 
metal. 

The inside window frames and sash, doors, 
trim and other interior finish may be of metal 
ar wood covered with metal or of such other 
incombustible material that may be approved 
by the Inspector of Buildings. 


FLOOR FILLING.—PROTECTION AGAINST 
INJURY BY FREEZING. 


No filling of any kind which may be in- 
jured by frost shall be placed between said 
floor beams during freezing weather and if 
the filling is placed during any winter month 
it shall be temporarily covered with suitable 
material for protection from being frozen. 


INCASING EXPOSED SIDES AND BOTTOM 
AND TOP PLATES AND FLANGES 
OF GIRDERS AND BEAMS, 


The exposed sides of all iron or steel girders 
and beams shall be entirely incased in hard 
burnt clay, porous terra cotta, concrete or other 
fireproof material not less than two inches jn 
thickness. 

All incasing shall be securely attached to the 
girders or beams. 

No pipes, wires or conduit of any kind shall 
be incased in the fireproofing surrounding any 
column, girder or beam of steel or iron, but 
shall be placed outside of such fireproofing. 


MATERIALS PROHIBITED. 


No plaster of paris, or sulphate of lime, and 
no coal, sawdust, coke, coke breeze, or un- 
consumed or partly consumed materials, con- 


I 


29 


taining any of the compounds of carbon an¢ 
subject to combustion, disintegration or dis 
tillation at one thousand degrees Fahr., shal. 
enter into any materials used for the con 
struction of the floors, partitions, covering f0) 
structural members or in any part of fire 
proof buildings, except in the form of wal 
plastering or as a gauge for mortar. No quicl 
lime shall be used in the composition of thi 
material used in the construction of walls of 
floors except in combination with Portlanc 
cement when used for. mortar in setting fire 
proof material with a trowel. 


CENTERING. 

Centering when used in placing fireproof sys. 
tems between steel floor beams shall not bi’ 
removed until such time as the mortar or thi 
materials have set. 


The time for such removal to be determine: ' 


by the Inspector of Buildings. 


STRENGTH FOR FIREPROOF FILLINGS. 


All fireproof floor systems shall be of suffi 
cient strength to safely carry the load to b 
imposed thereon without straining the materia 
in any case beyond its safe working load. Thi 
Inspector of Buildings may from time to timc 
require such test loads to be applied as hv 
may designate, to prove the carrying capacit2 
of the floors. 


PIPE OPENINGS THROUGH FIREPROOLE 
FLOORS. 


Openings through fireproof floors for pipes’ 
conduits and similar purposes shall be showr 
on plans filed in the office of the Inspeccor 0 
Buildings. 

After the floors are constructed no openings 
greater than eight inches square shall be cu 
through said floors, unless properly boxed 0: 
framed around with iron; 

And such openings shall be filled in wit} 
fireproof material after the pipes or conduits 


are in place. 


ROOF DOMES. 


Nothing in this section contained shall bi 
deemed to prohibit the construction of roo. 
dome, provided that the materials used thene 
for are in accordance with those specified it 
this section, and that the unit stresses do no 
exceed those, fixed, in Section 131 of this Code 
and that in all respects the construction shal 
be satisfactory to the Inspector of Buildings. 


SECTION 120.—INCASING INTERIOR COL 
UMNS. 


All cast iron, wrought iron or rolled stee 
columns, including the lugs and brackets. o1 
same, used for vertical supports in the in 
terior of any fireproof building, or used to sup 
port any fireproof floor. 

Shall be entirely protected with not less thai 
four inches of hard-burned brickwork, terr: 
cotta, concrete or other fireproof material 
without any air space next to the metal, se 
curely applied; but no plaster of paris or ‘lim 
mortar shall de used for this purpose, no 
shall any plaster, whether or not on meta 
lathing, be considered a part of the coverin; 
required. } 


SECTION 121.-REINFORCED CONCRETE OF 
CONCRETE-STEEL CONSTRUCTED 


BUILDINGS AND CON- 
CRETE BUILDING 
BLOCKS. 
The term ‘‘reinforced concrete’ or ‘'concrete 


steel’’ in this section shall be understood t« 
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mean an approved concrete mixture reinforced 
by steel of any shape, so combined that the 
steel will take up the tensional stresses and 
assist in the resistance to shear, 

Reinforced concrete construction may be ac- 
cepted for fireproof buildings, if designed as 
hereinafter prescribed; provided, that the ag- 
sregate for such concrete shall be hard-burned 
broken bricks, or terra cotta, clean broken 
stone, or furnace slag, or clean gravel, to- 
gether with clean siliceous sand, if sand is 
required to produce a close and dense mix- 
ture; and provided, further, that the minimum 
thickness of concrete surrounding any rein- 
forcing members one-quarter inch or less in 
diameter shall be one inch; and: for members 
heavier than one-quartter inch the minimum 
thickness of protecting concrete shall be four 
diameters, taking that diameter, in the event 
of bars or other than circular cross-section, 
which lies in the direction in which the thick- 
ness of the concrete is measured; but no pro- 
tecting concrete need be more than four inches 
thick for bars of any size; and provided; fur- 
ther that all columns and girders of rein- 
forced concrete shall have at least one inch 
of materigl on all exposed surfaces over and 
above that required for structural purposes; 
and all beams and floor slabs shall have at 
least three-quarters inch of such surplus ma- 
terial for fire-resisting purposes; but this shall 
not be construed as increasing the total thick- 
ness of protecting concrete as herein specified. 

All the requirements herein specified for 
protection of steel and for fire-resisting pur-~ 
poses shall apply to reinforced concrete filling 
between rolled steel beams, as well as to re- 
inforced concrete beams and to entire struc- 
tures in reinforced concrete. Any concrete 
structure or the floor filling in same reinforced 
or otherwise, which may be erected on a per- 
manent centering of sheet metal, of metal 
jathing and curbed bars or a metal centering 
of any other form, must be strong enough to 
carry its loads without assistance from the 
centering, unless the concrete is so applied as 
to protect the centering as herein specified for 
metal reinforcement. 

Exposed metal centering or exposed metal of 
any kind will not be considered a factor in 
the strength of any part of any concrete 
structure, and a plaster finish applied over 
the metal shall not be deemed sufficient pro- 
tection. 

All concrete for reinforced concrete con- 
Struction whenever used in such buildings 
must be mixed in a machine which mixes one 
complete batch at a time, and entirely dis- 
charges it before another is introduced. At 
least twenty-five complete revolutions must pe 
made at such a rate as to turn the concrete 
over at least once in each revolution for each 
hatch, s 

Before permission to erect any concrete-steel 
structure is issued. complete drawings and 
specifications shall be filed with the Inspector 
of Buildings showing all details of the con- 
struction, the size and position of all rein- 
forcing rods, stirrups, ete., and giving the 
composition of the concrete. 

The execution of work shall be performed by 
‘workmen under the direct supervision of a 
competent foreman or Inspector. 

All forms and centering for concrete ghall 
be built plumb in a substantial manner with 
‘inside surface smooth and made tight so that 
no part of the concrete mixture shall leak 
out through joints, cracks or holes, and after 
the completion shall be thoroughly cleaned out, 
removing shavings, chips, pieces of wood and 
other material, which should not be permitted 
to forms. 

The reinforcing steel shall be accurately 1lo- 
cated in the forms and secured against dis- 
placement while the concrete is being placed 
and tamped. 
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Whenever fresh concrete joins concrete that 
is set, or partially set, the surface of the old 
concrete shall be roughened, cleaned and thor- 
oughly slushed with a grout of neat cement 
and water, 

Concrete shall not be installed in freezing 
weather; such weather shall be taken to mean 
a temperature of thirty-two degrees Fahren- 
heit or lower; concrete shall not be allowed to 
freeze after being put in place, aud, if frozen, 
shall be removed. 

The time at which forms and centering may 
safely be removed will vary from twenty-four 
hours to sixty days, depending upon tempera- 
ture and other atmospheric conditions of the 
weather; the time ‘for such removal to be de- 
termined by the Inspector of Buildings. 

The concrete shall be mixed in the propor- 
tions of one of cement, two of sand and four 
of other aggregates as before provided; or the 
proportions may be such that the resistance 
of the concrete to crushing shall not be less 
than 2,000 pcunds per square inch after hard- 
ening for twenty-eight days, but for reinforced 
or plain concrete columns the mixture shall 
not be leaner than one part of cement, two of 
sand and four of the coarser aggregate in any 
ease. The tests to determine this value must 
be made under the direction of the Inspector 
of Buildings. The concrete used in concrete- 
steel construction must be what is usually 
known as a ‘‘wet’’ mixture. 

Only high-grade Portland cements shall be 
permitted in reinforced concrete or concrete- 
steel constructed buildings. Such cements, 
when tested, neat, shall, after one day in the 
air, develop a tensile strength of at least 300 
pounds per square inch; and after one day in 
air and six days in water shall develop a ten- 
Sile strength of at least 500 pounds per square 
inch; and after one day in air and twenty- 
seven days in water shall develop a tensile 
strength of at least 600 pounds per square 
inch. Other tests, as to fineness, constancy or 
volume, etc., made in accordance with the 
standard method prescribed by American ‘So- 
ciety of Civil Engineers, may, from time to 
time, be made by the Inspector of Buildings. 

The sand to be used must .be clean, sharp 
grit sand, free from loam or dirt, and shall 
not be finer than the standard sample kept in 
the Department of Buildings. 

-The stone used in the concrete shall be clean, 
broken stone, of a size that will pass through 
a three-quarter-inch ring, or good gravel may 
be used in the same proportion as broken 
stone, or broken hard brick, or terra cotta, or 
furnace slag. 

The steel shall meet the requirements of 
Section 388 of this Code. 

The contractor must be. prepared to make 
load tests on any portion of a reinforced con- 
erete or concrete-steel constructed building 
within a reasonable time after erection as 
often as may be required by the Inspector of 
Buildings. The tests must show that the con- 
struction will sustain a load with a factor of 
safety for floors and structural members as 
required by Section 128b of this Code. 

Cement or concrete building blocks may be 
used in the erection of any buildings not ex- 
ceeding two stories in height in Hoboken, pro- 
vided that they shall conform to the follow- 
ing requirements: The thickness of the walls 
shall be as specified for brick walls, except 
where private residences or other buildings of 
which the superstructure is frame and the 
foundation walls do not exceed ten feet in 
height, these concrete’ walls may be con- 
structed of a block ten inches in width. 
Wherever a wall is constructed of ten-inch 
block no permit shall at any time be issued 
whereby said wall shall be increased in height. 
All walls. twenty-four inches or less in width 
shall be built of block the full width of the 
wall. 


All building blocks shall be constructed of 
Portland cement having the minimum require- 
ments set forth in the ‘‘Standard Specifications 
for Cement,’’ prepared by the American So- 
ciety of Civil Engineers, mixed in the propor. 
tion of four parts of aggregates to one part 
of cement. The aggregates snall consist of 
sand, crushed stone, crushed slag or gravel, 
which shall be free from dirt or other dele- 
terious matter. Of these four parts, one and 
one-half parts shall be sand and the other 
two and one-half parts of crushed Stone, 
crushed slag or gravel. All sand shall be clean 
and sharp. No loam, ashes or cinders shall 
be used. All crushed stone, crushed slag or 
gravel shall be of a size which shall readily 
pass through a three-quarter-inch screen. For 
any wall in which the Inspector of Buildings 
considers greater strength necessary the parts 
of aggregates may be reduced as he shall 
order. The part of Portland cement shall 
remain the same. 

The hollow spaces in bearing cross. section 
shall not exceed thirty-three per cent. of the 
bearing surface where buildings are four 
stories or less in height, and in buildings 
above that height the hollow spaces shall not 
exceed twenty-five per cent. for the three lower 
stories. The -outer and inner walls of the 
block surrounding the air spaces shall each be 


not less than twenty-five per cent. of the 
width of the block. 
The total width of. the walls surrounding 


the air space extending from the front to the 
back of the block shall not be less than the 
thickness of the block. 

Wherever girders or joists rest upon walls 
so that there is a concentrated load on the 
block of over two (2) tons the blocks support- 
ing the girder or joists must be made solid. 
Wheie such concentrated load shall exceed five 
(5) tons, the blocks, for two (2) courses be- 
low, and for a distance extending at least 
eighteen inches each side of said girder, shall 
be made solid; Where the load on the wall 
from the girder exceeds five (5) tons, the 
blocks for three (3) courses beneath it shall 
be made solid with similar material as in the 
blocks. Wherever walls are decreased in thick- 
ness the top course of the thicker wall to be 
solid. 

Provided always that no wall, or any part 
thereof, composed of hollow concrete blocks 
shall be loaded to an excess of eight (8) tons 
per superficial foot of the area of such blocks, 
including the weight of the wall, and no 
block shall be used that have an average 
crushing at less than 1,000 pounds per square 
inch of area at the age of twenty-eight (28) 
days; no deduction to be,made in figuring the 
area for the hollow spaces. 

All piers and buttresses that support loads 
in excess of five (5) tons shall be built of 
solid conerete blocks for such distance below 
as may be required by the Inspector of Build- 
ings. Concrete lintels &nd sills shall be rein- 
forced, by iron or steel rods in a manner satis- 
factory to the Inspector of Buildings, and any 
lintel spanning over four feet six inches in the 
clear shall rest on solid concrete blocks. 


CONCRETE COLUMNS. 


Concrete columns shall be reinforced with 
either a cast iron column or steel of sufficient 
strength to carry the floor loads in safety. 


SECTION 122.-—CAST IRON UINTELS. 


Cast iron lintels shall not be used for spaces 
exceeding eight feet. 

Cast lintels or beams shall be not less than 
three-quarters of an inch in thickness in any 
of their parts. ; 


31 


PLATES UNDER’ ENDS OF LINTELS AND 
GIRDERS. 


When the lintels, beams or girders are sup- 
ported at the ends by brick walls or piers 
they shall rest upon cast iron or steel plates 
or stone templates of adequate strength by the 
full size of the bearings. 


SECTION 123.—FLOOR LOADS.—TEMPO- 


RARY SUPPORTS. 


The dead loads in all buildings shall consist ; 


of the actual weight of walls, floors, roofs, 
partitions and all permanent construction. 


The live or variable loads shall consist of all -; 


loads other than dead loads. 


Every floor shall be of sufficient strength to . 


bear safely the weight to be imposed tnereon 
in addition to the weight of the materials of 
which the floor is composed. 

If to be used as a dwelling hovse, 
ment house, apartment hotel, tenement house, 
hotel or lodging house, each floor shall be of 
sufficient strength in all its sumace to carry 
not less than sixty pounds; 


If to be used for office purposes, not less 


apart- , 


than seventy-five pounds upon every superfivial . 


foot above the first floor, and for the hatter 
floor one hundred and fifty pounds; 

If to be used as a school or place of \nstruc- 
tion, not less than seventy-five pounds upon 
every superficial foot, 


If to be used for stable and carriage house © 


purposes, not less than seventy-five pounds 
upon every superficial foot; 


If to be used as a place of public assembly, © 
not less than ninety pounds upon every super- . 


ficial foot: 

If to be used for ordirary stores, light manu- 
facturing and light stcrage, not less than one 
hundred and twenty pounds upon every super- 
ficial foot; A 

If to be used as a store where heavy ma- 
terials are kept stored, warehouse, factory or 
for any other manufacturing or commercial 
purpose, 
pounds upon every superficial foot. 

The strength of factory floors intended to 
carry running machinery shall be increased 
above the minimum given in this section in 


not less than one hundred and fifty | 


proportion to the degrees of vibratory impulse 


liable to be transmitted to the floor, as may 

be required by the Inspector of Buildings. 
The roofs of all buildings having a pitch of 

less than twenty degrees shall be proportioned 


to bear safely fifty pounds upon every super- ' 


ficial foot of their surface, in addition to the 
weight of materials composing the same. If 
the pitch be more than twenty degrees, the 
live load shall be assumed at thirty pounds 
upon every superficial foot measured on a horl- 
zontal plane. 

For sidewalks between the curb and area 
lines the live load shall be taken at three hun- 
dred pounds upon every superficial foot. 


VERTICAL SUPPORTS. 


Every column, post or other vertical sup- 
port shall be of sufficient strength to bear 
safely the weight of the portion of each and 
every floor depending upon it for support, in 
addition to the weight required, as before 
stated, to be supported safely upon said por- 
tions of said floors. 


REDUCTION IN LIVE LOADS ON 


COLUMNS. 


For the purpose of determining the varrying 
capacity of column in dwellings, office build- 
ings, stores, stables and public buildings when 
over five stories in height a reduction of th« 
live loads shall be permissible as follows: 


\ 


SS 


For the roof and top floor the full live loads 
shall he used; 

For each succeeding lower floor it shall be 
yermissible to reduce the live load by five per 
sent. until fifty per cent. of the live loads 
ixed by this section is reached, when such re- 
eect loads shall be used for all remaining 
ors. 


SECTION 124.—LOAD ON FLOORS TO BE 
DISTRIBUTED. 


The weight placed on any of the floors of 
ny building shall be _ safely distributed 
‘hereon, y 

The Inspector of Buildings may require the 
myner or occupant of any building, or of any 
vortion thereof, to redistribute the load on any 
toor, or to lighten such load, where he deems 
t to be necessary. 


SECTION 125.—STRENGTH OF EXISTING 
FLOORS TO BE CALCULATED, 


In all warehouses, storehouses, factories, 
yvorkshops and stores where heavy materials 
wre kept or stored, or’ machinery introduced, 
he’ weight that each floor will safely sustain 
tpon each superficial foot theredf, or upon 
ach varying part of such floor, shall be esti- 
nated by a competent person employed by the 
ywher or occupant. 

| Such estimate shall be reduced to writing, 
m™ printed forms published by the Inspector 
Mf Buildings, stating the material, size, dis- 
ance apart and span of beams and girders, 
0Sts’ or columns to support floors, and its 
horrectness shall be sworn to by the person 
naking the same. 

And it shall thereupon be filed in the office 
£ the Inspector of Buildings. 

But if the Inspector of Buildings shall have 
sause to doubt the correctness of said esti- 
nate he is empowered to revise and correct 
he same, and for the purpose of -such revi- 
‘fiom the officers and employes of the Inspector 
1 Buildings may enter any building and re- 
nove sec much of any floor or other portiom 
hereof as may be required to make necessary 
neasurements and examinations. 

When the correct estimate of the weight 
hat the floors in any such buildings will 
aafely sustain has been ascertained, as herein 
yrrovided, the Inspector of Buildings shall ap- 
rove the same; 

And thereupom the owner or occupant of said 
yuilding, or of any portion thereof, shall post 
1 copy of such approved estimate in a con- 
ipicuous place om each story, or varying parts 
each story, of the building to which it re- 
ates. 

Before any building hereafter erected is oc- 
upied and used, in whole or in part, for any 
£ the purposes aforesaid, and before any 
juilding, erected prior to the passage of this 
Yode, but not at such time occupied for any 
if the aforesaid purposes, is occupied or used, 
n whole or in part, for any of said pur- 
poses, the weight that each floor will safely 
‘lustain upon each superficial foot thereof shall 
ye ascertained and posted in a conspicuous 
lace om each story or varying parts of each 
tory of the building to: which it relates. 

No person shall place or cause or permit to 
ye placed on any floor of any building any 
rreater load than the safe load thereof, as 
orrectly estimated and ascertained as herein: 
rrovided. 


EXPENSE FOR EXAMINING INTO 
STRENGTH OF FLOORS. 
Any expense necessarily incurred in re- 


noving any floor or other portion of any build- 
ng. for the purpose of making an examina- 
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tion herein provided for shall be paid: by the 
City Treasurer of The City of Hoboken upon 
the requisition of the Inspector of Buildings. 
Such expenses shall be a charge against the 
person or persons by whom or on whose be- 
half said estimate was made, provided such 
examination proves the floor of insufficient 
strength to carry with safety the loads found 
upon them when such examination was: made; 
and shall be collected im an action to be 
brought by the City Attorney against said 
person or persons, and the sum so collected 
shall be paid over to the said Treasurer to be 
deposited in said fund in reimbursement of 
the amount paid as aforesaid, 


FLOOR CALCULATIONS FILED WITH AP- 
PLICATION TO BUILD. 

When the owner or the architect of record 
for any building has filed with his: application 
to build the data required to determine the 
strength of floors, on one of the blank forms 
provided for that purpose, such examination 
shal! not be required, provided that the pur- 
poses and uses of the building have not been. 
changed. ‘ 


SECTION 126.—STRENGTH OF TEMPO- 


RARY SUPPORTS. 


Every temporary support placed under any 
structure, wall, girder or beam during the 
erection, finishing, alteration or repairing of 
any buildimg or structure, or any part thereof, 
shall be of sufficient strength to safely carry 
the load to be placed thereon. 

During the construction or alteration of any 
building or structure no material entering into 
such construction or alteration shall be placed 
on any floor of any greater weight than the 
live load that each such floor is intended to. 
safely sustain when the building or structure 
is completed. 


SECTION 127.—_CALCULATION S—— 
STRENGTH OF MATERIALS—SAFE 
LOAD FOR MASONRY WORK. 

WORK. 


The safe-bearing load to apply to brickwork. 
shall be taken at— 

Hight tons per superficial foot when 
mortar is used;. 

Hleven and one-half tons: per superficial foot 
when lime and cement mortar mixed. is used; 

Fifteen tons per superficial foot when cement 
mortar is used. 


RUBBLE-STONE WORK. 


The safe-bearing load to apply to rubble- 
stone work shall be taken at— 

Ten tons per superficial foot when Portland 
cement is: used;. 

When cement other than Portland is used, 
eight tons per superficial foot; 

When lime and cement mortar mixed is used; 
seven tons per superficial foot; 

And when lime mortar is used, five tons per 
superficial foot. 


lime 


CONCRETE. 


The safe-bearing: load to apply to concrete— 

When Portland cement is used, shall be 
taken at fifteem tons per superficial foot; 

And when cement other than Portland is. 
used, eight tons per superficial foot. 


SECTION 128.—WEIGHT OF CERTAIN MA- 
TERIALS. 


In computing the weight of walls— 
A cubic foot of brickwork shall be deemed: 
to weigh one hundred ,and fifteen pounds, 


Sandstone, white marble, granite and other 
kinds of building stone shall be deemed to 


weigh one hundred and seventy .pounds per 
cubic foot. 
SECTION 128a.—COMPUTATIONS FOR 


STRENGTH OF MATERIALS. 


The dimensions of each piece or combination 
of materials required shall be ascertained by 
computation, according to the rules prescribed 
by this Code. 


SECTION 128b.—-FACTORS OF SAFETY. 


Where the unit stress for any material is 
not prescribed in this Code the relation of al- 
lowable unit stress to ultimate strength shall 
be— 

As one to four for metals, 
sion or transverse stress: 

As one to six for timber, : 

And as one to ten itor natural or artificiai 
stones and brick or stone masonry. 

But wherever working stresses are prescribed 
in this Code, varying the factors or safety 
hereinabove given, the said working stresses 
shall be used. ‘ 


subjected: to ten- 


SECTION 129.—STRENGTH OF COLUMNS. 


In columns or compression members with 
fiat ends of cast iron, steel, wrought iron or 
wood the stress per square inch shall not ex- 
ceed that given in the following tables: 

When the length divided by least radius of 
gyration equals: 


Working Stress 


per Square Inch Cast Wrought 
of Section. Iron, Steel. Iron, 

1D A ae 2 aiahsis a 8,240 4,400 
LA e5 oAiQe Oma oe 46 Ae 8,820 5,200 
LO Wai sctciets ss aie laste ei ceaies cries 9,400 6,000 
OO serous ics chaeis.c eras eee ates 9,980 6,800 
Rerum aera she Vass See Mare 10,560 7,600 
EO iererceneee isla alg vans level to tesens 9,200 11,104 8,400 
INE fat papel sys cere els wears alas - 9,500 11,720 9,200 
eS Ui atetalp bata, shw'iais osersvors, cues 9,800 12,300 10,000 
P18 Ue La oh te Vee aS - 10,100 12,880 10,800 
BO aire s e1aceaais oe Rucheeeeree 10,400 13,460 11,600 
BAe cictar cis s,s te eine olaiard rete 0, .00 14,040 12,400 
ere tatehs are Fokollsyavelieks fee eoe es 000 14,620 13,200 
And in like proportion for intermediate 


ratios. 
When the length divided by the least diam- 


eter equals: 
: / White Pine. 
Working Stress Long Leaf 


Norway 
per Square Inch Yellow Pine 
of Section, Pine. Spruce. Oak. 
BO. sc cececccvccccees 460 350 390 
adiale dice a sie e eictnic areca 550 425 475 
Aietetare eis eras sige era.ele oe 640 500 560 
MEN Taretorerel arere'te miaveysieietsls 730 575 645 
NUT srpetare: sonete wiale ates acer 784 620 696 
DOM Rig tee acaeaie 820 650 730 
And in like proportion for intermediate 
ratios. ~ 


Five-eighths the values given for white pine . 


shall also apply to chestnut and hemlock posts. 
For locust posts use one and one-half the 
value given for white pine. 


SECTION 130.—COLUMNS ECCENTRICALLY 
LOADED. 


Any column eccentrically loaded shall have 
the stresses caused by the eccentricity com- 
puted, and the combined stresses resulting 
from such eccentricity at any part of the col- 
umn, added to all other stresses at that part, 
shall in no case exceed the working stresses 
stated in this Code. 

. The eccentric load of a column shall be con- 
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sidered to be distributed equally over the en- 
tire area of that column at the next point 
below at which the column is securely braced 
laterally in the direction of the eccentricity. 


SECTION 131.—WORKING STRESSES. 


The safe carrying capacity of the various 
materials of construction (except in the case of 
columns) shall be determined by the following 
working stresses in pounds per square inch of 
sectional area: 


COMPRESSION (DIRECT). 


EVOW GAR SCO eet torsos terel erase os tinal late eety wie sarage) a 16,000 
GASEE StOCL aaa chalolaterere aferetehole ae. e\a\ o's © si svelte ve 16, 000; 
SUV sr Oa SI Gwe LISOEMets fools iatetialis ol avererel cate: piselers seis 12,000 
@asthirony Gw short: DOCKS) is. b,c icaserecvslere 16,000 
Steel. pins and rivets (bearing)........ 20,000., 


Wrought iron pins and rivets (bearing). 15,000 
With Across 
Grain. Grain. 


ANCE Cay Sila Pate ole aac veue evele erat Licharte 900 800: 
VIC ULOVT ND INC e save auarete shave avehatreus aver ole 1,000 600 
DVIPS BD FIOM rei eidccnavshe eicvane cpsvet ile. cud asin 800 400 
SOIC Gi virailey cl evororelere cus -aevatiey trellerete sisters - 800 400 
TE CUS e ehey ai srepar ta ase eastelene cielele eatialere one 1,800 1,000 
Ee mlO Gla wesc ctetaie craichavers erevale ovate: cus) 500 500 
CTHESEAUC URE dale cieaiec ts sete A ripen e 500 =©1,000 
Conerete (Portland) cement, 1; sand, 

2 MCLOMG!) ade ays aiedeaie cieuceatelttelstelele: <levsiateichs 230 
Concrete (Portland) cement, 1; sand, 

ye SLOT Oy Ot ae seal tal ote eataetate stale oteterviers Sere 208 
Concrete, Rosendale, or equal, cement, 

ES sands 24 stoner 4s asks eat seta sels e 125 
Concrete, Rosendale, or equal, cement, | 

Ds Sard sl Que StOwWel. Where coves eg eee rsteeis s 111 
Rubble stonework in Portland cement 

TIVOL EAE <All cle i tiajel oe) ater el usta cl oretetanel ie 140 
Rubble stonework in Rosendale cement 

TAORCAT OT Gace pie idl carte ate ik ata ot teeter entat etere 111 
Rubble stonework in lime and ceinent 

TVOTEA LI Wi aieva cure or Ne. ciaiaiehslorenctatave than cokouate 97 
Rubble stonework in lime mortar...... 70 
Brickwork in Portland cement mortar}; 

COMIN tsa dle Sra sienel Ave ebayer secrerstoteioin 250 
Brickwork in Rosendale, or equal, ce- 

ment mortar; cement, 1; sand, 3...., 208: 
Brickwork in lime and cement mortar; 

eement,. 157 lime, 1;\"sand, 6s. . sis ses 160 
Brickwork in lime mortar; lime, 1; 

SAAS patel eer ateevet ate slots! aiete te. g Ochi aes 111 


Granites (according to test), 1,000 to.. 2,400. 


GHCISSIESEON OS. oo ie tis oastelots «\s Sicieldio.viefsls alas 1,200 
Limestones (according to test), 700 to.. 2,300 
Marbles (according to test), 600 to...... 1,200 
Sandstones (according to test), 400 to.. 1,600 
PST STOMG) F orcucle cele sheets avereielclbia sain iy F See Pe OOO 
Brick (hard-burned, flatwise)..... AES ee 300 
Slate peace ser ac sene als i al cra She Sisias cele felol eke er Cavels 1,006 


TENSION (DIRECT). 


RLOH COM SKEET. soso ele sled aig saat atebel are aioane ental ¢ 16,000 
MASTTESTOSL I cre crctiteets BS ty Ae eI Cie 16,000) 
Wrought iron....... Ncvevenauaee Nc Niak Sevekalerautes 12,000 
CASA TOMI a lars ata otcse eo laucveroun onal arene orate ee 3,000 | 
Yellow pine....... ealateele Vaile oe saber ateca Mectelsioh MaseOor 
VV TGS LTS). 3h. cress attevelaiene eraletolatale/ ste, oiclel ei S00 
Spruee 4.4%. Se icra ec ahtel coat ENR iohe ea rekadete = é 800 
ANGERS tele shale a ciese¢ pheiacaletelnte elt sieveial share eaten 1,000 
Hemlock ..... che aisicierateleeleteraleta stators acon tote 0 
SHEAR 
Steel web plates...... Reletelelale ae iete wesicire peOLOUOI 
Steel shop rivets and pins............ 10,000 
Steak Meldterivetshic circisels asics s caleictecs f seeeOUe 
Steel, fleldi poltsu%.. oi. iss eles olathe ae eis ok beats DOOM 
Wrought iron web plates............-. 6,000 
Wrought iron shop rivets and pins..... 7,500 
Wrought iron field rivetsS.......2.ss00% 6,000 
Wrought iron? field: bolts. 0 s)o <6 sse.0 ne ei De 


PASE AIO A Atiels whole pec ste whe oe oe aia 


With Across 


‘Fiber. Fiber. 
BO TLOW. WING. itn chee tthe vateian olsen i 500 
MVE LED MD LIVEs evens our oueetin crite catecale aie tks 40 250 
ear CO, ira citadel Mates Mae cate ute ae a 50 320 
MANSLICHA) 5) tee 2 rally. cr Hose Ns La Solel wialnehe meets te 100 600 
jLocust Ph ey So Ge el ere a 100 720 
jHemlock Neale ute pei ladeeebes eles im, cr otonetel aie: aaa 40 275 
BBISCSENALE, © cies epolebedd's tm reve a cicseNl ote cem pyre 150 
“SAFE EXTREME FIBER STRESS (BEND- 
ING). 
PUOLLeG: = Steel Dea MIS . oe sts ic ie oceretetereioce @ sie ane 16,000 
‘Rolled steel pins, rivets and bolts...... 20,000 
‘Riveted steel beams (net flange section) 14,000 
Rolied wrought iron beams............ 12,000 
‘Rolled wrought iron pins, rivets and 
MOLES CLT Some ooh mata cr ab bn R Rien 15,000 
‘Riveted wrought iron beams (net 
Rance SECCON tok. o ee) eleearn aeteblos . 12,000 
Gast “iron | compression side... . 0... cis sete 16,000 
PLL OW? SOLIEG Sas sespete ieee. =. soarornvenelate eral te le ouere 3,000 
ESI VLGCO HGeeiaheite daijerelevera iafereve-s sistidie beleiislercvelte Ueietts\ietece 1,200 
RAE Pie siaceboteue te Pastel teip. sal oS Tove jalie alel ovate eittetetead shots 800 
MPRA CAL SE pitttion ale sieve b rchere je, beavelerertore, sialaters talcmels has 800 
RETOTT) LO CURT Wer tiats 2 a saatecetect le clstoher ey cuenanela te eile lets 1,000 
BOTA SCTE EN i) he vessuay slate cede Sua ese iarahine HIeMRIG eh beta ae 1,200 
MURA TIL: (ish ses ceie cals ale e/escaisle stant tie teferetereln shar 180 
MCAS SCOT His iee es ite white rer erapela heraree ace 150 
MIAPIICSEONE | 4% cies s,eceve lave ebevate oases eter lets 150 
SREULE Alon ci.cjicpelat eyshater claim? ile lecelehn ee, eratasetencne sralets 400 
PBPAT DIS! oiaisie ws selsis vee diel ute kaolialverlevate se) Bringer tone oats 120 
BALTIC SLOTIO#)\j.\cke intole tore cvs ccollal aaerodausie (ajetetevasele® 100 
BESTITOSTOTIG (56 ccciaters check i Sierecrelece eoteLaNe letamene ry eve 300 
, Concrete (Portland) cement, 1; sand, 
MeO A SUONG fA hh ais 6 a omelets eibeleie tetas shake 30 
) Concrete (Portlana) cement, t- sand, 
MN SCOR CS tele arses ere taketh illelia neat atte ho as oe beaaee 20 
, Concrete (Rosendale or equal) cement, 
HP USAC, Yo StONC, WA. siisiew enters eave navies 16 
, Concrete (Rosendale Or equal) cement, 
A SANG SCONE, OO isis Vaio ete creroWnal ape ice : 10 
. Brick (hard- “‘purned) Siete terslotetene 3 a ceekevets Hess 50 
Brickwork (in cement).. sietsis ejeieieie'eaits 30 
SECTION 132.—WIND PRESSURE. 


1 All structures exposed to wind shall be de- 
signed to resist: a: horizontal wind pressure of 
lthirty pounds for every square foot of surface 
.thus exposed, from the ground to the top of 
“same, including roof, in any direction. 

' In no case shail the overturning moment due 
‘to wind pressure exceed seventy-five per 
Yeentum of the moment of stability of the 
structure. 

) Jn all structures exposed to wind, if the re- 
sisting moments of the ordinary materials of 
“construction, such as masonry, partitions, 
‘floors and connections, are not sufficient to 
‘resist the moment of distortion due to wind 
pressure taken in any direction on any part 
of the structure, additional bracing shall be 
introduced sufficient to resist the moment of 
) distortion due to wind pressure, taken in any 
-direction on any part of the structure, addi- 
‘tional bracing shall be introduced sufficient to 
lmake up the difference in the moments. 

) In calculations for wind bracing the working 
‘stresses set forth in this Code may be in- 
'creased by fifty per centum. 

’ In buildings under one hundred feet in 
‘height, provided the height does not exceed 
four times the average width of the base, 
‘the wind pressure may be disregarded. 


SECTION 138—PUBLIC BUILDINGS, THEA- 
* TRES AND PLACES OF ASSEMBLAGE— 
PUBLIC BUILDINGS. 


In all public buildings or buildings of a pub- 
lic character— 
Such as_ hotels, 


churches, theatres, restau- 
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rants, railroad depots, public halls and other 
buildings used or intended to be used for pur- 
poses of public assembly, amusement or in- 
struction, and including department stores and 
other business and manufacturing buildings 
where large numbers of people are congre- 
gated. the halls, doors, stairways, seats, pass- 
ageways and aisles, and all lighting and heat- 
ing appliances and apparatus shall be arranged 
as the Inspector of Buildings shall direct to 
facilitate egress in cases of fire or accident, 
and to afford the requisite and proper accom- 
modation for the public protection in such 
cases. ’ 

The Inspector of ‘Buildings may at any time 
serve a written or printed notice upon the 
owner, lessee or manager of any such build- 
ings, directing any act or thing to be done or 
provided in or about the said buildings and 
the several appliances herewith connected, such 
as halls, doors, stairs, windows, seats, aisles, 
fire walls, fire apparatus and fire escapes, as 
he may deem necessary. 


THEATRES EXISTING PRIOR TO THE 
PASSAGE OF THIS ORDINANCH. 


Nothing herein contained shall be construed 
to authorize or require any other alterations to 
theatres existing prior to the date of this Code 
than are specified in this section. 


SECTION 134—THEATRES AND PLACES 
OF PUBLIC AMUSEMENT, 


Hvery theatre or opera house, or other build- 
ing intended to be used for theatrical or 
operatic purposes, or for public resort or en- 
tertainments of any kind, hereafter erected, 
for the accommodation of more than three 
hundred persons, shall be built to comply with 
the requirements of this section. No building 
which, at the time of the passage of this 
Code, is not in actual use for theatrical or 
operatic purposes, and no building hereafter 
erected not in conformity with the require- 
ments of this section. shall be used for the- 
atrical or operatic purposes, or for public en- 
tertainments of any kind, until the same shal] 
have been made to conform to the require- 
menis of this section. 

No building hereinbefore described shall be 
opened to the public for theatrical or operatic 
purpeses, or for public entertainment of any 
kind, until the Inspector of Buildings shal} 
have approved the same in writing as con- 
forming to the requirements of this section, 
por until the Commissioners of the Fire De- 
partment shall have certified in writing that 
all the appliances for the extinguishing of fire 
or guarding against the same conform to this 
Code and to the special requirements of this 
section and are in a complete and satisfactory 
working condition. 

Every such building shall have at least one 
front on the street, and in such front there 
shall be suitable means of entrance and exit 
for the audience. 

In addition to the aforesaid entrances and 
exits on the street there shall be reserved for 
rervice in case of an emergency an open 
vourt or space on the side not bordering on 
the street, where said: building is located on 
a corner lot; and on both sides of said build- 
ing where there is but one frontage on the 
street. The width of such open court or courts 
shall be not less -than seven feet where the 
seating capacity does not exceed one thousand 
people, exceeding one thousand and not more 
than eighteen hundred people, eight feet in 
width, and exceeding eighteen hundred peo-— 
ple, ten feet in width. Said open court or 
courts shall begin on a line with or near the 
proscenium wall and shall extend the length 
of the auditorium proper to or near the wall 


separating the same from the entrance lobby 
or vestibule. 

A separate and distinct corridor shall con- 
tinue to the street from each open court, 
through such superstructure as may be built 
on the street side of the auditorium, with con- 
tinuous walls of brick of fireproof materials 
on each side the entire length of said corridor 
or corridors, and the ceiling and floors shall be 
fireproof. Said corridor or corridors shall not be 
reduced in width to more than three feet less 
than the width of the open court or courts, and 
there shall be no projection in the same; the 
outer openings to be provided with doors or 
gates opening toward the street. During the 
performance the doors or gates in the cor- 
ridors shall be kept open by proper fastenings; 
at other times they. may be closed and fastened 
by movable bolts or latches. 

The said open courts and corridors shall not 
be used for storage purposes, or for any pur- 
pose whatsoever, except for exit and: entrance 
from and to the auditorium and stage, and 
must be kept free and clear during perform- 
ances. 

The level of said corridors shall be. graded 
to the sidewalk and made flush therewith at 
all points at the street entrances. 

The entrance of the main front of the build- 
ing shall not be on a higher level from the 
sidewalk than four steps, but this shall not 
preclude the use of an additional number of 
steps at the street entrances to the sides or 
rear of the building as may be necessary to 
overcome the difference in grades of sidewalks. 

To overcome any difference of level in and 
between courts, corridors, lobbies, passages and 
aisles on the ground floor, gradients shall be 
employed of not over one foot in twelve feet 
with no perpendicular rises. 

From the auditorium opening into the said 
open courts, or on the side street, there shall 
be not less than two exits on each side in 
each tier from and including the parquet and 


each and every gallery. Hach exit shall be at 


least five feet in width in the clear and pro- 
vided with: fire doors constructed as herein- 
before in this Code described for fireproof 
doors. All of said doors shall open outwardly, 
and shall be fastened with movable bolts, the 
bolts to be kept drawn during performances, 
There shall be balconies not less than four 
feet in width in the said open court or courts 
at each level or tier above the parquet on 
each side of the auditorium of sufficient length 
to embrace the two exits, and from said bal- 
eonies there shall be staircases extending to 
the ground level, with a rise of not over eight 
and one-half inches to a step, and not less 
than nine inches tread exclusive of the nosing. 
The staircase from the upper balcony to the 
next below shall be not less than thirty inches 
in width in the clear, and from the first bal- 
cony to the ground three feet in width in the’ 
clear, where the seating capacity of the audi- 
torium is for one thousand people or less; 
three feet and six inches in the clear where 
exceeding one thousand and not more than 
eighteen hundred people and not more than 
twenty-five hundred people, and four feet six 
inches in the clear where the seating capacity 
is more than twenty-five hundred people. All 
the hbefore-mentioned balconies and staircases 
shall be constructed of wrought iron or _ steel 
throughout, except that the treads may be of 
cast iron, and be of ample strength to sus- 
tain the load to be carried’ by them, and they 


' shall be covered with a metal hood or awning, 


to he construeted in such manner as shall be 
approved by the Inspector of Buildings. 

Where one side of the building borders on a 
street there shall be balconies and staircases of 
like capacity and kind, as before mentioned, 
earried to the ground. 

Where located on a corner lot that portion 
of the premises bordering on the side street 
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and not required for the uses of the theatre 
may, if such portion be of fireproof construc- 
tion, and not more than twenty-five feet aver- 
age width, be used for oftices, stores or apart- 
ments, provided the walls separating this por- 
tion from the theatre proper are carried up 
solidly to and through the roof, and that an 
exit is provided for the theatre, on each tier, 
equal to the combined width of éxits opening 
on opposite sides in each tier, communicating 
with balconies and staircases leading to the 
street in the manner provided elsewhere in this 
section. ! 

Nothing herein contained shall prevent a roof 
garden, art gallery or rooms for simialr pur- 
poses being placed above a theatre or public’ 
building, provided the floor of the same form-' 
ing ths roof over such theatre or building shall 
be constructed of iron or steel and fireproof 
materials, and that said floor shall have no 
covering boards or sleepers of wood, but be of 
tile or cement. Every roof over said garden 
or rooms shall have all supports and rafters 
ef iron or steel, and be covered with glass or 
fireproof materials, or both, but no suen roof 
garden, art gallery or room for any public 
purpose shall be placed over or above that 
portion of, any theatre or other building which 
is used as a Stage. 

No workshop, storage or general property 
room shall be allowed above the auditorium or 
stage, or under the same, or in any of the fly 
galleries, unless all pf such rooms or shops are 
located in the rear of or at the side of the 
stage, and in such cases they shall be sep- 
arated from the stage by a brick wall not less 
than twelve inches in thickness, and the open- 
ings leading into said portions shall have self- 
closing standard fire doors. 

No portion of any building hereafter erected 
or altered, used or intended to be used for 
theatrical or other purposes as in this section 
specified, shall be occupied or used as a hotel, 
boarding or lodging house, factory, workshop 
or manufactory, or for storage purposes, except 
as may be hereafter specially provided for. 
Said restriction relates not only to that por- 
tion of the building which contains the audi- 
torium and the stage, but applies also to the 
entire structure in conjunction therewith. 

No store ocr room contained in the building, 
or the offices, stores or apartments adjoining, as 
aforesaid, shall be let or used for carrying on 
any business dealing in any article or material 
dangerous to life, except under such conditions 
as may be prescribed by the Fire Department, 
under authority of a written permit issued by 
said Department, or for manufacturing pur- 
poses. 

No lodging accommodations shall be allowed 
in any part of the building communicating 
with the auditorium. . 

Interior walls built of fireproof materials 
shall separate the auditorium from the en- 
trance vestibule, and from any room or rooms, 
over the same; also from any lobbies, cor- 
ridors, refreshment or other rooms; and in all 
such walls the window and door frames and 
all sash and doors shall be fireproof; the win- 
dow frames and sash shall be of metal of) 
standard construction, and the sash made sta-. 
tionary and glazed with wired glass not less 
than one-quarter inch in thickness, and each 
pane or unit measuring not more than twenty-. 
four by thirty inches; the doors shall he made 
to close automatically and be of standard pat- 
tern and make in every respect. | 

All staircases for the use of the audience 
shall be inclosed with walls of brick, or of 
fireproof materials approved by the Inspector 
cf Buildings, in the stories through which they 
pass, and the openings to said staircases from 
each tier shall be the full width of staircase. 
No door shall open immediately upon a flight 
of stairs, but a landing at least the width of 
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‘the door shall be provided between such stairs 
und such door, 

A fire wall, built of brick, not less than 
-welve inches in any portion of same, shall 
separate the auditorium from the stage, and 
the same shall extend at least four feet above 
he stage roof, or the auditorium roof, if the 
atter be the higher, and shall be coped. 
Above the’ proscenium opening there shall be 
tn iron girder of sufficient strength to safely 
uupport the load above, and the same shall be 
‘overed with fireproof material not less than 
‘our inches in thickness, 

Should there be constructed an orchestra 
wer the stage, above the proscenium opening, 
the said orchestra shall be placed on the audi- 
‘rium side of the proscenium fire wall, and 
thall be entered only from the auditorium side 
yf said wall. 

The molded frame around the proscenium 
ypening shall be formed entirely of fireproof 
nateérials: if metal be used, the metal shall be 
illed in solid with non-combustible material 
ind securely anchored to the wall with iron. 
No doorway or opening through the prosce- 
lium wall from the auditorium shall be al- 
owed above the level of the first floor, and 
tuch first floor openings shall have self-closing 
‘standard fire doors at each side of the wall, 
ind openings, if any, below the stage shall 
xach have a self-closing standard fire door, 
ind all of the said doors shall be hung so_as 
0 be opened from either side of the wall at 
ull times. 

-There shall be provided over the stage metal 
skylights of an area or combined area of at 
east one-twelfth of the area of said stage, 
itted with rolling sash and glazed with glass 
10t exceeding one-eighth of an inch thick, and 
sach pane thereof “measuring not less than 
three hundred square inches. The rolling sash 
shall be fitted with brass wheels not less than 
-wo and one-half inches in diameter, and lat- 
cer shall roll on brass tracks. extending the 
sntire length of the sash. The portion of the 
‘racks extending from the edge of the curb of 
che skylight to the end of the incline may be 
nade of iron. 

The skylights shall be set on curbs, so that 
che lowest. portion of the tracks upon which 
they slide shall be not less than twelve inches 
zbove the roof. 

The whole of which skylight shall be so con- 
structed as to open instantly on the cutting or 
jurning of a hempen cord, which shali be ar- 
sanged to hold said skylights closed, or some 
jther equally simple approved automatic de- 
vice for opening them may be provided. Im- 
mediately underneath the glass of said sky- 
ights there shall be wire netting, but wire 
xlass shall not be used in lieu of this require- 
ment. 

The roof over the stage shall be provided 
with a shaft of galvanized iron extending from 
the ceiling line up through and at least four 
Feet above the roof, and have a raised cover 
at the top for the escape of smoke. The least 
mside diameter, or the least horizontal mea- 
surement, if the shaft be of other shape than 
sircular, shall he forty-eight inches. At thé 
pottom of this shaft, on a plane with the ceil- 
ng, shall be a galvanized sheet iron door in 
two parts, each part separately hinged and 
<ept closed by fusible links, so that in case of 
ire the doors will instantly epen downwards 
by their own weight. 

All that portion of the stage not comprised 
in the working of scenery, traps and other 
nechanical apparatus for the presentation of 
zZ scene, usually equal to the width of the 
groscenium opening, shall be built of iron or 
stee! beams filled’ in between with fireproof 
material, and all girders for the support of 
said beams shall be of wrought iron or 
rolied steel. 

‘The fly galleries-and the tie galleries entire, 


36 


including pin rails, shall be constructed of 
iron or steel, and the floors .of said galleries 
shall be composed of iron or steel beams, 
filled with fireproof materials, and no wood 
boards or sleepers shall be used as covering 
over beams, but the said floors shall be en- 
tirely fireproof. 

The gridiron or rigging loft shall have a 
lattice iron floor, and be readily accessible by~ 
iran stairways. 

All stage scenery, curtains and decorations 
made of combustible material, and all wood- 
work on or about the stage, shall be painted 
or saturated with some non-combustible ma- 
terial, or otherwise rendered safe against fire. 

And the finishing coats of paint applied to 
all woodwork throughout the entire building 
shall’ be of such kind as will resist fire 
to the satisfaction of the Inspector of Build- 
ings. 

The roof over the auditorium: and the en- 
tire main floor of the auditorium and ves- 
tibule, also the entire superstructure over the 
entrance, lobby and corridors, and all gal- 
leries and supports for the same in the audi- — 
torium shall be constructed of iron or steel 
and fireproof materials, not excluding the use 
of wood floor boards and necessary sleepers to 
fasten the same to, but such sleepers shall not 
mean timbers of support, and the. space be- 
tween the sleepers, excepting the portion under 
the stepping in the galleries, which shall be 
preperly fire-stopped, shall be solidly filled 
with incombustible material up to the under 
side of the floor boards. 

The fronts of each gallery shall be entirely 
formed of fireproof materials, except the cap- 
ping, which may be made of wood. 

The ceiling under each’ gallery shall be en- 
tirely formed of fireproof materials. 

The ceiling of the auditorium shall be formed 
of fireproof materials. 

All lathing, whenever used, shall be of wire 
or other metal on metal studding. 

The partitions in that portion of the build- 
ing which contains The auditorium, the en- 
trance and vestibule, and every room and 
passage devoted to the use of the audience, 


shall be constructed of fireproof. materials, 
including the furring of outside or other 
walls. ; 


None of the walls or ceilings shall be cov- 
ered with wood sheathing, wood wainscoting, 
canvas or any combustible material. 

But this shall not preclude the construction 
of a wood sounding-board over orchestra pit 
when the same extends back of and below the 
overhang of the stage, provided the said wood 
sheating be properly fire-stopped by a twelve- 
inch brick wall back of same, and also have a 
rroper fireproof construction directly under 
the overhang of the stage extending from the 
brick wall to the apron of the stage. 

Actors’ dressing rooms shall not be placed 
on the stage, under the stage, over the stage} 
on the fly galleries, nor under the auditorium, * 
but shall be placed in a separate section pro- 
vided for that purpose. 

The walls separating said section containing 
the actors’ dressing rooms from the stage 
shall be not less than twelve inches in thick- 
ness, and the openings therefrom to stage shall 
be protected with standard self-closing fire 
doors. The partitions dividing the dressing 
rooms, together with the partitions of every 
passageway from the same to the stage, and 
all other partitions on or about the sides of 
the stage, or fireproof portion thereof, shall 
be constructed of fireproof material not less 
than four inches in thickness, approved by 
the’ Inspector of Buildings. All doors in any 
of said partitions shall be standard fire doors. 

All dressing rooms shall have an independ- 
ent exit leading directly into a court or street, 
and shall be ventilated by windows in the ex- 
ternal wall. 


All shelving and cupboards in each and every 
dressing room, property room or other storage 
rooms shall be constructed of metal, slate or 
some fireproof material, 

All windows where accessible, except as this 
section otherwise specified, shall be arranged 
to open. 

None of the windows in outside walls shall 
have fixed sashes, fixed iron grills. or bars; 
these may be arranged to hinge and lock, put 
must be left unlocked during performances. 

All seats in the auditorium excepting those 
contained in boxes shall be not less than thir- 
ty-two inches from back to back, measured in 
a horizontal direction, and firmly secured to 
the floor. No seat in the auditorium shall 
have more than six seats intervening between 
it and an aisle on either side. 

No stool or seat shall be placed in any aisle. 

All platforms in galleries formed to receive 
the seats shall be not more than twenty-four 
inches in height of riser, nor less than thirty- 
two inches in width of platform. - 

All aisles on the respective floors in the 
auditorium having seats on both sides of 
same shall be not less than three feet wide 
where they begin, and shall be increased in 
widtn toward the exits in the ratio of. one 
and one-half inches to five running feet. Aisles 
having seats on one side only shall be not less 
than two feet six inches wide at their begin- 
ning and increased in width the same as 
aisles having seats on both sides. 

The aggregate capacity of the foyer, lobbies, 
corridors, passages and rooms for the use of 
the audienge, not including aisle space be- 
tween seats, shall on each floor or gallery: be 
sufficient to contain the entire number to be 
accommodated on said floor or gallery, in the 
ratio of one hundred and fifty superficial feet 
‘of floor room for every one hundred persons. 

Gradients or inclined planes shall be em- 
ployed instead of steps where possible to over- 
come Slight differences of level in or between 
aisles, corridors and passages. 

Every theatre accommodating three hundred 
persons shall have at least two exits; when 
accommodating five hundred persons, at least 
three exits shall be provided; these exits not 
referring to or including the exits to the open 
court at the side of the theatre. 

Doorways of exit or entrance for the use 
of the public shall be not less than’ five feet 
in width, not including the fire exit doorways, 
and for every additional one hundred persons 
or fraction thereof in excess of five hundred to 
‘be accommodated an aggregate of twenty 
inches additional exit width must be pro- 
vided. 

All doors of exit or entrance shall open out- 
wardly and be hung to swing in such manner 
as not to become an obstruction in a passage 
or corridor, and no such doors shall be 
closed and locked when the building is open to 
the public. 

Distinct and separate places of exit and 

entrance shall be provided for each eallery 
above the first gallery. 
A common place of exit and etitrance may 
serve for the main floor of the auditorium and 
first gallery, provided its capacity be equal 
to the aggregate capacity of the outlets from 
the main floor and the said gallery. © 

No passage leading to any stairway commu- 
nicating with any entrance or exif, not includ- 
ing fire exits, shall be less than four feet in 
width in any part thereof. 

All stairs within the building shall be con- 
structed of fireproof material “throughout, as 
is elsewhere in this Code required. 

Stairs from balconies and galleries shall not 
communicate with the basement or cellar. 

All stairs shall have treads of uniform width 
and risers of uniform height throughout in 
each flight. 
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_on opposite sides of gallery, 


No stairways from galleries shall be less 
than four feet in width. Where accommoda- 
tion is provided in a gallery for more than 
one hundred people there shall be at least 
two stairs extending to the ground arranged 
and for every 
additional fifty people or fraction thereof in 
excess of the first one hundred to be accom- 
modated six inches shall be added to the width 
proportionately divided between the two flights. 

The width of all stairs shall be measured in 
the clear between hand rails. 

In no case shall the risers of any stairs 
exceed seven and a half inches in height, nor 
shall the treads, exclusive. of nosings, be less 
than ten and one-half inches wide in straight 
stairs. 

No circular or winding stairs for the use: 
of the public shall be permitted. 

Where the seating capacity is for more than 
one thousand npeople there shail be at least 
two independent staircases, with direct exterior 
outlets provided for each gallery in the au- 
ditorium; where there are not more than two 
galleries, the stairs shall be located on opposite 
sides of said galleries. Where there are more 
than two galleries one or more additional 
staircases shall be provided, the outlets from 
which shall communicate directly with the 
principal exit or other exterior outlets. All 
said staircases shall be of width proportioned 
to the gallery accommodation as elsewhere 
herein prescribed. Where the seating capacity 
is for one thousand people, or less, two direct 
lines of staircases only shall be required, lo-. 
cated on opposite sides of the galleries, and 
in both cases shail extend from the sidewalk 
level to the upper gallery, with outlets from 
each gallery to each of said staircases, 

At least two independent direct exterior out- 
lets shall be provided for the service of the 
stage and shall be located on the opposite sides 
of the same. 

All inside stairways leading to the upper Ba Isl 
leries of the auditorium shall be inclosed on 
both sides with walls of fireproof materials.) 
Stairs leading to the first or lower gallery may 
be left open on one side, in which case they 
shall be constructed as herein provided for 
similar stairs leading from the entrance hall 
to the main floor of the auditorium. But in 
no case shall stairs leading to any gallery be 
left open on both sides. 

When straight stairs return directly on them- 
selves a landing the full width of both flights, 
without any steps, shall be provided. The 
outer line of landings shall be curved to a 
radius of not less than two feet to avoid square 
angles. Stairs turning at an angle shall have 
proper landing without winders introduced at 
said turn. ‘In stairs, when two side flights 
ecnnect with one main flight, no winders shall 
be introduced, and the width of the main 
flight shall be at least equal to the aggregate 
width of the side flights. All stairs shall 
have proper landings introduced at convenient 
distances. 

All ineclosed staircases shall have, on both 
sides, strong hand rails firmly secured to the 
wall about three inches distant therefrom and 
abcut three feet akove the stairs, but said 
hend rails shall not run on level platforms and 
landings where the same are of greater length 
than the width of the stairs. 

All staircases eight feet and over in width 
shall be provided with a center hand rail of 
metal, not less than two inches in diameter, 
placed at a height of about three feet above 
the center of the treads, and supported on 
wrought metal or brass standards of sufficient 
strength placed not nearer than four feet nor 
more than six feet apart, and securely bolted 
to the treads or risers. of stairs, or both, and 
at the head of each flight of stairs, on each 
landing, the post or standards shall he at 


st six feet in height, to which the rail 
hall be secured. 

.Every steam boiler which may be required 
or heating or other purpose shall be located 
utside of the building, either under sidewalk 
r in an extension, but in no case under or 
ithin any portion of the building used for 
Iheatrical’ purposes, and. the 
io the same shall be inclosed by walls of ma- 
onry on all sides, and the ceiling of such 
pace shall be constructed of fireproof ma- 
erials. All doorways in said walls connecting 
Vith the building shall have standard auto- 
natic sliding fire doors. 

No floor register for heating, ventilating or 
ther purposes shall be permitted, 

No coil or radiator shall be placed in any 
isle or passageway used as an exit, and 
hereby reduce the same to less than the width 
required by this section; but all said coils and 
fadiators shall be placed in recesses formed in 
he wall or partition to receive the same. 

All supply, return or exhaust pipes shall be 
roperly incased where passing through floors 
bry near woodwork, 

Standpipes of not less than four inches in 
liameter shall be provided with hose connec- 
lion as follows: One on each side of the audi- 
lorium in each tier, one on each side of the 
itage in each tier, one within ten feet of the 
floor of the property room, one within ten feet 
if the door of the carpenter’s shop and scenery 
itorage room. 

All of such standpipes and hose connections 
‘shall be kept clear of obstructions. 

Said -standpipes shall receive their supply 
bf water from a gravity tank located over 
stage roof, bottom of tank at least twelve feet 
tbove highest point of roof, and not less than 
ive thousand gallons capacity, and in addi- 
tion at least one of the following supplies: 

(a) Approved steel pressure tank of not less 
than five thousand gallons total capacity lo- 
sated on stage roof or not lower than gridiron 
floor. 

(b) Automatic fire pump of not less than fivé 
nundred gallons eapacity per minute. 

(c) From city mains where pressure is not 
ess than twenty-five pounds per. square inch 
t level of highest hose outlet. 

Pipe shall ‘be fitted with approved straightway 
eomposition gate valves at hose outlets, and 
he thread of all connections shall be uniform 
with that in use by the local Fire Department. 
One spanner to be located at each hose con- 
nection. 

Pipes shall be kept constantly filled with 
water under pressure and be ready for imme- 
jate use at all times. 

In addition to the requirements contained in 
this section the standpipes shall have a Siamese 
teamer connection and conform to all other 
requirements contained in Section 116 of this 
Code, covering standpipe installation. 

A sufficient quantity of approved line, cotton 
rubber lined, or rubber hose, not less than two 
and one-half inches in diameter, in fifty foot 
Hengths, but not less than fifty feet in total 
length, shall be kept attached to each hose 
eonnection. Hose shall be fitted with washers 
and equipped with couplings and nozzles, the 
thread of which shall be uniform with that in 
use by the local Fire Department. 

The standpipe equipment above described to 
be installed independently of and without con- 
nection to the automatic sprinkler system re- 
quired under this section. 

A system of automatic sprinklers approved 
‘by the Inspector of Buildings and the Commis- 
fsioners of the Fire Department shall be in- 
‘stalled throughout the entire stage section of 
the theatre located in the rear of the proscen- 
ium wall; this to include under roof, under 
gridiron, under galleries, under the stage, in 
‘all dressing-rooms, in all workshops, property 
‘and all other rooms and passageways. 


space allotted ° 
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There shall be an independent water supply 
to the sprinklers, which may consist of any 
one of the following: 

.(a) Gravity tank of not less than ten thou- 
sand gallons capacity, and elevated not less 
aie twenty-five feet above the highest sprink- 
er. 

(b) Approved steel pressure tank of not less 
than seven thousand five hundred gallons ca- 
pacity, located not lower than the highest line 
of sprinklers, 

(c) Disnect supply from city water mains 
where the pressure is sufficient to maintain not 
less than twenty-five pounds at highest line 
of sprinklers when same, are in operation. 

In addition to one or more of the above re- 
quired supplies there shall be a Siamese steamer 
connection placed on the outside of the building 
at each street front, installed as described in 


Section 116, and with suitable iron plate with - 


raised letters securely attached to the wall 
near steamer connection, reading ‘‘Stage 
Sprinklers.’”? | 

The location and spacing of sprinkler heads 
and the schedule of pipe sizes shall conform to 
the standard recommended by the. National 
Board of Fire Underwriters,’ which is hereby 
made a part of the requirements of this Code. 

There shall be kept in readiness for imme- 
diate use one forty-gallon cask filled with 
water and six fire pails on each side of the 
stage, under the stage, on each fly gallery, and 
a supply of fire pails in property and other 
storerooms and in each workshop; said casks 
and buckets shall be painted red and lettered 
“Hor Fire Purposes Only.’’ 

There shall also be provided six three-gallon 
approved chemical fire extinguishers, at least 
four axes, two twenty-foot hooks, two fifteen- 
foot hooks and two tenfoot hooks on the stage, 
and such other appliances as may be reauired 
by the Commissioners of the Fire Department. 

Every portion of the building devoted 
uses or accommodation of the public, also all 
outlets leading to’ the streets, and including 
the open courts and corridors, shall be well 
and properly lighted during every perfyrmance, 
and the same shall remain lighted wntil the en- 
tire audience has left the premises. 

There shall be one light within a red gjobe 
or lantern, placed over each exit opening, on 
the auditorium side of the wall. 

Gas mains. and electric light wires suvplying 
the building shall have three independent con- 
nections as follows: One for the stage, one 
for the auditorium, excepting the exit lights 
therein, and the third for the halls, corridors, 
lobbies, exit lights, including the exit light in 
the auditorium, and such other portions of the 
building used by the audience outside of ‘the 
auditorium proper. 

All gas and. electric lights in the halls, 
corridors, lobbies and other portions of the 
building used by the audience, with the ex- 
ception of the auditorium proper, but including 
the exit lights therein, shall be controlled by 
two separate switches or valves, one to be 
located in the lobby and the other to be so 
located as to be operated from the outside of 
the building. 

Provision shall be made for shutting off all 
gas at a point outside of the building. 

When interior gaslights are not lighted by 
electricity other suitable appliances, to be ap- 
proved by the Inspector of Buildings, shall be 
provided. 

All suspended or bracket lights surrounded by 
glass in the auditorium, or in any part of the 
building devoted to the public, shall be pro- 
vided with proper wire netting underneath. 

No gas or electric light shall be recessed. in 
the walls, woodwork, ceilings or in any part 
of the puilding unless protected by fireproof 
materials. 

All lights in passages and corridors in said 
buildings, and wherever else deemed necessary 


to the. 


by the Inspector of Buildings, shall be guarded 
with proper wire network, é 

The footlights, when not electric, in addition 
to the wire network shall be guarded with 
strong wire guard and chain drawn taut placed 
not less than two feet distant from said foot- 
lights, and the trough containing said footlights 
shall be formed of and surrounded by fireproof 
materials. 

All border lights shall be constructed accord- 
ing to the best-known methods, and subject to 
the approval of the Inspector of Buildings, and 
shall be suspended for not less than ten feet 
therefrom by wire rope or iron chain. 

All ducts or shafts used for conducting 
heated air from the main chandelier, or from 
any other Jight or lights, shall be constructed 
of metal and made double, with an air space 
between, or some other approved . fireproof 
material may be used. 

All stage lights shall have strong metal wire 
guards cr screens, not less than eight inches 
in diameter, so constructed that any material 
in contact therewith shall be out of reach of 
the flames of said stage lights, and such 
guards or fixtures shall-in all cases be soldered 
to the fixture. 

The bridge calcium lights at sides of 
proscenium shall be inclosed in front and on 
the side by galvanized iron, so that no drop 
ean come in contact with the lights. Blectric 
calciums, so called, are included in the above 
requirement, 

The standpipes, gas pipes, electric wires, 
hose footlights and all apparatus for the ex- 
tinguishing of fire or guarding against the 
same, as in this section specified, shall be in- 
stalled to the satisfaction of and be in charge 
of and under control of the Commissioners of 
the Fire Department, and the said Commis- 
sioners are hereby directed to see that the 
arrangements in respect thereto are carried 
out, enforced and maintained. 

A diagram or plan of each tier, gallery or 
floor, showing distinetly the exits therefrom, 
each occupying a space not less than fifteen 
square inches, shall be printed in black lines 
in a legible manner on the programme of the 
performance., 

Every exit shall have over the same on the 
inside the word EXIT painted in legible let- 
ters not less than eight inches high. 


SECTION 135 — DRAINAGH — DRAINAGE 
AND REPAIRS THERETO. 


The drainage of all buildings, both public and 
' private, shall be performed in accordance with 
the rules and regulations of the Inspector of 
Buildings and the Department of Health. 

Repairs or alterations of such plumbing or 
drainage may be made without the filing and 
approval of drawings and descriptions with the 
Inspector of Buildings. 

But such repairs or alterations shall not be 
eonstrued to include cases where new vertical 
or horizontal lines of soil, waste, vent or 
léader pipes are proposed to be used. 

Notice of such repairs or alterations shall 
be given to the said Inspector before the 
same are commenced in such cases as shall 
be prescribed by the rules and regulations of 
the said Inspector, and the work shall be done 
in accordance with the said rules and regula- 
tions. 


SECTION 136—BUILDINGS RAISED, LOW- 
ERED, ALTERED OR MOVED. 


Within the fire limits it shall not be lawful 
for the owner or owners of any brick dwelling 
house with eight-inch walls or of any wood 
building already erected that has a peaked 
roof to raise the same for the purpose of 
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- or if the grade is altered, 


17 
H 


making a flat roof thereon unless the same bi | 
raised with the same kind of material as thi © 
building, and unless such new roof be cov | 
ered with fireproof material, 
| 
| 


BUILDINGS INCREASED IN HEIGHT, 


And provided that such building; when s¢ 
raised, shall not exceed forty feet 
to the highest part thereof. 

All such buildings must exceed twenty-five 
feet in height to the peak of the main roo 
before the said alteration and raising. 

In increasing the height of any such build 
ing the entire area which such building covers | 
may be raised to a uniform height, 


in heighi 


: 
; 


BUILDINGS ENLARGED. 


If any such building has an extension of less | 
width than the main building the same ma)' 
be increased in width to the full width of thi | 
main building with the same kind of materia | 
and to the same height as the main building | 

Any such pbuilding may be extended eithei 
on the front or rear to a depth of not more 
than twenty feet and not more than the 
width of the building, and to the full height 
with the same kind of material as the build | 
ing. 


j 
\4 
IN A ROW OF FRAME BUILDINGS. 


Any frame building situated in a row of 
frame buildings may be increased in height tc 
conform to the height of adjoining buildings. 


WHERE GRADE OF STREET HAS BEEN 
ALTERED. 


If any building shall have been built before 
the street upon which it is located is graded. 
such building may 
be raised. or lowered to meet the requirement | 
of such grade. 

The restrictions contained in this section 
shall not prohibit one-story and basement o1 
two-story frame dwelling houses from being 
inereased one additional story in height, but 
the additional story shalt pe brick construc- 
tion. 


FRAME BUILDINGS ALTHRED FOR BUSI- 
NESS USES, 
Within the fire limits no frame building more 
than three stories in -height now used as a 
dwelling shall hereafter be raised or altered 
to be used as a factory, warehouse or stable, 
but the same may be raised to make stores on 
the first floor provided the same does not ex- 
ceed forty feet in height. 


.MOVING FRAME BUILDINGS. 


No wood building. within or without the fire 
limits shall be moved from one lot to another 
until a statement, setting forth the purpose 
of said removal and the uses to which said 
building is to be applied, is filed in the In- 
spector of Buildings office, and a permit be 
first obtained therefor. 

No wood building shall be moved from with- 
out to within the fire limits, but may be 
moved out of the said fire limits. 


BRICK BUILDINGS ENLARGED 
RAISED. 


Within the fire limits no brick building shall 
be enlarged or built upon unless the exterior 
walls of said addition or enlargement be con- 
structed of incombustible materials; provided, 
however, that such brick building may be 
raised, lowered or altered under the same cir 
cumstances and in the manner provided for iy 
this section, 


OR 


SECTION 137—FIRE LIMITS. 


_No frame structure or wood structure shall 
be built hereafter in the City of Hoboken 
within the fire limits, as the limitse now are 
for from time to time may hereafter be estab- 
lished, except as provided in Section 141 of this 
Code, and also excepting grain elevators, coal 
elevators and pockets, ice houses and exhibi- 
tion buildings as provided for in Section 101 
land 101A of this Code. 


FIRE LIMITS. 


The following described district. shall be 
‘Known as restricted district showing fire lim- 
‘its, and its boundaries are described as fol- 
lows: 

All that section of the City of Hoboken 
which lies east of a line distant 100 feet west 
of the west house line of Willow avenue. 


SECTION 188—FRAME OR WOODEN 
BUILDING, DEFINITION OF. 


| Bor the purpose of properly construing this 
‘Code a frame or wooden building shall be con- 
sidered to be any building on which the front, 
iback or either side is constructed of wood, or 
is supported by @ wood frame or the design 
‘of which answers to either of these descrip- 
tions, whether sheathed outside with metal or 
mot, shall be taken and designated ag a frame 
for wooden building, and the erection or prep- 
farations for the erection of any such building 
shall be subject to the provisions of this Code. 
SECTION 189—HEIGHT OF 


BUILDINGS. 
It shall not be lawful hereafter to erect in 


FRAME 


ling of the warehouse class of a greater height 
ithan thirty-five feet or more than two stories 
lin height, measured from the curb line of the 
jstreet to the highest point of said building. 


140— FRAME STRUCTURES 
WITHIN FIRE LIMITS. 


f. The provisions in this section contained shall 
apply to buildings and structures, whether 
‘temporary or permanent, within the fire limits, 
as the said fire limits now, are or from time 
Ito time may heerafter be established. 


TEMPORARY FRAME BUILDINGS. 


Temporary one-story frame buildings may be 
erected for the uses of builder&S within the 
limits of lots whereon buildings are in course 
fof erection or on adjoining vacant lots, upon 
‘permits issued by the Inspector of Buildings. 
(Temporary structures shall be taken to mean 
‘and include platforms, stands, election booths 
and circus tents. 


ISECTION 


SHEDS. 


Sheds of wood not over fifteen feet high, 
open on at least one side, with the sides and 
roof thereof covered with fireproof material, 
may also be built, but a fence shall not be 
used as the back or side thereof. 

Such sheds shall not cover an area exceed- 
ing 2,500 square feet except by permission of 
the Inspector of Buildings in isolated localities 
and under such conditions as the said Inspector 
may prescribe, 


FENCES. 


Fences of any construction when built on 
the building lines shall not exceed a height of 
ten feet above the surface of the ground. 


the City of Hoboken a frame or wooden build-: 
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And when built beyond the building lines they 
shall be of open picket design and not higher 
than five feet above the surface of the ground. 

All fences shall be properly supported and 
braced, 


SIGNS. 


Signs of wood shall not exceed two feet in 
height on any building, but no sign of wood 
shall be placed above the front wall or cornice 
or roof of any building. 

Sky signs or any device in the nature of an 
advertisement, announcement or direction con- 
structed of sheet metal or wire fastened to 
wood frames supported upon or above or at- 
tached to any building shall be deemed to be 
wood signs. 

If such sky signs shall exceed two feet in 
height they shall be constructed entirely of 
metal, including the uprights, supports and 
braces for same, and shall be not more than 
ten feet in height above the front wall or cor- 
nice or roof of the building or structure to 
which they are attached or by which they are 
supported. 

Before any wood or metal sign shall be 
placed in position upon, above .or attached to 
the outside of any building a permit shall first 
be obtained from the Inspector of Buildings. 

Such sign shall be so constructed, placed and 
supported as not to be or become dangerous. 

All signs which shall be dangerous in any 
manner whatever shall be repaired and made 
safe or taken’ down by the owner, lessee or 
occupant of the building. 


BILLBOARDS. 


No sign or billboards of wood or metal} 
erected upon uprights or other supports ex- 
tending into the ground shall be at any point 
more than ten feet above the surface of the 
ground, and the same shall be properly sup- 
ported and braced. 


PIAZZAS AND BALCONIES. 


Piazzas or balconies of wood on buildings 
other than frame buildings which do not ex- 
ceed eight feet in. width, and which do not ex- 
tend more than three feet above the second- 
story floor beams, may be erected, provided a 
permit from the Inspector of Buildings be 
granted therefor. ¢ 

In connected houses such piazzas or balconies 
may be built, provided the same are open on 
the front and have brick ends not less than 
eight inches thick carried up above the roof 
of such piazza or balcony and coped with stone. 

The rocfs of all piazzas shall be covered with 
some fireproof material. 

Frame buiidings already erected may have 
placed on any story piazzas, balconies or bay 
windows of wood, the roofs of which may be 
covered with the same material as the roof 
of the main building. 


SMALL OUTHOUSES OF WOOD. 


Exterior privies and wood or coal houses not 
exceeding one hundred and fifty square feet in 
superficial area and eight feet high may be 
built of wood, but the roofs thereof shall be 
covered with metal, gravel or slate, 


SECTION 141—FRAME BUILDINGS DAM- 
AGED. 


Every wood or frame building, with a brick 
or other front, within the fire limits, which 
may heerafter be damaged to an amount not 
greater than one-half of the value thereof, 
exclusive of the valuation of the foundation 
thereof at the time of such damage, may be 
repaired or rebuilt; 


Pls 


But if such damage shall amount to more 
than one-half of such value thereof, exclusive 
of the value of the foundation, then such 
‘building shall not be repaired or rebuilt, but 
paee be taken down, except as provided in this 

ode, ‘ 


SECTION 142—FOUNDATION WALLS FOR 
FRAME BUILDINGS. 


Foundations for frame buildings shall be 
laid not less than four feet below the finished 
surface of the earth or upon the surface where 
there is rock bottom or upon piles or rang- 
ing timbers where found necessary. 


FOUNDATION WALLS FOR FRAME BUILD- 
INGS. 


The foundation walls of frame buildings shall 
be of brick or concrete not less than twelve 
inches thick. ; 


SECTION 143—FRAME CONSTRUCTION. 


All frame or wood buildings exceeding a 
height of fifteen feet shall be built ‘with sills, 
posts, girts, plates and rafters, all of suitable 
size and properly framed and braced with 
suitable studs or planks, set at. proper distance 
apart. 

The floor beams and rafters shall be not less 
than two inches in thickness. 

The covering of roofs with wood shingles 1S 
hereby prohibited. The walls of light, vent 
and dumbwaiter shafts, whether exterior or 
interior, in frame buildings, may be constructed 
of frame, but shall be brick filled and lined 
with plaster board and two coats of mortar. 

Frame buildings shall be roofed only with 
such materials as are specified in Section 113 
of this Code, including in the requirement the 
re of the tops and sides of dormer win- 
Ows. 

Nothing in this section shall be construed 
to prohibit the repairing of any shingle roof, 
provided the building is not altered in height, 
but this shall not be construed to permit the 
renewal of a shingle roof. 

Posts of hard wood and wood girders may 
be used instead of brick fore and aft parti- 
tions in cellars of frame buildings. 


SECTION 144—FIRE STOPS. 


In all frame buildings which are lathed and 
plastered or otherwise sheathed on the inside 
spaces between such parts of the floor joist 
or beams that rest upon the stud walls or upon 
partition heads shall be filled in solid for the 
depth of the joist or beams and between the 
studs or uprights to the depth of the latter to 
a height of six inches above the top of the 
floor joists or beams with suitable incombusti- 
ble materials. The fire stop shall extend 
around all the stud walls of the building, sup- 
porting the filling material where necessary on 
strips of wood nailed between studs, and in 
all stud partitions that rest directly over each 
other, and thus form a horizontal line of in- 
combustible material to effectually cut off 
draft openings’ from story to story through 
floors, stud walls and partitions. 


DRAINAGE AND HEATING OF FRAME 


BUILDINGS. 


The regulations applying to brick buiidings 
governing drainage and heating, also steam 
and hot-air pipes and registers, where the 
same extend through or along stud partitions, 
shall also apply to frame buildings. 


SECTION 145—FRAME BUILDINGS 


ALTERED. 


Frame buildings may be altered, extended, 
raised or repaired, provided: the new portions 
comply with the provisions of this Code. 
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‘secured and substantial justice done; 


SECTION 146—INSPECTOR OF BUILDINGS 
—RULES AND REGULATIONS— 
RECORD OF APPLICATIONS— 
ORDINANCES, ETC. 


The Common Council shall appoint in such 
manner as they may determine an Inspector 
of Buildings. He shall be a resident of the 
City of Hoboken, and who shall serve for the 
term of two years from the date of appoint- 
ment and until his successor shall be ap- 


pointed. He shall be either an architect, car- 
penter, mason, engineer (civil), or other me- 
chanic. He shall not be engaged in any other 


business during his incumbency of office, and 
shall not be an agent, directly or indirectly, 
of any manufacturer of building material or 
device. The annual salary of such Inspector 
of Buldings shall be the sum of eighteen hun- 
dred ($1,800) dollars, payable monthly, and 
said salary shall be in full payment of all 
services whatever rendered by such Inspector, 
The Common Council shall appoint an Assist- 
ant Inspector of Buildings, who shall serve 
for the term of one year from the date of 
appointment, and until his successor 
pointed. The annual salary of such Assistant 


shall be twelve hundred ($1,200) dollars a year, 


payable monthly. 


THE INSPECTOR OF BUILDINGS. 


The Inspector of Buildings shall nave power 
to vary or modify any of the provisions of this 
Code or any rule or regulation relating to the 
construction, alteration or removal of any 
building or structure erected or to be erected 
within the City of Hoboken upon an applica- 
tion to him therefor in writing by the owner 
or lessee of such building or structure or his 
duly authorized agent, where there are prac- 


is ap-: 


tical difficulties in the way of carrying out the — 


strict letter of this Code, so that the spirit of 
this Code shall be observed and public safety 
but no 
such variation or modification shall be granted 
or allowed unless the particulars of each ap- 
plication and of the decision of the said In- 
spector thereon and his reasons therefor shall 
be entered upon the records. 

The Assistant Inspector of Buildings shall 
perform such duties as may be assigned to 
him by the Inspector of Buildings. 


RULES AND REGULATIONS. 


The Inspector of Buildings shall have the 
power to establish general rules and regula- 
tions for the administration of his office; alse 
rules and regulations for the drainage of 


buildings, as prescribed in section 186 of this) 


Code; also such other rules and regulations 
as may be by him deemed advisable or nec- 
essary to make in giving full force and effect 


to the carrying out of the provisions of this 
Code; and he may amend and repeal such rules 
in his opinion, it shall 


and regulations when, 
be necessary or desirable. 


RECORD OF APPLICATIONS. 


The Inspector of Buildings shall keep a rec- 


ord of all applications presented to him con- 
cerning, affecting or relating to the construc- 
tion, 
other structures. 

Such record shall include the date of the 
filing of each such application; the name and 
address of the owner of the land on which the 
building or structure mentioned in such appli- 
cation is situated; names and addresses of 
the architect and builder employed thereon; a 
designation of the premises by street number, 
or otherwise, sufficient to identify the same; 
a statement of the nature and proposed use of 
such structure, and a brief statement of the 


alteration or removal of buildings or 


nature of the application, together with a 
.memorandum of the decision of the said In- 
ispector upon such application, and the date 
‘of the rendition of such decision. Each ap- 
( plication for a new or altered building or 
Il structure shall be respectfully and consecutive- 
‘ly numbered in the date and order of filing. 
«The books containing such records, and all 
1plans, statements and other papers relating 
«to such application are hereby declared to be 
public records, and shall be open to inspection 
at all reasonable times, but such inspection 
shall not include the right to copy any plan 
} on file in the office of the Inspector of Build- 
j;ings, and the copying of any filing, drawing, 
; tracing or print is hereby forbidden. 


q 


‘SECTION 147—APPEALS AND MODIFICA- 
TIONS. 


The Inspector of Buildings shall have the 
power and it shall be his duty to pass upon 
-any question relative to the Code, manner of 
, construction or materials to be used in the 
erection or alteration of any building or other 
“ structure erected or to be erected within the 
‘City of Hoboken which is included within the 
' provisions of this Code and other ordinances, 
‘and the regulations of the Inspector of Build- 
ings relating to the construction, alteration 
Or removal of buildings or other structures, 
and to require that such mode, manner of con- 
struction or materials shall conform to the 
‘true intent and meaning of the several pro- 
' visions of the said Code and other ordinances 
|, and the rules and regulations of the Inspector 
‘of Buildings. 


t 
My 


“SECTION 148—VIOLATIONS AND PENAL- 
: TIES—COURTS HAVING JURISDIC- 
TION. 


| The owner or owners of any building, struc- 
, ture or part thereof, or wall, or any platform, 
' staging or flooring to be used for standing or 
‘seating purposes, where any violation of this 
Code shall take place, or shal} exist, and any 
architect, civil engineer, builder, piumber, car- 
| .penter, mason, contractor, sub-contractor, fore- 
| man or any other person who may be em- 
, ployed or assist in the commission of any 
such violation, and any and all persons who 
shall violate any of the provisions of this 
Cece cr fail to comply therewith, or any re- 
| quirements thereof, or who ‘shall violate or 
fail to comply with any order or regulation 
'made thereunder, or who shall build in viola- 
|, tion of any detailed statement of specifications 
.-or plans submitted and approved thereunder, 
i or of any certificate or permit issued ‘there- 
_ under, shall severally for each and every such 
; Violation and non-compliance, respectively, 
‘upon conviction thereof before the Recorder 
‘shall forfeit and pay a penalty or fine of fifty 
dollars. 
Any and all of the aforementioned persons 
«who, having been served with a notice as 
hereinafter prescribed, to remove any viola- 
tion or comply with any requirement of this 
- Code, or with any order or regulation made 
| thereunder, shall failto comply with said no- 
:tice within ten days after such servicein the 
“respect named in said notice,shall upon con- 
. wiction thereof before the Recorder forfeit and 
‘pay an additional fine or penalty of fifty dol- 
lars; or, after having paid the above fine or 
penalty, shall fail to comply with said notice 
within a reasonable time and shall continue to 
violate any requirement of this Code in the 
respect named in such notice, shall upon con- 
-viction thereof before the Recorder forfeit and ~ 
pay a fine or penalty of fifty dollars, 


SECTON 149—PROCEEDINGS OF LAW. 


Whenever the Inspector of Buildings is sat- 
isfied that any building or structure, or any 
portion thereof, or any drainage, the erection, 
alteration or construction, execution or re- 
pair of which is regulated, permitted or for- 
bidden by this Code is being erected, con- 
structed, altered or repaired or has been 
erected, constructed or repaired or altered in 
violation of, or not in compliance with, any 
of the provisions or requirements of this Code, 
or in violation of any detailed statement of 
specifications or plans submitted and approved 
thereunder, or of any certificate or permit is- 
sued thereunder, or that any provision or re- 
quirement of this Code, or any order or direc- 
tion made thereunder, has not been complied 
with, or that the plans'and specifications for 
drainage have not been submitted or filed.as 
required by this Code, the Inspector of Build- 
ings may, in his discretion, through the Cor- 
poration Attorney, institute any appropriate 
action or proceeding, at law or in equity, in 
the name of the city, to restrain, correct or 
remove such violation, or the execution of any 
work. thereon, or to restrain or correct the 
erection or alteration of, or to require the re- 
moval of, or to prevent the occupation or use 
of the building or structure erected, con- 
structed or altered in violation of, or not in 
compliance: with, any of the provisions of this 
Code, or with respect to which the require- 
ments of this Code, or of any order or direction 
made pursuant to any provisions contained in 
this Code, shall not have been complied with. 


SECTION 150—NOTICES OF VIOLATIONS 
OF CODE.—SERVICE OF PAPERS. 


All notices of the violation of any of the 
provisions of this Code, and all notices direct- 
ing anything to be done required by this 
Code, and all other notices that may be re- 
quired or authorized to be issued thereunder, 
including notice that any building, structure, 
premises, or any part thereof, are deemed un- 
safe or dangerous, shall be issued by the In- 
spector of Buildings, and shall have his name 
aifixed thereto, and may be served by any 
person authorized by the said Inspector. 

All such notices may be.served by delivering 
to and leaving a copy of the same with any 
person or persons violating or who may be 
liable under any of the several provisions of 
this Code, or to whom the same may be ad- 
dressed, and if such person or persons cannot 
be found after diligent search shall have been 
made for him or them, then such notice or 
order may be served by posting the same in a 
conspicuous place upon the premises where 
such violation is alleged to have been placed 
or to exist, or to which such notice or order 
may refer, or which may be deemed unsafe or 
dangerous, which shall be equivalent to a per- 
sonal service of said notice or order upon all 
parties for whom such search shall have been 
made. 

Such notice or order shall contain a descrip- 
tion of the building, premises or property on 
which such violation shall have been put or 
may exist, or which may be deemed unsafe or 
dangerous, or to which such notice or order 
may refer. 

If the person or persons or any of them to 
whom said notice or order is addressed do not 


reside in the State of New Jersey and have . 


no known place of business therein the same 
may be served by delivering to, and leaving 
with, such person or persons, or either of them, 
a copy of said notice or order, or if said per- 
son or persons cannot be found within said 
State after diligent search, then by posting a 
copy of the same in manner as aforesaid and 
depositing a copy thereof in a post office in the 
City of Hoboken inclosed in a sealed wrapper 


a) 


* an Pale 


addressed to said person or persons at his or 
their last-known place of residence, with the 
postage paid thereon; and said posting and 
mailing a copy of said notice or order shall 
be equivalent to personal service of said noticé 
or order. 


SECTION 151—UNSAFE BUILDINGS, SUR- 
VEYS, COURT PROCEEDINGS. 


Any building or buildings, part or parts of 
a building, staging or other structure in the 
City of Hoboken that from any cause may now 
be or shall at any time hereafter become dan- 
gerous or unsafe may be taken down and re- 
moved, or made safe and secure, in the man- 
ner following: 

Immediately upon such unsafe or dangerous 
building or buildings, or part or parts of a 
building, staging or structure being so re- 
ported to the Inspector of Buildings, the same 
shall be immediately entered upon a docket of 
unsafe buildings to be kept by the Inspector 
of Buildings; 

And the owner or some one of the owners, 
executors, administrators, agents, lessees or 
any other person or persons who may have a 
vested or contingent interest in the same, may 
be served with a printed or writter notice con- 
taining a description of the premises or struc- 
ture deemed unsafe or dangerous, requiring the 
same to be made safe and secure or removed, 
as the same may be deemed necessary by the 
Inspector of Buildings, which said notice shall 
require the person or persons thus servide to 
immediately certify to the said Inspector his 
or their assent or refusal to secure or remove 
the, same. 


SECTION 152—RECOVERY OF BODIES 
UNDER FALLEN ' BUILDINGS— 
BUILDINGS IN DANGER OF 

FALLING—STOPPAGE OF 
WORK ON BUILDINGS. 


In case of the falling of any building or 
part thereof in,the City of Hoboken where per- 
sons are known or believed to be buried under 
the ruins thereof it shall be the duty of the 
Board of Fire Commissioners to cause an ex- 
amination of the premises to be made for the 
recovery Of the bodies of the killed and in- 
jured. 

Whenever, in making such examination, it 
shall be necessary to remove from the premises 
any debris, it shall be the duty of the Com- 
missioners of any and all others of the Depart- 
ments of the City of Hoboken, when called 
upon by the Inspector of Buildings to co- 
operate, and to provide a suitable and con- 
pear dumping place for the deposit: of such 
debris. 


BUILDINGS IN IMMEDIATE DANGER OF 


FALLING. 


‘In caSe there shall be, in the opinion of the 
Inspector of Buildings, actual and immediate 
‘danger of the falling of any building or part 
thereof so as to endanger life or property, said 
Inspector shall cause the necessary work to be 
done to render said building or part thereof 
temporarily safe until the proper proceedings 
ean be taken as in the case of an unsafe 
building as provided for in this Code. 

The Inspector of Buildings is hereby author- 
ized and empowered in such cases, and also 


where any building or part thereof has fallen. 


and life is endangered by the otcupation there- 
of, to order and require the inmates and occu- 
pants of such building or part thereof to vacate 
the same forthwith. 

And said Insrsctor may, when necessary for 
the public saf/’y, temporarily close the side- 
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,said Commissioners shall take action as herein 


walks and streets adjacent to such building or 


part thereof, and prohibit, the same from being © 


used, and the Police Department when called 
upon by the said Inspector of Buildings to 
co-operate, shall enforce such orders or re- 
quirements, : 


TO PERFOM THE HUMANE WORK, 


For the aforesaid purposes the said Commis- 
sioners of the Fire Department or the Inspec- 
tor of Buildings, as the case may be, 
employ such laborers and materials as maybe 
necessary to perform said work as speedily as 
possible. 


‘SECTION 153—STOPPAGE 


BUILDINGS. 
In ease there shall be, 


Inspector of Buildings, 
erty by reason of any defective or illegal work, 


OF WORK ON 


or work in violation of or not in compliance | 
the | 
Inspector of Buildings or such person aS may © 


with any of the provisions of this Code, 


be designated by him shall have the right, 
and he is hereby authorized and empowered to 


order all further work to be stopped in said | 
in. and } 
about said building to forthwith vacate the © 
same, and to cause such work to be done in or © 


building, and to require all persons 


about the building as in his judgment may be 
necessary to remove any danger thereform. 
And the Inspector of Buildings may, when 
necessary for the public safety, temporarily 
close the sidewalks and streets adjacent to 
said builing, or part thereof, and the Police 
Department, when called upon by the Inspec- 
tor of Buildings to co-operate, shall enforce 
such orders or requirements: 


INSPECTOR OF BUILDINGS MAY ENTER 
BUILDINGS AND PREMISES. 


The Inspector of Buildings or his assistant, 
so far as it may be necessary for the per- 
formance of their respective duties, shall have 
the right to enter any building or premises in 
the City «f Hoboken. 

Any complaint made to the Commissioners of 
the Fire Department by any citizen that any 
building, structure or premises are in a dan- 
gerous or unsafe condition shall be inves- 
tigated by said Commissioners, and if upon in- 
vestigation the complaint is well founded the 


provided. 


SECTION 154—EXISTING SUITS AND LIA- 
BILITIES. 


Nothing in this Code contained shall be con- 


strued to affect any suit or proceedings now | 


pending in any court, or any rights acquired, 


or liability incurred, nor any cause or causes 
of action accrued or existing, under any act or 


ordinance repealed hereby. Nor shail any right 
or remedy of any character be lost, 
or affected by this Code. 


SECTION .155—INVALIDITY OF ONE SEC- ) 


TION NOT TO INVALIDATE ANY OTHER. 


The invalidity of any section or provision 
of this Code shall not invalidate aay other 
section or provision thereof. 


SECTION 156.—REPEALING SECTION. , 


All former ordinances of the City of eed 
affecting or relating to the Construction, Alter- 
ation or Removal of Buildings or other Struc- 


tures, and all other ordinances or parts thereof 


inconsistent herewith, are hereby repealed. 


shall | 


impaired |. 


in the opinion of the — 
danger to life or prop-' | 


SECTION 157—DATE WHEN ORDINANCE 
Is TO TAKE EFFXCT. 


This ordinance, to hé known as the Building 
i Code, shall take effect immediately after its 
I aprroval by the Mayor or passage over his 
i veto. . 


Passed by the Council November 23, 1910. 
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RICHARD F, BUCKLEY, 
Chairman of the Council. 


Approved November 30, 1910. 


GEORGE GONZALES, 
Mayor. 
Aitest: 


JAMES H. LONDRIGAN, 
City Clerk. 
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Girders and columns, in 


place of partitions.’ .>.... . 48 
Girders and columns, in 

place of .partitions. ...... 50 
Girders, iron or steel, to be 

incased 


Br 


iGirders, plates under ends., 
(Glass wired, in outside win- 
CLAD WEE Pn wy Vig Ney misvahe od cde oh 
MGrain ‘elevators..........0. 


(Gravel, bearing capacity of 
(Grillage iron, in foundation 
(Grill work, elevator shafts. 
Grade of street, where al- 
REPOO TOG WU Wael asc ie cule WO RNs en Nee 
Putters on \ToOfs. 0 su. foto: 
i 
{ H. 
{ 
(Headers, in brick walls..... 
Bader beams, dimensions 
DLO rere ae ekvel, Aeneas rey) Ueneuenel sie 
(Header beams, how laid... 
(Heating, steam and _ hot 
ME WV LOIuiss iste. oy ac kee eke tae 
(Heating, furnaces and boil- 
MEMO TIS H copisrenae: ors layman hen ape 
(Heating apparatus, install- 
RA TU SMe epee hers sik be rahe bray wes ane ae 
(Heating apparatus, for 
Mtrame PUlldines) sc. 2d fe 
(Height of building, defini- 
MCAT SOG yo eats ce is: syne tealeielione teria 
(Height of building, re- 


We-aquirements to increase... 
(Height of building, limited. 
(Height of building, frame, to 
SOCTEASS NUM. kaw wiabyc & 
(Height of building, frame, in 
BT OW ve ieee kV eee he 
‘Height of building, new in 
WV Es CHAS ih ost ea eer scans 
OS TPR e es ats Midas Bia) os veka “wee Rate thes 
‘(Height of story, maximum. 
{Hollow brick, used as lining 
OT NV ALLS fut lela co feck nce bale 
MHospitals, walls for........ 
Hospitals, when fireproof.. 
‘Hose fire, in halls of fire- 
mm Proof buildings ../........ 
(Hose fire, in theatres 
| Hotel apartment, definition 


eee ere eee ee ee eoe e sr ove oe 


oor eee 


definition of. 

urea of lot to occupy 
SV LUIS LOI. en eleie wena teks he 
when fireproof....... 
(Hotel, existing, elevators in 
| Hot air, flues and pipes..... 
‘(Hot water, heating 
BELLE ES cdc oy oe) p wednde cheap s 


Wee 


Meee NOUSES - 6.5405... es eee 
Inspector of Buildings, to 
co-operate with other de- 
partments 
' Inspector of Buildings, ap- 
pointment of 


eooeveveeee ee ° 
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28 
22 
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26 


39 
24 
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Inspector of Buildings, may 

modify provisions of Code 
Inspector of Buildings, right 

to enter all buildings..... 
Inflammables, storage of re- 

SETTGUGG). isnesetutetas tiene nee ate eL ear. 
Inflammables, buildings for 
Incumbrances on fire escapes 
Iron, wrought, quality of... 
ron: cast, qualityoLnen ws. oe 
Iron, safe carrying capacity 


e@eceeeeve oe eo 


Laboratories, walls for..... 
Ladders, iron, stationary for 

CNS TNECY Sih eestor ala eile nete! « 
Dadders.tO POOR MR cnade sa sts 
Ladders, iron, to roof. .;.... 
Ladders, drop, for fire es- 

CAPO" a,c Athy ae hes buena ass Aa 
Laundry, stoves 
Law proceedings 
Length of building, 

jtion 
Leaders, from roofs 
Liabilities ANOAUSULES erences Oe 
Libraries, walls for 
Light and power 

walls for 
Lights, in theatres 
Lining, for existing walls... 
Lining, for fiues 
Lining, for chimneys....... 
Lintels, material to be used. 
Lintels, concrete 
Lintels, castiron 
Loads floor, safe 
Loads-roof, safe 


defini- 


ere eee oe 


houses, 
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Loads, sidewalk, safe...... 
Loads floor, to be distributed 
Loads safe, for masonry 
WOT ie RA Waehatan cilatin atiettea RG 


Loads safe, for piles..... .-<. 
Lodging house, definition of. 
Lodging house, walls for.... 
Lodging house, lot area to 
be occupied by 
Lodging. house, 
proof 
Loft building, walls for.... 
Lot area, to be occupied by 
dwelling 
Lot area, to be occupied by 
lodging house 
Lot area, to be occupied by 
hotel 
Lot area, to be occupied by 
office building 


when  fire- 


a re) ob Vo:.6; 6, 6) @ Si (e fe! 850 6 0 68 
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Lot area, to be occupied by 
IW e-be clase i oo. ss eae OO) 
Lumber yards ssa 


M. 


Materials, samples of...... 8 
Materials, how to remove in 


razing buildings ........ 20 
Materials, quality of ....... 82 
Materials, new, test of..... 37 
Materials, prohibited in fire- 

proof construction ...... 119 
Materials, weight of ....... 128 
Materials, timber, size of in 

frame DUUdINES ied os 148 
Machine Shops, walls for... 49 
Mantels, in fireplaces ...... 81 
Mansard “TOOLS S..6 36'S ase es 109 
Markets, walls for ......... 49. 


Masonry work, safe loads... 127 
Masonry work, factor of 

safety 
Masonry work, 
ing capacity 
Metal in foundations....... 


safe carry- 


Metals, safe carrying capa- 
CRU EMSs re ooh Malaika oe te eee ee 131 
Mill construction, classifica- 


POM. vice ce cdta we Usenet 20 
Mill construction, definition oR 
THEN esas \'e ehehet coher corel eta oer ae « 
TENS SV LIS LOT. dice <o's0 alte 49 
IWortare: LNG. Ck felea e's a eras OO 
Mortar, cement: ......00e0.6 33 


Mortar, for walls and ashlar 46 
Moving frame buildings.... 136 


Modifications and appeals.. 147 
Museums, walls for ....... 49 
N. 
Notice of revocation of per- 
AYU amen aisle ei ooe helen heteteh ehdvere) 19 


Notice of violation ........: 150 
Notice of unsafe building... 151 
Notice of unsafe work, new 

building 
i O. 
Observatories, walls for.... 49 
_ Office building, definition of 30 
Office building, lot area to 

be. occupied: Dy... ss. cesses 30 
‘Office building, walls for... 49 


Office building, when fire- 
PIEOOE Ms gers ciae ee a so & sae 119 
Openings in brick walls, con- 
necting buildings ........ 50 
Openings in floors and roof, 
to be protected .......... 95 


Openings in floors, for eleva- 
COP Seis ta cod nwt awre 4 . 115 
Openings in ftoors, for pipes 119 
Ordinance, title of ........ i 
Ordinance, takes effect. page 15 § 


Metals, factor of safety.... 128-B 
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Ordinary - buildings, classifi- 
Bationy Olen yer eae eeae 23 


Partition walls, fore and aft 48 
Partition walls, foreand aft, 


substitutes for ......,... 48 
Partition walls, fore and aft, 

DELCEA" AG) PLOW as eso. Sis 2 66 
Partition walls, fore and aft, 

in cellar, dwellings....... 67 


Partitions stud, in dwellings 67 
Partitions stud, fore and aft 68 
Partitions, combustible near 


DOLLS a Miia sce as 4) jo suetats 103 
Party walls, bearing in D. 

Pale! CCS ee Ue ee Bee Va 48 
Party walls, bearing in Ww. 

4S WPL he Sh De by Ae we ee RRS 2 ra 49 
Party walls existing, may be 

MIS OUS bites oh od cl Pa sae: AD 5D 


Parish buildings, walls for.. 48 
Parapet! walisy ir. .o4- sansa 60 
Painting, fire escapes...... gW 
Penalties and violations.... 148 


Permits, when required.... 4 
Permits, time limit ........ 5 
Permits, renewed .......... 5 
Permits, for part of a build- 

Triste eae See Te eee eee 10 
Permits, for superstructure 

Oui None bNlebhovencte Mesias tae IN XA nay 
Permits, .charges. for <..'.... 18 
Permits, when to revoke.... 19 
Piers (caisson work), safe 

OAS Sal suuielarstevle MeChra es eos 42 


Piers, brick, how built...... 45 
Piers, stone, when prohibited 45 
Piers, concrete block....... 120 
Pier sheds 
Piles, sheet in excavations... 39 
Piles, wood and concrete... 42 


Piles, under building over 

VGULO TSN ie te wea aye caineh ere oun aley ay 42, 
Pipe chases, in brick walls... 63 
PADOM Ot Bin Mera ae ears 85 
Pipe -hot air, in  walls...... 85 
Ripe, SMOKE!) s s7s)\e/6 pare ee os ove 85 
Pipe plumbing, space at ceil- 

me to.,be- closed feo ats 86 


Pipe, steam and hot water. 86 
Pipe, gasolene and oil sup- 


Pipes, gas and water to 
have stop cock in street... 108 


Pipe stands for fires as awe. 116 
Pipes, location of in fire- 
proof buildings <...../.¢ 119 
Pipe openings, in fireproof 
HOOTERS Sa ee A as blo 3 tala « 119 
Biazzasert mae tle oil ale ws <a 140 
Plans, to accompany appli- 
GREET Stes Cae eel daha at's 6 


Plans, incomplete .......-. 12 
Plans eto, DEcHIeG.sss as cece do 


5 


Section. Page. 


Plans, time for examination 


RRO Mae eee ORL NES oe new she We Dra 14 
Plans, on file not to be 
CODICN a) £5 Coe meres Ranmnuenmnane Ets 146 
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Plates bond, metal in piers.. 45 
Plates, iron ashlar 5 
Plates, under ends,of beams 122 
Plumbing pipes, air space to 

De VCLOSOd!: Mae metsiaicn eee 86 
Plumbing, brick buildings... 135 
Plumbing, frame buildings... 144 
Police stations, walls for... 49 
Power houses, walls for.... A9 
Bosts,, Safe hoads...2.. 64.5. 123 
Posts and girders, in place 
| OL MD LLOMIS eee ale ralepasetars 
Protection of employes, new 


UN ees SS One es ele ae 96 
Proportion, for reinforced 

BOD ROLE 8) ERA) Ola eters dace 121 
Eressure, Wind: ¢fs.cch iloe es 132 
‘Property rooms, theatres... 134 


Printing houses, walls for.. 49 
@roceedings; law .......... 149 
Public garages, definition of 28 
Public assembly rooms, walls 

Be OT, iarteu ee wate. | Caneel ache Vat br ge 49 
Public buildings, walls to be 

|, reinforced 
Pumping stations, walls for 49 


Pumps, gasolene and . oil 
SAUDI GT i dct ae Reem bre Aas 98 
BGI TIV OSL WIIG 86 x cc Sig's po cuore ae 116 
R. 


Rag warehouses, location re- 
, stricted 
Railroad buildings, walls for 49 
Railings, 
Bran eers, timber. ose e vic. ek 42 
Ranges, in kitchens and res- 

. taurants 
Razed, buildings to be..... 20 
Record, of additions and al- 

. terations 
Records, declared public.... 146 
Recesses, in walls ......... 63 


Registers, heating .... 104 
Refrigerating houses, walls 

BEALO TS uO A pgan lan Us Meat aus wen 49 
Reinforced concrete con- 
BS EUR ITE en Oe Ve a 121 


Repairs to frame buildings 
dameaced’ by ‘fite si. v.o564, [42 


ROTIOC LOR je stu Sie eS ea co tee 156 
Requirements, preliminary... 8 
Retains Walls ots ara ets 388 
pisers, PUT SNG OL. eee. pes Od 
oof beams, minimum ‘di- 
POM SIHAIS ar vids. lwo cs 77 
Roof beams, to be braced... 58 
‘Roof beams, how laid...... 77 
Roof beams, for frame build- 
BP AILTS yy ale aie ee ue Mardin ee es 143 
‘Roof openings, to be pro- 
"ected 


fire escapes....... 1M FG 
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Roof cornice and gutters... 110 
Roof bulkhead and scuttles. 111 
Roof stands or staging..... Bie Ib 
FOOL Cea Tes side Vee ae eee ly alka 112 
Roof leaders .23.3. VSikereictee 114 
' WOOL QUE ES a, Vek Bal ae ene 119 
TLOORMGR ES Vi cist neiine ere 123 
WRoofmeardeney a. yh eee wane 134 
Roofs, adjoining to be pro- 
TEOCL CUAL. she siti nie chara taciarate 96 
hoofs,’ ‘Mansa «i scl Feeic cee & 109 
Roofs, within fire limits.... 113 
Roofs, within fire limits.... 136 
Roofs, covering for frame 
SOIC ES Sl ola Me eer re be 143 
Roots; siritele: sane nd i ivse, 143 
Rooms in garages, construc- 
VOLE MOE Le lesa. Gian eee telonekews 100 
Rules and Regulations, of- 
fice Gf Pe voti Be. hte. Yee AG 
Ss. 
Selety sal wClOP. (OL. staat ene 128- 
Paris -GUality OL LG ate cseuseetetes 32 
Sand, bearing capacity..... 40 
Sand, in reinforced concrete 121 
Saw Mills, location restricted 29 
Schools, welts for. oye. . ois Se 
: Schools, vent ducts in...... 85 
Schools, when fireproof..... 119 
Beat OlGS cute akate els a loey esis 96 
SOUT tas POOL ues rate ais tee kets 111 
Screen, under the elevator. 
Sheaves leas. shacensdale oi 115 
Seats, in theatres ...i..5.. 134 
Séetion, repealing’)... .00.5.% 156 
Sections, declared invalid... 155 
Shafts, light. arid.vent...... 65 - 
Sirares, jwelevator ii.. cb fle emeaue 115. 
Shafts, dumb waiter..:..... 115 
Sheeting, in excavations ... 389 
SirinielS POOLS vss cies wie ete aes tis 
Sein ol  OOES: f 1. usiae Kare te tgite aie 148 
Sitters, ITO) pl Mase ees 28 
Shutters, fireproof; ..\.4 118 
Shutters, fireproof prohibited 118 
Sheds, to be erected over 
Side Walks Weiiene o llaers peeteaele 20 
Sheds, frame within fire 
Ahi e yo Mmmm ri erumceNLAlees Pads) 1A gL 140 
Sidewalk openings .. 17 
Sidewalk, safe loads. 123 
Sidewalk sheds, for protec- 
CLONE “PILL cite ate eee au 20 
pO Reg a Sorbent RE ae et 140 
Sills, secrverétie- Sfumat soy aisle 1 t 
Sic vy eaaes "ke shanti ceetes ee aed 94 
Skylights, protection of ad- 
(po litimey */ieecet ce ware 8a aoe 96 
Skylights, over stage in 
TheweEees isp te tele alone wee se 134 
Slaughter houses, walls for. 49 
Smelting furnaces, flues for. 82 
Smoke flues, outside of build- 
‘| rigs 6 Fie akg SS nes, ee eee 82 
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Smoke flues, | Heient (Of «sa 0% 82 


Smoke fiues, dimensions of. 82 
Smoke Pipes: 2.06. ee. cleles 85 
SMOKES Houses’. .) lsc dare 102 
Soils, character of at foot- 
POSS. Saree e hace tetas 39 
Soils, bearing capacity of.. 40 
Specifications to accompany : 
application yee seo Os 6 
Specifications, extra, when 
PEQUASE 5a WETS R EL. hal didatas 8 
Specifications, when to re- 
oa Me 6) CARRS See Ser, a SG 12 


Specifications, tO! Der fled visi. Lo 
Span, maximum in 


RING or elinaie ic deus cats Joa ovules 48 
Span, maximum in W. H. 
Se Od tems ate ee een aA 49 
Sprinklers, automatic, when 
Tequawed "silo es bs Oe AG Y 50 
Sprinklers, automatic, in 
TNESI EO, esis cee ih.) 134 
Stables, restricted district 
POMS she hd Mla dich > fare: opal Bh be nrg e 
Stables, walls for OMRON tee AQ 


Stables, prohibited in exist- 
ing frame buildings...... 136 
Stairs, bulkhead, to roof.... 111 
Stairs, bulkhead, to roof.... 117 
Stairs, in fireproof buildings 119 
Stairways, number required. 91 
Stairways, width Of 2.95.03 91 
Stairways, risers and treads 91 
Stairways, iron construction 93 
Stairways, fire escape...... 147 
Stairways, in theatres...... 134 
Staircase inclosure, elevators 115 
Stands and staging, on roofs 111 
Standpipes §...... aialss ear kak 
Standpipes, in theatres. a ahaha 134 
Blea Giality Ob. 5. oferesisie des. utes 
Steel construction, inclosure 
AVL M Grails fae he Steeles 53 
Steel, in reinforced concrete 121 
Steel, safe carrying capacity 131 


LOAM DINGS Vets Ses bev e ihe 86 
Steam: DOLMErS! i.e ait 6s 103 
Steam boilers, in rreahres,. 134 
Stirrup irons .....3.%.. recat y yer 
ROPOTC PNY BLL ea: ce Wiese ys veal ajeraie%s.6 43 
Stone caps, in piers......... 45 
Stone piers, when prohibited 45 
Btoneaehlar oes es he 45, 
Stone, in reinforced concrete 121 
‘Stone work, safe loads..... 127 
Stone work, weight of...... 128 
DLOTES! WANS ETOE Vise cess Oh 49 
Stores, in existing frame 
POULIN atheist) ates 2a os 136 
Stories, definition of... ....: 52 
Stories, height of .......... 52 
Studios, walls for........ we 48 
Street openings ........... LY, 
Street grades, where altered 136 
PEEPS IPOTD verrctma leu u seaacale ta 43) 
Studded off spaces ......-.. Bt 
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Stoves, in kitchens and laun- 


CULES cwtie wale ula © Galera bon Oe 106 23 
Sugar refineries, walls for.. 49 1 
Supports, temporary, 

SUPER SUN HOt ei .e sce Aaa ahead 126 4 
Suits and liabilities .....:... 154 43 
Ty 
FERAL WEBI cl a15.s) Sa lekd 0, aie 77 16 

Tanks, gasolene and kero- 

RE tN Ae Pes hte ches due Sic,.0 atte 98 21 
Tanks, water on roof....... 112 25 
Tenement houses, walls for. 48 11 
Tenement house, definition 

fa lked PUR Be? eS RS aay 71 15 
Tenement house, erection of 71 15 
Templates, stone in piers. 45 10 
Temporary supports, 

Streams thar haa. yor atiarete 126 oe 
Terms, explanation of...... 24 5 
Tests, when required....... 8 3 
Tests, of new materials..... 30 a 
Tests, bearing power of soils 40 8 
Theatres, walls for. 25. 49 12 


Theatres, when fireproof.... 119 28 
Theatres, new, construction 


OL es 2 eee TS NS eae ty oe 134 34 
Timber GUANTY 1 OL 5 «tsormess ot 36 74 
Timber, ranging and capping 42 9 


Timber, in walls prohibited. 69, 15 
Timber, factor of safety.... 128-B 33 
Timber, safe carrying capa- 
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Tie anchors, for walls...... 58 13 
Tie rods in masonry arches. 59 14 
Ties in hollow ;walls 40 J.ise5. 1.) OF 14 
Trimmer, WS6AmMiSe is). See aks 17 16 
Trinwmer vareltes: is) ais siete ele 81 17 
Treads; Widthir Of: os wikis. s'es 91 19 
Trusses; timber -....5.... 6% 79 16 

U. 

Unsafe buildines ..00.. 0.4% 151 43 
Unsafe buiidines .o.2. 4.2: 152 45 
} V. 

Valves, on air supply pipes. 98 J22 
Vaults, under sidewalks.... 73 iG 
VGC CT 0s acne te aroha 85 18 
Violations and penalties.... 148 4. 
Violations, notice of ....... 150 4¢ 
W. 

Walls, brick, in. private 
LTD ORI nt Cate etahe, Snead dancers 28 ( 
4 


Walls, adjoining excavations 389 
| Walls, party, adjoining ex- 


CAVALLO Oa MA oe tialain's rev elsie 39 7 
Walls, party, existing may 

DORUSE Cael chckis wikis eatetdas 5D 13 
Walls, retaining, when built 39 & 
Walls, retaining, thickness 
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Walls, curtain over openings 
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Walls, foundation, definition 
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Walls, foundation, hotv con- 
structed 
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‘Walls, material to be used in 


Walls, stone, how construct- 
UL. evictions srallete Gis ellezeues sebliche o6 
Walls, to inclose building. . 
Walls, inclosure, in fireproof 
construction 
Walls, bearing, definition of 
Walls, pearing, with open- 
ENS awash Sly o b.t 4 & eee. 8 
Walis, prick, how built. 
Walls, brick, thickness re- 
CUPITE OI rar ehe cholera teterccee 
Walls, partition, fore. ‘and 
eft dna), HS Glass. hk tele 
Walls, partition, fore and 
sit sin. WV, A Vvelass. oe cs 
Walls, thickness of, as span 
increases D. H. class. 
Walls, thickness of, as height 
increases D. H. class..... 


Wallis, thickness of, as height 


increases W. H. class.... 
Walls, thickness of, as span 
increases W. H. class.... 


Walls, thickness of, as depth 


AMCTECAUSESI te ie vate lasers le veasl else 
Walls, thickness of, as height 
of stories increases....... 
Walls, thickness of interior, 
may be reduced 
Walls existing, thickness of 
increased by lining... 
Walls of public buildings, to 
be reinforced 


Walls, curtain,.in steel con- 
struction 

Walls, erection of . 

Walls under construction, 

to be braced ..c...cceees 
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Walls, parapet ...... 
Walls, Hollow. “ns sees 
Walls, inside lined with hol- 
low DTIC oa Seed eae 
Walls, timber in prohibited 
Walls, wood sheathing in- 
side prohibited .......... 
Warehouses, walls for...... 
Warehouses, when fireproof 
Warehouses, prohibited in 
existing frame buildings. 
Washers, in timber work.. 
Wainscoting ........ 
Water pipes, to have stop 
cock iin streetivail.ics u.. tere 
Water tanks, on roof...... 
Weather, unfavorable’ to 
POPPE es Nias hip hates oie oS ate 
Well holes, for elevators.... 
Weight of materials....... 
ess tbe See shops, walls 
DT" ‘Kigleiesa edie a eisterced ote otelere ae 


Width of building, definition 
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Windows, bay:........ 
Windows, dormer, within 
MYO LIMITS eee wate. wha leusia wie 
Window openings, new build- 
AOS Pets wictylescheree 
Windows, to be glazed with 
Wire) ZIASS ossicles estes 
Woodworking shop, 
tion restricted 
Woodhouses, within fire lim- 


ts @eeeeaoaoeceetweoeeseeeooevee @ 


eeeee 


eecocoeevoece 


loca- 


Ye 
Yard space, behind buildings 
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STATE BOARD 


OF 


Tenement House Supervision 


JOHN A CAMPBE Deo lrentonfe Pres t: 
EDWARD W. GRAY, Newark. 
CLINTON MACKENZIE, Elizabeth. 
JAMES M. STEWART, M.D., Paterson. 
EDWIN WEST, Jr., Hohokus. | 


GHP Sef A LEN, 


SECRETARY AND EXECUTIVE OFFICER. 


OFFICE: 


9-15 CLINTON STREET, NEWARK, N. J. 
UNION BUILDING. 


INDEX. 


Act, to take effect immediately. . 
CUS ss TEDCRIOT fe.c cis cen siehsia aves esere 
Air space— 


PEL HE cin ae New buildings. 
EMA cho ara aN OO Old buildings. 
Beams— 
DEALHTS SHOP Wes cia creaecrstahers tens! sis N. 
cross bridging required...... N. 
LYAME A LLOMH HUES.) esc siese o) « N. 
LOS DALE ae Wall Serr mtercn sy ote spore cass N. 
under roof ventilated, size of, N. not used in place of masonry, N. 
under building without cellar, Stren Sth role ye. islshe Nene ore eto oue N. 
SVASIOD SS Gel ab sice PR GS Cr OE eRe ETG N. header and trimmer......... N. 
Animals, housing of same re- 
SULT CLC Omaerecsre okaronots tere p ares: ce A. 
Apartments— 
minimum size of rooms in....N. 
number in each house, state- 
ment to be filed .......... A. 
requiring fire escapes in 
COMBE a ol eieuel an areholeue Retretretes ese N. 
required to have chimney....A. 
Areas— 
carried below floor level...... N. 
required for cellar and base- 
THETI Er OOM SO srianer ct. one ear etiyaye O. 
nesulating) wallsrOt. cic. os 1s A. 


when required to be graded..A. 


when required to be drained, A. 


when required to be sewer 


CONMECECG Braye chs lete vei seeds: sits AS 
when required to be paved...A. 


Artificial lighting— 


where required, for halls. . A. 
where required, for aes 
closet compartments ...... A, 
B. 
Bakeries, conditions governing..A. 
Basement— 
ATED NEGUILEA Verret tala otek «07 0: oss (Oy 
GENMIGION SOLS pevererelea vere sisyshtss A. 
requirements for living 
BOOMS cc iei-toatuele exahorane lade es N. 
requirements for living 
TO OHA Kes tatatatepersvarete cacy et O. 


Dh DOD owe ww mw wf 


enue 


5 ANG A uod go COD CLOR ONO. C All buildings. 


Boaedsy Geninitiony Ofte.cits cere 
Boards of Health— 

may cancel permit for cellar 

rooms 


powers not abrogated....... A. 


to approve plumbing plans, 


OTS ea ho ok mena ike oe oie alata N. 


Board of Tenement House Su- 
pervision— 

NOW SAD MOIMEC AES yeuskerercieveh asters 
appointment of assistants.... 
AUMUAL TE POLE Mae siehecsec she ocsueles 
authorized to enter.......... 
election of president......... 
election of secretary......... 
expenses allowed: ....355..... 
payment of assistants....... 
regulations governing ....... 
séale to beladoptedis cn ans +o 
vacancies, how filled......... 

Buildings— 


converted into tenements....N. 
on same lot with tenement...A. 


shall comply with local ordi- 
nance 


unlawful occupation ........ N. 


Building Departments— 
compliance with ordinances 


OLRM cisdc oa AY tad dihiace wesolem N. 
powers not aprogated........ A, 


Bulkheads— 


added to height of building. .N. 
alterations, when required...O. 
fireproof, where required.....N. 
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Bulkheads—Continued. PAR 
not \to ‘be locked... ica... ABS OL 
staird required .2 o/eiys. sos" N. B. 49 
StAITS,) LEQUIC A).tusitemy a oer O. B. 50 

(O;, 

Cellars— 
ceiling required to be plas- 

TORCOML Ae. cua le oer iterate hea chen A.B. 70 
ceilings, lathed with metal 

TAAL oe eke ods SEoeLne ae ee eee N.B. 62 
ceilings, lathed with metal 

Pes oa ehete ks, bree ethers OB aay 
connected to sewers.......-.- N. B. 185 
courts, shafts, areas, yards, 

carried below floor level...N. B. 134 
GenMiLLOMN Olin evn cieiteeuerches she A.B. 10 
entrance required from out- 

SIO eehe tenet ctemen ie eiekele costo ams N.B. 62 
floors to be concreted........ AS BA t3S2 
inner courts to be paved, N. B. 134-135 
inside stairs restricted..... N. B. 56-57 
requirements for rooms in...N. B. 131 
requirements for rooms in...O. B. 130 
walls to be asphalted........ N. B. 182 
walls and ceilings to be white- 

WAG OGL aie etc ctedeye ie nsie the irinets A. B. 133 

Certificates— 
approval of plans and specifi- 

CATIONS Fis) Sceemereeeceemaclens Ne BS1s2 
before occupancy of new 

ut Ging Pee ees choca een cot N. B. 183 
from Health Board for plumb- 

INR Ae aster ete eeeEN ios bs 
from Health Board for plumb- 

PIV tater o iehis face aren Meonens Hoye tan © O. B. 181 

Cesspools— 

ClEATINGW OL Peuverter cite tol cneke yobs A. B. 167 
to be made water-tight...... eae ora AoW 
wihere permittedim,.. 0. scp. N. B. 168 
when to be removed......... O. B. 164 

Chimneys, requirements for....A.B. 80 

Cleanliness, all parts to be kept 

CUCA TN i BAS tee, Bre ney hatreds A. B. 138 

Courts— 
connected to sewer.......... JX on Bp A) 
clothes, &¢c., not to be dried 

LUT. Pees cake Mea aah coe Micbeveinn se & exsuone AYBovit 
Gefinition Olt ace tees. A.B. 4 
drained; cradedare wart. A. B. 135 
fITEVESCADES IME eet ee =) NOB 95 
fireproof passage to......-.. INS aoe 
inner—access to ........... A. B. 136 
inner—intakes at bottom....N. B. 108 


inner—not on lot line....... 


N. B. 105-106-107 


inner—must be paved....... N. B. 184 
inner—offsets and _ recesses 
(05 1 eee CE ee ae ce tah Ou N. B. 109 


Courts—Continued. 
inner—size of on lot line.... 


PAR. 


N. B. 102-103-104 


outer—access to offsets and 
recesses in 
outer—required to be carried 


below Boorwevelin. odes N. B. 134 


outer—change of direction... 
outer—size of, between wings 


N. B. 100 


Of buildings ae... ane N. B. 98-99 
outer—size of, on lot line. .N. B. 96-97 
required to be paved........ A. B. 185 
permitted to start at second 

ticle OLMDe AMIS mina teers ers NEB rso 
permitting water-closet exten- 

SIONS > erera eke. ca weno enatelee N. B. 104 
required to be uncovered.....N.B. 95 
walls whitewashed or 

JOYE pu aU ies Were Gaye hay Gun otic N. B. 1387 
where adjoining existing in- 

WEL COULUS were ites fea oneness N. B. 104 
windows at angles of........ N. B. 110 
windows on offsets and re- 

GESSEST Gare eis anes) s, oteceete N. B. 109-110 
circuit court, summons...... A. BLK 
common pleas court, sum- 

TONS ete eats. siesonote rene aneeere AY BSS 
court of chancery, removal of 

MULLS AINSI sent o, steue. chs betes A. B. 202 
empower to issue process....A. B. 193 
issuance of search warrant...A. B. 201 
jurisdiction “restricted 7... A. B. 194 
judicial notice of seals and 

SISMACULES es nick lcieie cretenetene A. B. 206 
non-resident or absent owner, A. B. 197 
notice of SUMMODS.......... A. B. 196 
officers authorized to serve 

PEOCESS tens laterite sao ehoGs clorens tte A. B. 195 
orders for vacation of prem- 

ISOS eh een cceiewaee ereierevone ses A. B. 200 
powers not abrogated....... AS Bu195 

Curb, definition OL. coe wne <6 en 17 
D. 
Doors— 
across public halls, to open 

OULU WARE astete cage terete as N. B. 86 
entrance, to be glazed....... N. B. 118 
fireproof required to  bulk- 

1a 2¥5 Fo Me Ru Ora arEeE Te SAIS ORR tay ING eee, 
fireproof. and self-closing to 

shafts andecourts . or ote eee A. B. 136 
from bakery to other part of 

GUISE Meera a oaaetens te ces aemepee ALB. <tL 
from storage place of paints, 

oils, liquors or drugs...... A Bi ie 
from public halls, glazed and 

provided with transoms...N. B. 118 
sash door equivalent to win- 

COWS PUA 2 out nice a ueliare ieneters N. B..120 


Doors—Continued. 


self-closing, fireprocf, to cel- 


TATE SCQIES, 5.0.) se « teens NOB 
self-closing, firey roof, to 
RS nests Uae on vate fake) suario sche oitar sprees areions A. 


to public halls, to be glazed. .O. 


BH. 
Entrance halls— — 
GETNTH ON’ OL ws xid ace cis Sores A, 
WWAGUIEL OTs cca. aie tea ecnee fin ate, treat ake NE 
to be widened, when....... N.B 
FB. 


Fines, paid to State Treasurer. . A. 


Fire escapes— 


Par. 


. 56-57 


Ba, vo 
B. 123 


B. 199 


access from every apartment, A. B. 38 
access from every apartment, O. B. 36 
additional, required’. /.. 0... O. B. . 86 
baleonies, construction of....A.B. 42 
brackets, construction of.....A.B. 46 
construction of, general..... A.B. 41 
GRrOP! WANGELS® ee teices als os ak ele A.B. 47 
filling-in bars, spacing of....A.B. 44 
HOOLSMCONSEFULCELONS OL fu. aictavs A.B. 43 
HOO SALE LOA" OM y «sisi seen. 8 A.B. 438 
general character of........ O. B. 34 
5 KOU NS) Rah ARR ee ey eer A. B. 38-95 
LAGE RCOMLOOL oii cncheke tiers ter susie A.B. 41 
HANGINGS SiZe\ Of, sire aes eo oes A.B. 42 
not counted as occupying lot, N. B. 88 
not to be encumbered........ A.B. 38 
NOCICES* PLACeE FONE Ls.) a ae ee Ae ao 
on a wooden building....... A.B. 48 
painted and kept in repair..A.B. 40 
passageway, width of....... AES. 42 
projecting over public high- 

NUGIE Noa ane cigs Meee teys Cee A.B. 38 
projecting over yard........ NOB: Ot 
railings, construction of.....A.B. 44 
ravines: helehtyOf a4. saci. A.B. 44 
SAIS eaCare ORG" Otten a oi. A.B. 45 
stairs, handrail ons... <.- A.B. 45 
stairways, construction of...A.B. 45 
Where required (fon): s.c- sc. « NuB: 32 
wWheremrequired: =. ss. a'ibe. tes O.B. 35 

Fire places, fire backs, thickness 
ORR ce ae eer cet oe ot crane fats valk N. B. 84 
Fireproof— 

PON BMI Esl AUSF: 6 U0 e788 bebo he ee aa a N. B. 49 
bulkhead, definition of....... AaB. 13 
bulkhead, doors.t0.........5.. N. B. 49 
cellar stairs, enclosure of, to 

WNOs bac tidal sh bae remiss ay 'si/olen +0 N. B56 
door, Gennition! Of. o..4u> 6.2. ING NB by 
DALUCIONS;. COMDC ne eie. gsc. 3 N. B. 64 
passage from courts having 

MROPESCADCS Cs a Gio telare o's ING AB ks 


Fireproof—Continued. 


PAR. 


SCUUELI Os het ksese Manotel clei comet sarees AS BieOO, 
Shattsmidoors slOma.taraterta er A. B. 13 
shafts, required to be....... AmB A) a 
six-story tenements to be....N. B. 60 
tenement-house to be........ Ne Bs 60 
Tire stops— 
fore and aft stud partitions 
ATSC aa Ndereterensisy. tals Wi Paes secs N.B. 64 
fireproof partitions, carried 
CO sh rats Coc creas ee atiataa N. B. 64 
walls of frame tenements 
PUNO CRI esl: nal's) seaelel ay syste se. 3 N. B. 65 
walls corbeiled beyond fur- 
PINTS porepesee se oo th cheds sy tds a NSE os 
Frame tenements— 
GEenMALOMM Oba iers shel lek uteme dots A. B. 20 
frame buildings not converted 
LTE Oi te ee se te Pode, PM N. B. 65 
prohibited in fire limits..... N.B. 65 
‘restricted outside of fire 
LANDES ees ee ead Uairs (Pada: Reinet vad ls NeB LOD 
s‘oundation walls, requirements 
LOT Ue antes aielagih a sists ails. eis N. B. 148 
H. 
Height— 
CEH NIETO Olteeoasre cls cherer ete, of one A.B. 14 
how; determined 2.27. si... bh >< N.B. 90 
Of A thiG yu COOM Serine tear N. B. 116 
of basement rooms.......... NeB a3 
of basement rooms.......... O. B. 130 
Of OtKEES LOOMS aes cel eats 3 ss N. B. 116 
restricted by width of street, N. B. 90 
yard space between buildings 
VESULALOMMDYrmakn croetancle. sree A. B. 113 
House drain, definition of...... APB. 322 
House sewer, definition of..... A.B. 21 
J. 
Janitor, when required........ A. B. 141 
KS 
Kitchen— 
masonry hearth required.....N.B. 77 
range, requirements for  in- 
SCANT aia nar omar wie ie INEM Sr tyes! 
L. 
Psu Wai yal w.k os) arate veh beget Aitss hanel oa kia A, B. 191 


Leaders, requirements for..A. B. 144-180 


Local boards, powers not abro- 
gated 


Local ordinances— PAR 
HOW WCOUSERIER canister, 210 aie ALE ES 
to be complied with......... N. B. 145 

Lodging-house, prohibited in 

tenementsie.- nes pane siete rene A. B. 140 
M. 
Material and workmanship, gen- 
eral requirements ........ N. B. 146 


Materials, new, subject to tests, A. B. 158 


N. 
Notices— 
description of property, filed 
DY MOWNES Hse ce or esdier oes A. B. 186-187 
liability for violation....... A. B. 190 
name and address of owner 
OL WIESSEO Fok Meakin hlee o cne aisle A. B. 186 


name of heirs, to be filed....A. B. 186 


of transfer of property to be 


PV Pe a. Va on eteh al dle ots A. B. 186 
posting, when deemed suffi- 

LEM EAS oatetIsteaer sis ose tees A. B. 188 
served five days in advance..A. B. 188 
to be posted or mailed....... A. B. 188 

O. 
Overcrowding, restricted by 
cubic air space per person..A. B. 142 
P, 
Parapet walls, shall be carried 
ADOVE UTOOLI SR ivuaisreiedele overs N.B. 85 
Penalties...A. B. 39-189-190-192-193-198 
Percentage of lot occupied..... NB Ss 
alterations affecting ........ ANB oO 
fire escape not counted...... N.B. 88 
measurements taken at ground 

LOVOL SASF cacerege ius races teuena hs NEB S89 
water-closet compartment not 

COUNTEM Potete ag Rushes aes ease tale N. B. 162 


when measurements taken at 
second tier of beams..N. B. 89-93-94 
Permits, required for occupancy 


of cellar and basement 
LOOMS sin ee a alee eee O. B. 130 
Plans— 
TOs leds ee mA veces vee N. B. 182 
not to be removed; public 
FOCOLAS x srha hotshot teats Ratan N. B. 182 
Plumbing, plans and work, regu- 
LACE AA ite 6 ee Se Aap tone N. B. 181 
Privacy, access to bedrooms and 
water-ClOS@€ts 4c). 61. case eres Ne By 


Privy vaults— 


CLEANINE AO peel g iets seer alten A. 
to*-be? rebuilt: waivens. ..)4..5 a A. 
to be removed, when. ....... A. 
Public halls— 
GeMiLionwoOl sy cia uate ux 
deemed separate halls when 
closed, Dy /dO0rsh. cis sackets N. 
doors across to oper outward, N. 
door panels to be. glazed, 
WLOMS cate uetelotesh ckeseNe cote tnt N 
partitions to be lathed with 
metal MAE spree ecchomenete N 
recesses and _ returns’ re- 
Stricted. svi kua casarak oe hee N 


Rainwater, conveyed from build- 

ings 
Rear tenements, prohibited.....A. 
Repairs, properly maintained in, A. 
Rooms— 


AIL COVEr A. ls otenseeoe niyo tos Gore netene A. 
basement and cellar......... N 
basement and cellar......... O. 
Hei SHeroL Ma steovsve eta cs who cameos N. 
light and ventilation of...... O. 
DUT STZCnO free nape eae teens N. 
windows on street, yard or 
COULEE as clecoal bean Gaeta er aekeeeme N. 
windows on street, yard or 
COUPE ae iareiatenstetetpuststeseeeenes O. 


School sinks, to be removed....O. 
Scuttles— 
fireproof, in lieu of bulkhead, A. 


NOU, COMDEALOCKEG Ian shonettioteneasiete A. 
SIZE SOL ay esedlc eiidtnrencronel hone eter A. 
Sewer— 
ADDU CATION LORE exter ei eeyererete O. 
connection required ........ N. 
connection required, when...O. 
private, when required...... Oi 
Shafts— 
connected, to. be....... (oaes favs A. 
Gefinition Of ee wee hes eee AS 
COOLS PEON? weve Ghaparcruele calevek mous A. 
drained tower ieldeccne io 3 eases A. 
fireproot;. TO) Desw.te as crema A, 
STA CEH tO GOCN eestor lecemerceotenes cA 
not to be covered........... O. 
paved, required to be........ A. 
paved, required to be........ N. 


prohibited from bakery to 
other parts of building....A. 
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B. 118 
B. 86 


. B. 123 
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pone hes: 
Se ieee oas N. B. 118-119 
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Shafts 


Continued. PAR, Storage—Continued. PAR. 
required to be carried . below except as regulated, by local 
TOOTEVEVGl lu, cteleae puesto ai N. B. 184 OLGINaAlCebry cere aati + cee A.B. 69 
size of, sufficient to light of rags, paper stock, excel- 
OOM ters cuess\arekerete Chstene a Nebr i222 sior, \&¢.,.prohibited.”....... A. B. 140 
walls to be whitewashed..... AA Be Lat Stoves, requirements for instal- 
SMA MCeMTMIULOM FOL. very abalucrersnsy: 0) ON) TAGTOMMA es Seka etewat eve exe edey ss stale AUB t2 
Sinks— Stud partitions— 
MOTBCHCLOSOGIN. <Vuucis wes alonsr aie sw A. B. 171 PELMITELCA YM Him csiserete ctetene etek a 5s Ne bro 
POQUIECGs  WDETC. tein Lr teres tie N. B. 169 STACI ORMSTUGS Ai team oe eles N. B. 156 
MEQUITed. -WHELCW. wise Ws epee OF BELO | ton benplagtered!iv.ecrs terete se eieee A.B. 87 
water—to be supplied....... N. B. 169 
CVD Gitar co makckarathonunr enters ews a 4s rg F 
Skylight— . dub 
alterations, when required...O. B. 125 Tenement-house— 
POC UIT GUL eters el ePehe ta cil te toon yen sts OF, 125 ‘alterations, decreasing light 
COUT CO parce sueveete ccue erating Se slats N. B. 124 and even tmlationier a. sty ee acs Awe 
Smoke flues— alterations, decreasing depth 
hinedewiths tiles stoV.De ss as's) pavers N. B. 181 Of OER Meee ete ee tel ekes AReE yar ih 
brick enclosed, four inches alterations, increasing height, A. B. 27 
CIT CKUEAs darste ayshore er etal eee otis NB sil alterations, increasing number 
brick enclosed, eight inches..N. B. 82 OR) TOOURS a binin miarery sonata tes A.B. 28 
Smoke pipes, passing through buildings converted into.....N.B. 26 
DAME CUE OTE YS Mee ist rctercrs. wie etal « A.B. 83 constructed or maintained un- 
Soil pipe, definition of......... AWB? 323 Laswaullivyenatet ete go aes iar te ABs 202 
Stairs— date for compliance with law, O. B. 208 
access to, from street or deemed unlawful structure...A.B. 32 
GOUGH thee re eats N. B. 55 definition of£3..5 2.1.4 REA MBER e 
carriages and treads, thick- fireproof, definition of....... ASSET: 
TESS LeQuUITe dh. smu. aseurey se eeel N. B. 62 fireproof, when required..... N. B. 60 
cellar stairs inside building, N. B. 56-57 now under construction..... AGB os 
closet under stairs prohibited, N. B. 59 nuisance maintained ........ A. B. 202 
leading to scuttle........... A.B. 50 
outside unenclosed, may pro- 
JOSE PINE VAL Ce stones vey cberecrntennouNer Eo. 91 U. 
ee ee en Unlawful occupation of build- 
EAINEAU ATs rePAIl aire ena vs tace A.B. 58 F 
A TITS Stites aha ahiovenekeweliccedst el Hate, ote N. B. 184 
roof, leading to, from en- 
TEIN Came et aby shee see eriseeh eee vente Ne Bw oz 
size of risers and treads..... N. B. 55 Vv 
skylight over, required...... N. B. 124 
skylight over, required...... O. B. 125 Vaults, walls of, requirements. .N. B. 149 
soffits to be lathed with metal Vent pipe, definition Of wi4.5 40. INI 835 PASS 
Et re Ree Re on Ata eee N.B. 61 | Vent shafts— 
stair well, required......... N. B. 118 carried to cellar, paved...... N. B. 134 
to bulkhead, required....... N. B. 49 carried to cellar, paved...... A. B. 135 
stairways, additional required, covering to be removed, or 
Tiayere Ws pee teks Seka.” RUMP Pat es te Eeaant N. B. 53-54 made.to ventilate. ....... O. B. 128 
to be- widened, when....... N. B. 53-54 intake from street or yard...A. B. 127 
Stair halls— intake, SIZ OMIO fe tceare eee 5 oes JNaa ie a DAG! 
location and size of windows, N. B. 120 roofs over, prohibited....... An Bw i2 7, 
partitions lathed with metaY SUZ O baw DO Ware eves cteteadh eas, e) sees etexs ge A yd ALE 
eT ve ERO ae Al ai a N.B. 61 storage, use for prohibited...A. B. 129 
widened, to be, when re- 
QUOD oer ree state of bse 8 N. B. 53-54 Ww. 
Storage— 
of articles, detrimental to Wainscoting, plastering back of, A. B. 74 
Wea Giese eeu eyoe epeveeahe nok HN BS oh) Wall paper, old, removed before 
of combustible articles, pro- EC-NADCLING® cvonhs sess ese A.B. 139 
MAL CEA Mire ers eretevane see cede eh ele A.B. 68 Waste pipe, definition of....... AM Bai 24 


Water— PAR. 
AP PLGALOM se hOT) Matis cet heee ls A. B. 178 
potable water, ample supply, A. B. 176 
pumps, tanks, &c., required..A. B. 177 
to all plumbing fixtures...... AS Bate 
WeLLto DEL PEStEd..> <5... sue eek A. B. 179 

Water-closets— 
access to, without passing 

Through. bedrooms... ste N. 121 
additional, general, not pro- 

GW RON NEY 6 [Seaton myer uy ys Bae sie A. B. 164 
flush tanks, required........ A. B. 165 
in yard, protected from freez- 

IW G¥SS yh Ooi by oy MOM e an tots st he O. B. 161 
number and location........N. B. 160 
number and location........ O. B. 161 
not? toobevenclosedvianche ac. A. B. 166 
separate compartments, re- 

QUEER nih chip eee on) wie e A. B. 162 
stores and workshops, for....N. B. 160 
ty per TeQuUIedspeweraries cus tee BAe LGD 
where) required $)..4 6 cists yeas A. B. 159 
compartments, enclosure for..A. B. 162 
compartments, floor water- 

PEOOMEC Ss: tdia ere tate, A. B. A162 
compartments, height regu- 

TAGS 45.5 = Peter eco st Wale ae A. B. 162 
compartments, not counted in 

percentage of lot occupied..A. B. 162 
compartments, use for other 

purpose prohibited ....... A. B. 162 
compartments, windows in...A. B. 162 
compartments, width of..... A. B..162 
compartments, where re- 

UPTO iB feito asieeeahes eters & A. B. 159 

Windows— 
alcove opening, deemed suffi- 

CLOUE? 5.3: eae Mme ate eneeetckeees Onbel22 
BILAL OOMG 1,4. Rete aie eae ahaa N. B. 114 
AtraAMeles! Of iCOUTLS aa cinceeee N. B. 110 
EPOM DAKEL VA vse h cee te seo ALB Gy 
from storage place of paints, 

oils, liquors or drugs...... ASB. <2 
on offsets or recesses of 

COULTSS satucdt eases hs cise ols A. B. 109-110 
on public halls, to yard or 

COUT Es iT Reade she ecotetersie eeueae ae Nes 
sash doors substituted....... N. B. 120 


Windows 


Continued. PAR. 
size of, between rooms...... N. B. 114 
size of, equal to one-tenth 
Area Of LOOM. npaleranrs alerts Ne Baits 
size of, for water-closet and 
ait) Getes eat Richens creek: NS BELG 
Size of, measured between stop 
DEAS: ojo ye dossowete sete cohenc cen eaione No B.S 
size of, to light public halls..N. B. 119 
LOgUeh testa shells iro. vate: N. Bo 1202 
Wooden— 
buildings, restricted in fire 
VindTtS:- WARP coe Sweat toeeaee A.B. 66 
water-closet compartments 
PeEVMICCOC: Mo tave al vac oeaot rt A.B. 66 
Ye 
Yards— 
access from street, required..N. B. 62 
between buildings on same 
LOt Oe Fics en cee N. B. 113 
carried below floor level..... N. B. 134 
definition toni! as emer beeriae A Sve 
depth of, on corner lot...... N. B. 92 
depth of, on interior lot..... NBs ot 
depth of, where measured....N.B. 91 
graded, drained and connected 
With) (SOWel ces tnyerete ele uemehs A. B. 185 
governed by height of build- 
Ine. shrsett ee iste oe eon ene Al Beila3 
on corner lots more than fifty 
feet? WAS HAwaw ikmels saneerio. N. B. 93 
Sn corner lots bounded by 
more than two streets.....N.B. 93 
on lots at intersection of two 
StreGusy 2. MAR = whee cei ty opeee N. B. 94 
on lots running from street to 
street not over 100 feet 
AGP Tk. oa.cce Moe ete hee Ghia N.B. 94 
on lots running from street to 
street over 100 feet deep..N. B. 94 
paved, when ordered by 
Boards! cst itsctoranpeeeene ieee at A. B. 1383 
starting from second tier of 
eam ta I ee es eee ane N. B. 93-94 
walls to be whitewashed..... AgBa lst 
Where required: (lvederadaes att. N.B: 791 


TENEMENT HOUSE ACT- 


APPROVED March 25, 1904. 
AMENDMENTS Approved March 31, 1905. 


For the convenience of the public the amended paragraphs of the 
Tenement House act have been incorporated in this edition of the law, 
so that the entire act, as amended by the last Legislature, is here pre- 
sented. 


An act to improve the condition of tenement-houses in this State and 
to establish a State board of tenement-house supervision. 


BE IT ENACTED by the Senate and General Assembly of the State of 
New Jersey: 


ARTICLE TI. 
SECTION 1. 


1. Certain words used in this act are defined, for the purposes 
thereof, as follows: 


2. A tenement-house is any house or building or portion thereof 
which is rented, leased, let or hired out to be occupied or is occupied as 
the home or residence of three families or more, living independently of 
each other and doing their cooking upon the premises, or by more than 
two families upon any floor, so living and cooking, but having a common 
right in the halls, stairways, yards, water-closets or privies or some of 
them. 


3. A yard is an open, unoccupied space on the same lot with a tene- 
ment-house, between the extreme rear line of the house and the rear line 
of the lot. 

4. A court is an open, unoccupied space other than a yard, on the 
same lot with a tenement-house; a court not extending to the street or 
yard is an inner court; a court extending to the street or yard is an 
outer court; if it extends to the street it is a street court; if it extends 
to the yard it is a yard court. 

5. A shaft includes exterior and interior shafts, whether for air, 
light, elevator, dumb-waiter or any other purpose; a vent shaft is one 
used solely to ventilate or light a water-closet compaftment or bath-room. 


6. A public hall is a hall, corridor or passageway not within an 


apartment. 
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7. A stair hall includes the stairs, stair landings and those portions 
of the public hall through which it is necessary to pass in going between 
the entrance floor and the roof. 


8. An entrance hall shall be taken to mean that portion of the public 
hall, from the entrance leading to and including the stair enclosure. 


9. A basement is a story partly, but not more than one-half below 
the level of the grade, and for the purposes of this act shall be counted 
as a story, if more than five feet above the grade, unless otherwise spe- 
cifically stated. 


10. A cellar is a story more than one-half below the level of the 
curb and for the purposes of this act shall not be counted as a story, 
unless otherwise specifically stated. 


11. A fireproof tenement-house is one the walls of which are con- 
structed of brick, stone, iron or hard, incombustible material, and in which 
there are no wood beams or lintels, and in which the floors, roofs, stair 
halls and public halls are built entirely of brick, stone, iron or other hard, 
incombustible material and in which no wood work or other inflammable 
material is used in any of the partitions, furrings or ceilings; but this 
definition shall not be construed as prohibiting elsewhere than in the 
stair halls or entrance halls the use of wooden flooring on top of the fire- 
proof floors, or the use of wooden sleepers, nor as prohibiting wooden 
handrails and treads, if made of hard wood not less than two inches thick. 


12. A fireproof door shall be a doorway in which both the frame and 
the door are constructed of approved fireproof material, or they may be 
constructed of pine or other soft wood, of two thicknesses of matched 
boards at right angles with each other and securely covered with metal 
‘on both sides and edges, with folded, lapped joints, the nails for fasten- 
ing the same being driven inside the lap; the hinges, or bolts or latches, 
shall be secured or fastened to the door and frame after the same has 
been covered with metal; and if any glass is used in any such door it 
shall be of good quality wire glass. 

13. A fireproof bulkhead shall be taken to mean a bulkhead con- 
structed of approved fireproof materials or constructed of wood, covered 
with metal, in a manner similar to the construction of a fireproof door. 


14. The height of a tenement-house is the perpendicular distance 
measured in a straight line from the curb level to the highest point of 
the roof beams, the measurements in all cases to be taken through the 
center of the facade of the house; where a building is on a corner lot, 
and there is more than one grade or level, the measurements shall be 
taken through the center of the facade on the street having the greatest 
grade. 

15. The word “shall” is always mandatory and not directory, and de- 
notes that the house shall be maintained in all respects according to the 
mandate, as iong as it continues to be a tenement-house. 


16. The word “board” shall be construed as if followed by the words 
“charged with the enforcement of this act.” 
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17. The word “curb” for the measurements of heights shall be taken 
to mean the level of the established curb-line, where the same exists, 
taken at the center of the street frontage; where the walls of a building 
do not adjoin the street or building line, then the average level of thie 
ground on which the building stands may be taken as the curb, at the 
direction of the board. 


18. The word “approved” shall be construed as if followed by the 
words “by the board charged with the enforcement of this act.” 


19. The words “local ordinance” and “fire limits” shall be construed 
as if followed by the words “of the municipality in which the tenement- 
house is situated;” wherever the words “is occupied” are used in this 
act, applying to any building, such words shall be construed as if fol- 
lowed by the words “or is intended, arranged or designed to be occupied.” 

20. A frame building shall be taken to mean a building of which the 
exterior walls, or a portion thereof, shall be constructed of wood; build- 
ings sheathed with boards and partially or entirely covered with four 
inches or less of masonry or with metal sheets, shall be deemed frame 
buildings. 

21. The term “house sewer” is applied to that part of the main drain 
or sewer extending from a point two feet outside of the outer wall of the 
building, vault or area, to its connection with the main sewer or cesspool. 

22. The term “house drain” is applied to that part of the main hori- 
zontal drain and its branches inside the walls of the building, vault or 
area, and extending to and connecting with the house sewer. 

23. The term “‘soil-vipe’ is applied to any vertical line of pipe ex- 
tending through the roof, receiving the discharge of one of more water- 
closets, with or without other fixtures. 

24. The term “waste-pipe”’ is applied to any pipe extending through 
the roof, receiving the discharge from any fixtures except water-closets. 

25. The term “vent-pipe”’ is applied to any special pipe provided to 
ventilate the system of piping, to prevent back pressure and to stop 
siphonage. 


SECTION 2. 


26. A; building not erected for use as a tenement-house, if hereafter 
converted or altered to such use, shall thereupon become subject to all 
the provisions of this act affecting tenement-houses hereafter erected. 

27. No existing tenement-house shall be altered so as to increase 
the number of stories without being made to conform to all the require- 
ments for buildings hereafter erected for that height or number of 
stories. 

28. No existing tenement-house shall be altered so as to increase 
the number of rooms, nor its hallways changed, unless such new rooms 
or hallways shall be made ta conform with the requirements of this act 
for buildings hereafter constructed. 


EL 


29. No alteration or addition shall be made to any tenement-house 
so as to decrease the light and ventilation of any other part of said tene- 
ment-house. 


30. No tenement-house shall hereafter be enlarged or its lot be 
diminished so that a greater percentage of the lot shall be occupied by 


buildings or structures than is required for tenement-houses hereafter 
erected. 


31. No tenement-house shall hereafter be enlarged or its lot be 
diminished. so that its lot shall be less in depth than the minimum depth 
is required for tenement-houses hereafter erected. 


32. If any tenement-house or any part thereof is occupied by more 
families than provided in this act, or is erected, altered, maintained or 


occupied contrary to this act, such tenement-house shall be deemed an _ 


unlawful structure, and the board may cause such building to be vacated; 
and such building shall not be again occupied until it or its occupation, 
as the case may be, shall have been made to conform to this act. 


33. A tenement-house not now completed, but the excavation for 
which shall have been commenced in good faith on or before the first 
day of May, one thousand nine hundred and four, and after approval of 
all the plans therefor by the local authorities having such jurisdiction, 
and the first tier of beams of which shall have been set on or before the 
first day of July, one thousand nine hundred and four, shall be subject 
only to the provisions of this act affecting now existing tenement-houses. 


ARTICLE II. 
SECTION 1. 


34. E'very non-fireproof tenement-house hereafter erected, more than 
three stories high, unless provided with outside fireproof stairways 
directly accessible to each apartment, shall have fire- WI located and 
constructed as hereafter described. 


35. Every now existing non-fireproof tenement-house, more than 
three stories high, unless provided with outside fireproof stairways 
directly accessible to each apartment, shall have fire-escapes located and 
constructed as hereafter described; but a fire-escape now erected upon 
such house shall be deemed sufficient, except as provided in the next two 
succeeding paragraphs of this act. 


36. In every now existing non-fireproof tenement-house, more than 
three stories in height, there shall be a fire-escape directly accessible to 
each apartment, exclusive of fire-escapes in air-shafts and courts; and 
a party wall fire-escape balcony on the rear of the building, connecting 
with the window of an adjoining building, shall be deemed a sufficient 
fire-escape only when the two buildings are completely separated by an 
unpierced fire wall throughout their entire height and length; and all 


wooden floor slats and floors of fire-escape balconies shall be replaced by 
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proper iron slats or floors; and no wooden balcony or wooden outside 
stairs shall be deemed part of a lawful fire-escape. 


37. Whenever a now existing non-fireproof tenement-house is not 
provided with sufficient means of escape in case of fire, the board may 
order such additional fire-escapes or other means of egress as, in its judg- 
ment, may be necessary. 


38. All fire-escapes hereafter erected on any tenement-house shall 
open directly from at least one room in each apartment at each story 
above the ground floor, other than a bath-room or water-closet compart- 
ment, and shali not include the window of a stair hall, and no fire-escape 
shall be placed in a court except as provided in paragraph ninety-five of 
this act; fire-escapes may project into the public highway to a distance 
not greater than four feet beyond the building line; no person shall at 
ary time place any incumbrance of any kind before, or upon, such fire- 
escape, under a penalty of a fine of ten dollars or the confiscation of arti- 
cles so placed. 


39. All fire-escape balconies now existing or hereafter erected on 
any tenement-house shall have a plate firmly fastened to the standard 
or filling-in bars, near the top railing in front of and facing at least one 
window in each apartment, such plate to contain in plain, large, promi- 
nent, raised letters, each letter to be not less than one-half inch in height, 
the following words: ‘Anyone placing an incumbrance on this balcony 
or stairway will be fined ten dollars or the objects forming such incum- 
brance will be confiscated;” the lettering on such plate shall be painted 
a contrasting color. 


40. All fire-escapes hereafter erected on any tenement-house shall 
have one coat of approved paint before leaving the shop, and at least one 
coat after erection, all such fire-escapes now existing or hereafter erected 
shall be kept well painted and in good condition by the owner. 


41. Fire-escapes hereafter placed on tenement-houses shall consist 
of outside open iron balconies and stairways; the balcony on the top 
floor, except in case of a front fire-escape, shall be provided with a goose- 
neck ladder leading from said balcony to and extending not less than 
thirty inches (380”) above the roof; such goose-neck ladder shall be 
securely fastened to the wall of the building and to the roof, and there 
shall be a space of not less than eighteen inches (18”) between the out- 
side line of such ladder and the outer rail of the top fire-escape balcony; 
such ladder shall be constructed as provided for drop ladders in para- 
graph forty-eight (48): of this act; the strings shall be in one (1) piece 
and shall not be connected in parts by rivets or bolts; such ladders shall 
be arranged to rest at the bottom on brackets, and not on the slats form- 
ing the floor of the balcony. é 


42. The fire-escape balconies hereafter placed on all tenement- 
houses shall not be less than three feet (3’ 0”) in width, taking at least 
one (1) window of each apartment at each story above the ground floor; 
they shall be below, and not more than one foot (1’ 0”) below the 
window-sills and extend in front of and not less than nine inches (9”) 
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beyond each window; there shall be a landing not less than twenty-four 
inches (24”) square at the head and foot of each stairway; in every 
case there shall be a passageway between the string of the stairway and 
the wall of the building or the outer rail of the balcony, as the case may 
be, such passageway not to be less than fourteen inches (14”) wide in 
every part; the stairway opening on such platform shall not be less than 
twenty-one inches (21”) wide and forty-two inches (42”) long, and such 
opening shall have no covers of any kind. 


43. The floors of all fire-escape balconies on all tenement-houses 
shall be of wrought-iron or steel slats, not less than one and one-half 
inches by three-eighths of an inch (1%” x 3%”), placed not more than 
one and one-quarter inches (114”) apart and well secured and riveted to 
iron battens, one and one-half inches by three-eighths of an inch 
(1144” x 3”), not over two feet (2’ 0”) apart; the ends of such floor slats 
shall rest upon the platform frame, but shall not be riveted or bolted to 
same; the battens shall also rest upon and be riveted or bolted to frame 
of balcony; said frame to consist of angle-iron not less than two and 
one-half inches by two and one-half inches by three-sixteenths of an 
inch (214” x 214” x 3-16”) thick and to extend around the four (4) sides 
of the balcony floor; to rest upon brackets and be secured to same by 
rivets or bolts and be riveted at corners; the platforms of balconies 
shall be constructed and erected to safely sustain in all their parts a 
safe load of not less than eighty pounds (80 lbs.) per square foot, utiliz- 
ing a ratio of four (4) to one (1) peuwces the safe-working load and the 
ultimate strength of all parts. 


44, The outside top rail of all fire-escape balconies hereafter placed 
on all tenement-houses. shall entirely enclose the platform and in all 
cases shall go through the wall at each end and be properly secured by 
nuts and washers, at least four inches (4”) square and three-eighths of 
an inch (%%”) thick, or if set while the walls are being built they may 
go through the walls and be turned down three inches (3’’); and no top 
rail shall be connected at angles by cast-iron; the top rail of balconies 
shall be one and three-quarter inches by one-half inch (13%4.”%x 1%”) of 
wrought-iron or one and one-half inch (11%4”) angle-iron at least three- 
sixteenths of an inch (3-16”) thick; the bottom rails shall in no case 
be more than eight inches (8’’) above floor of balcony and shall be of one 
and one-half inches by three-eighths of an inch (11%%” x %”) wrought-iron, 
or of one and: one-half inch (114”) angle-iron at least three-sixteenths of 
an inch (3-16”) thick, and instead of going through may be well leaded 
or cemented into the wall; the ends of all rails not turned down shall 
be worked out to not less than three-quarter inch (%4”) bolt size for 
top rails or one-half inch (1%4”) bolt size for bottom rails, if the same 
go through the wall; the standing or filling-in bars shall not be less 
than one-half inch (1%4”) round or square wrought-iron, well riveted to 
the top and bottom rails and front of platform frame where immediately 
adjacent to brackets, and shall be so spaced as to form a secure and 
safe railing; the height of railings shall in no case be less than two feet 
and nine inches (2’ 9’). 
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45. The stairways of fire-escape balconies hereafter erected on tene- 
_ment-houses shall be constructed and erected to fully sustain in all their 
parts a safe load of not less than one hundred pounds (100 Ibs.) per step, 
utilizing a ratio of four (4) to one (1) between the safe-working load and 
the ultimate strength of all parts, with the exception of the tread, which 
must safely sustain at any point at said ratio a concentrated load of two 
hundred pounds (200 lbs.); the treads shall not be less than seven inches 
(7”) wide and the rise of each step not more than nine inches (9”); 
the treads shall be flat open treads of cast-iron not less than five-eighths 
of an inch (56’”) thick, or of flat bars not over one and one-quarter 
inches (14%4”) wide or less than three-eighths of an inch (%”) thick, with 
Spaces between not more than one inch (1”) or less than one-half of an 
inch (%”); such bars to be riveted to angle-irons of not less than one 
and one-half inches (1%”) in size, secured to strings, with double rivets 
or bolts; the stairs shall be not less than twenty inches (20”) wide be- 
tween inside of strings, the strings shall be not less than three-inch 
(3”) channels of iron or steel, ocr other shape equally strong, and shall, 
at both top and bottom, rest upon and be fastened to a bracket, which 
shall be fastened through the wall as hereinafter provided; the stairs 
shall have a hand rail of not less than three-quarter inch (34”) round 
wrought-iron rod or pipe, on each side, not less than thirty inches (30”) 
or more than forty-two inches (42’’) above steps at any point, and same 
shall be secured and well braced; the stairways shall be placed at an 
angle no steeper than sixty degrees. 


46. The brackets of all fire-escape balconies on tenement-houses 
shall be placed not more than four feet (4’ 0”) apart and be not less than 
three-quarters of an inch by one and one-half inches (3%”x1%”) wrought- 
iron placed edgewise, or one and three-quarter inch (1%4”) angle-iron, 
one-quarter inch (44”) thick, to extend across full width of balcony and 
be well- braced at a point not less than two-thirds (°/,) of the distance 
from wall to end of bracket, by means of not less than three-quarters 
of an inch (34”) square wrought-iron or one and three-quarters inch 
(1%”) angle-iron; the ends of brackets and braces shall go through the 
wall and be turned down three inches (3”), or be properly secured by 
nuts and washers four inches (4”) square and at least three-eighths of 
an inch (%’’) thick; on new buildings the brackets shall be set as the 
wails are being built; when brackets are put on tenement-houses already 
erected, the part going through the wall shall be not less than one inch 
(1”) in diameter, with screw nuts and washers not less than five inches 
(5”) square and one-half inch (%4”) thick. 

47. A proper drop ladder: to reach to a safe landing place below 
Shall be required from the lower balcony of any fire-escape on any tene- 
rent-house; and when the floor of such balcony is more than sixteen 
feet (16’ 0”) above the sidewalk or ground, a suitable landing platform 
shall be provided; such platform shall be located not more than ten feet 
(10’ 0”) above the ground and shall be connected with the balcony above 
by means of a stairway constructed as this act requires for stairways 
between balconies; such platform shall be not less than three feet 
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(3’ 0”) in width and four (4 0”) long and provided with proper railings; 
the drop ladder to ground shall be not less than fifteen inches (15”) in 
width, witn strings not less than one-half inch by two-inch (1%4” x 2”) 
iron, and rungs not less than five-eighths of an inch (5%”) in diameter, 
placed not more than twelve inches (12”) apart and securely riveted 
through the strings; strings to be made of one (1) piece and not con- 
nected in parts by rivets or bolts; the upper end of each string to be 
formed into a hook by which the ladder may be secured to the frame of 
the balcony when in use. 


48. All fire-escapes hereafter constructed on wooden tenement- 
houses shall conform in all particulars to the provisions of this act, 
except as hereinafter mentioned; the rise of the steps of the stairways 
shall not be more than eleven inches (11”); the strings shall be not less 
than three-inch (8”) channel bars or other shape equally strong, prop- 
erly constructed, as described in paragraph forty-six (46) of this act; the 
brackets and top rails shall be secured by bolts through the wall; in no 
case shall said bolts pass through the studs of said wall, but shall be 
properly fastened with washers and screw-nuts, through a wrought-iron 
or steel plate, such plate to be not less than three inches wide by one- 
quarter inch (3” x 4”) in thickness, and to pass across and to bear upon 
the entire inner faces of at least two (2) studs; the said plate shall be 
backed and reinforced by solid blocking as thick as the studding, firmly 
secured to the studs across which the plate passes; the bottom rail shall 
be secured in a simliar manner, or by means of lag screws not less than 
five-eighths of an inch (5”) in diameter and four inches (4”) long, prop- 
erly screwed into bored holes in the studs or blocking secured between 
same, said holes to be not more than seven-sixteenths: of an inch (7-16’’) 
in diameter and the center of such holes not to be within one and one- 
quarter inches (14%4”) of the sides of the studs or blocking. 


_ 49. Hivery tenement-house hereafter erected over three stories in 
height, shall have in the roof a fireproof bulkhead with a fireproof door 
to the same, and the stairs leading to it shall be the same as required or 
installed throughout the building, and such stairs shall be kept free from 
incumbrance at all times and so placed as to be readily accessible to all 
tenants at all times. 


50. Hivery tenement-house now existing or hereafter erected, not 
over three stories in height, may have, in lieu of such bulkhead, a fire- 
proof scuttle, and the stairs leading to the same shall be placed at an 
apgle no steeper than sixty (60) degrees, but in now existing tenement- 
houses, where such stairs are not practicable, a fixed iron ladder may be 
used in lieu thereof. 


51. No bulkhead or scuttle in any tenement-house shall at any time 
be locked- with a key, but it may be kept fastened on the inside by mov- 
able bolts or hooks; and said door or scuttle shall not be obstructed in 
any way and shall be so constructed, hung or balanced as to be easily 
opened, and of such size as to provide an easy exit for a grown person. 
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52. Every tenement-house hereafter erected three or more stories 
in height, shall have at least one flight of stairs extending from the en- 
trance fioor to the roof, and the stairs and public halls therein shall each 
be at least three feet wide in the clear, and every entrance hall shall be 
at least three feet six inches wide in the clear; but if such entrance hall 
is the only entrance to more than one flight of stairs, that portion of said 
hall between the entrance and the first flight of stairs shall be increased 
one-half in width in every part for such additional flight of stairs. 


58. HEvery non-fireproof tenement-house hereafter erected containing 
over twenty-six apartments or suites of rooms above the entrance story, 
shall have an additional flight of stairs for every additional twenty-six 
apartments or fraction thereof; if said house contains not more than 
thirty-six apartments above the entrance story in lieu of an additional 
stairway, the stairs, stair halls and entrance halls throughout the entire 
building may each be at least one-half wider than is specified in para- 
graph fifty-two of this act. 


54. Every fireproof tenement-house hereafter erected containing over 
thirty-six apartments or suites of rooms above the entrance story, shall 
also have an additional flight of stairs for every additional thirty-six 
apartments or fraction thereof; but if said house contains not more than 
forty-eight apartments above the entrance story, in lieu of an additional 
stairway, the stairs, stair halls and entrance halls throughout the entire 
building may each be at least one-half. wider than is specified in para- 
graph fifty-two of this act; and if said house contains not more than 
eighty-four apartments above the entrance story, in lieu of three stair- 
ways, there may be but two stairways; provided, that one of such stair- 
ways and the stair halls and the entrance halls connected therewith are 
at least one-half wider than is specified in paragraph fifty-two of this act. 


55. Hach flight of stairs mentioned in the last three paragraphs 
shall have an entrance on the entrance floor from the street or street 
court, or from an inner court which connects directly with the street; 
all stairs shall be constructed with a rise of not more than seven and 
one-half inches and with treads not less than ten inches wide and not 
less than three feet long in the clear; where winders are used all treads 
at a point eighteen inches from the strings on the wall side shall be at 
least ten inches wide. . 


56. In non-fireproof tenement-houses hereafter erected exceeding four 
stories in height, there shall be no inside stairs communicating between 
the cellar or other lowest story and the floor next above, but such stairs 
shall be located outside the building, and if enclosed, shall be constructed 
entirely fireproof and be enclosed in a fireproof enclosure, with fireproof 
self-closing doors at all openings; this provision, however, shall not apply to 
the stairs leading from the entrance story to the upper floors in tenement- 
houses hereafter erected where there is no cellar or other lowest story 
below the said entrance story; provided, that in tenement-houses here- 
after erected, which do not exceed four stories in height, and which also 
are not occupied or arranged to be occupied by more than two families 
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on any floor, the stairs leading to the cellar or other lowest story may 
be located inside the building; provided, such stairs are entirely enclosed 
with brick walls in the cellar and the enclosing partitions lathed with. 
metal lath or approved plaster board on the first floor and are provided 
with fireproof self-closing doors at both the top and the bottom; and the 
door at the bottom shall be located at least three feet from the foot of 
the stairs. 


57. In every fireproof tenement-house hereafter erected the stairs 
communicating between the lowest cellar or other lowest story and the 
next floor above, if not located underneath the stairs leading to the upper 
stories, may be placed inside of the said building; provided, that the por- 
tion of the cellar or other lowest story into which said stairs lead is 
entirely shut off by fireproof walls from those portions thereof which are 
used for the storage of fuels, or in which heating appliances, boilers or 
machinery are located; all openings in such walls shali be provided with 
self-closing fireproof doors. 


58. Ali stairs in tenement-houses shall be provided and maintained 
with proper banisters and railings and kept in good order. 


59. In non-proof tenement-houses hereafter erected no closet of 
any kind shall be constructed under any staircase leading from the first 
story, exclusive of the cellar, to the upper stories, but such space shall 
be left entirely open and kept clear and free from incumbrances. 


60. KEvery tenement-house hereafter erected six stories or more in 
height shall be made fireproof throughout. 


61. Every non-fireproof tenement-house hereafter erected may ‘have 
stud partitions above the cellar or basement; provided, said stud parti- 
tions enclosing public halls on the first floor and all stair halls throughout 
the building shall be lathed on both sides with metal laths or approved 
piaster board and plastered with two coats of brown mortar of good 
material, and the ceiling of the cellar or‘ other lowest story lathed and 
plastered in a similar manner; and when any part of the entrance floor, 
cellar or basement is used as a store or workshop or for the storage of 
combustible materials other than the fuel supply of the house, then the 
entire ceiling of the floor so used shall be lathed and plastered in the 
same manner; and the stairs shall be constructed of iron or stone, or 
some other approved fireproof material, or may be constructed of wood, 
provided that the carriages are not less than three (8) inches thick and 
the treads not less than one-quarter inches in thickness and the soffits 
throughout are covered with metal laths or approved plaster board and 
plastered with two coats of brown mortar of approved material. 

62. In every tenement-house hereafter erected there shall be an en- 
trance to the cellar or other lowest story from the outside of said build- 
ing; and direct access shall also be had from the street to the yard. 

63. In tenement-houses hereafter erected, in all walls where wooden 
furring is used, all the courses of brick, from the underside of the floor 
beams to the top of the same, shall project a distance of at least two 
inches beyond the inside face of the wall so as to provide an effective 
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fire stop; and wherever floor beams run parallel to a wall and wooden 
furring is used, such beams shall always be kept at least two and one- 
half inches away from the inside line of the wall, and the space between 
the beams and the wall shall be built up solidly with brick work from 
the under side of the floor beams to the top of the same so as to provide 
an effective fire stop. ' 

64. In all non-fireproof tenement-houses hereafter erected fore and 
aft stud partitions which rest directly over each other, shall run through 
the wooden floor beams and rest upon the plate of the partition below, 
and shall have the space between the studding filled in solid to the full 
depth of the floor beams and to a point eight inches above said beams 
with approved incombustible materials; in all fireproof tenement-houses 
hereafter erected all partitions shall rest directly upon the fireproof floor 
construction and extend to the fireproof beam filling above. 


65. Within the fire limits no wooden tenement-houses shall here- 
after be erected and no wooden building so situated and not now used 
2s a tenement-house shall hereafter be altered or converted to such use; 
but outside of the fire limits frame tenement-houses not exceeding three 
stories in height nor more than forty feet in height, may be erected of 
wood; but if three stories in height, they shall not provide accommoda- 
tions for, or be occupied by, more than six families in all or more than 
two families on any floor; and if built within three (3’ 0”) of any division 
or party line, the side walls shall have the spaces between the studding 
filled in solid with brick laid in cement mortar, or other approved fire- 
proof material, and in no case shall any such side wall, if built partially 
or entirely of frame, be used as a party wall. 

66. No wooden building of any kind whatsoever, except such as are 
used for water-closet compartments, shall hereafter be placed or built 
upon the same lot with a tenement-house, within the fire limits. 


67. No wooden party fence shall be used as a part of the enclosure 
of an outbuilding of any kind upon the same lot with a tenement-house. 


68. No tenement-house,:nor any part thereof, nor of the lot upon 
which it is situated, shall be used as a place of storage, keeping or hand- 
ling? of any combustible article, except where permitted by local ordi- 
nance and then only in the manner thereby prescribed. 


69. No tenement-house or any part thereof, nor of the lot upon 
which it is situated, shall be used as a place for the keeping or handling 
of any article dangerous or detrimental to life or health, nor for the 
storage; keeping or handling of feed, hay, straw, excelsior, cotton, paper 
stock, feathers or rags. 

70. When the floor forming the ceiling of the cellar or other lowest 
floor is constructed fireproof, then the ceiling of the cellar or other lowest 
floor of all tenement-houses hereafter erected and of all now existing 
tenement-houses over three stories high shall be lathed and plastered 
with two coats of brown mortar of good materials, and where any tene- 
ment-house now existing or'hereafter erected is over three stories in 
height the plastering shall be on metal lath or approved plaster board. 


19 


71. No bakery or place of business in which fat is boiled shall be 
maintained in any tenement-house which is not fireproof throughout, 
unless the ceilings and side walls of such bakery or of the said place 
where fat boiling is done are made safe by fireproof materials around 
the same; and there shall be no openings either by door or by window, 
dumbwaiter, shafts or otherwise between said bakery or said place where 
fat is boiled in any tenement-house and any other part of the said build- 
ing. 

72. All doors, transoms and windows opening into public halls from 
any portion of a tenement-house where paint, oil, spirituous liquors or 
drugs are stored for the purposes of sale or otherwise, shall be removed 
and closed up as solidly as the rest of the wall. 


73. All shafts hereafter constructed in tenement-houses shall be con- 
structed fireproof throughout, with fireproof self-closing doors at all 
openings, at each story, except window openings in vent shafts; and if 
they extend to the cellar shall also be enclosed in the cellar with fire- 
proof walls and fireproof self-closing doors at all openings; in no case 
shall any shaft be constructed of materials in which any inflammable 
material or substance enters into any of the component parts; but 
nothing in this paragraph contained shall be so construed as to require 
such enclosures about elevators or dumbwaiters in the well hole of stairs, 
where the stairs themselves are enclosed in brick or stone walls and are 
entirely constructed of fireproof materials. 


74. When wainscoting is hereafter placed in any tenement-house or 
any building in process of alteration into a tenement-house, the surface 
of the wall or partition behind such wainscoting shall be plastered down 
to the floor line, and any intervening space between said: plastering and 
said wainscot shall be filled in solid with incombustible material. 


75. All wood beams and other timbers in the party walls of any 
tenement-house hereafter erected shall be separated from the beams or 
timbers entering from the opposite side of the wall by at least four 
inches. 


76. In all tenement-houses hereafter erected all wood beams shall 
be framed away from all flues and chimneys, whether the same be for 
smoke, air or any other purpose; the trimmer beams shall not be less 
than eight inches from the inside face of a flue and four inches from the 
outside of a chimney breast and the header beams not less than two 
inches from the outside face of the brick or stone work of the same; 
except that for smoke flues of boilers and furnaces, where the brick work 
is required to be eight inches in thickness, the trimmer beam Shall not 
be less than twelve inches from the inside of the flue. 


77. In all tenement-houses hereafter erected every kitchen in every 
apartment shall have a hearth not less than four feet by three feet in 
size, and, where possibile, said hearth shall be supported by a brick trim- 
mer arch and may be finished in cement, concrete or stone, but where 
such construction is not possible, then the hearth may be constructed. in 
the following manner: beams shall be framed around the location for 
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such hearth and shall have cleats not less than four inches in depth, 
well spiked to them and the space floored over with not less than one 
and one-half inch matched plank; two inches above such planking, one- 
half inch iron rods shall be placed not over eight inches on centers and 
shall be carried across the opening and through the enclosing beams and 
securely fastened with nuts and washers; the space thus left shall be 
filled with not less than four inches of concrete and surfaced one inch 
thick. 


78. In ali tenement-houses now existing or hereafter erected no 
kitchen range shall be placed against a furred wall or stud partition; or 
if placed within ten inches of said wall or partition, then the wall or 
partition must be protected by the owner with metal, from the floor to 
a point one foot above the top of said range, and said kitchen range shall 
rest entirely upon the hearth, or upon metal legs if there is no hearth, 
and shall be provided with a metal shield extending under and at least 
twelve inches in front of the ashpan. 


79. All stoves for heating purposes in tenement-houses shall be 
properly supported on iron legs, resting on the floor at least two feet 
from any lath and plaster or wood work other than said floor; a metal 
shield should be placed under and twelve inches in front of the ashpan 
of all such stoves that are placed on wooden floors. 


80. In every tenement-house there shall be adequate chimneys run- 
ning to every floor with an open fireplace or grate, or place for stoves, 
properly connected with one of said chimneys for every apartment, but 
no chimney shall be started or built upon any floor or beam: of wood, and 
in no case shall a chimney be corbeiled out more than eight inches from 
the wall; and in all cases corbeiling shall consist of at least five courses 
of brick; but no corbeiling more than four inches shall be allowed in 
eight-inch brick walls; all chimneys shall be carried not less than four 
feet above the roof. 


81. In all tenement-houses hereafter erected all smoke-flues shall be 
lined on the inside with well-burned clay or terra-cotta pipe, made 
smooth on the inside, carried from the bottom of the flue or from the 
throat of the fireplace, if the flue starts from the latter, and carried up 
continuously to the full height of the flue; the ends of all such lining 
pipes shall be made to fit close together and the pipes shall be built in 
as the flue or flues are carried up; each smoke-flue shall be enclosed on 
all sides with not less than four inches of brick work and shall have an 
area of not less than thirty-six square inches. 


82. In all tenement-houses hereafter erected all flues which, for 
any reason, are liable to be heated to high temperatures or to become 
dangerous in any way, shall be surrounded on all exposed sides by not 
less than eight inches of brick work and such other precautions as the 
board may determine. 


83. In every tenement-house now existing or hereafter. erected 
where smoke-pipes pass through a lath and plaster or other partition, 
they shall be guarded by galvanized iron ventilated thimbles at least 
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twelve inches larger in diameter than the pipe; no smoke-pipe will be 
permitted to pass through any roof. ; 


84. In all tenement-houses hereafter erected the fire-backs of all 
fireplaces shall be of solid masonry not less than eight inches in thick- 
ness. 


85. In all tenement-houses hereafter erected all division or party | 
line walls over fifteen feet high, shall be carried up to form parapet walls 
not less than eight inches in thickness and to a point not less than two 
feet above the roof; all such walls shall be coped with stone, terra-cotta 
or cast-iron: | 

86. In all tenement-houses hereafter erected all doors placed across 
public halls, except entrance doors, shall be hung so as to open outward. 


87. All stud partitions hereafter constructed in any tenement-house 
shall be plastered from the floor to the ceiling. 


AR DIC Tir 
SECTION 1.— 


88. No tenement-house hereafter erected shall occupy more than 
ninety per centum of a corner lot, or more than seventy per centum of 
any other lot; provided, that the space occupied by fire-escapes of the size 
hereinbefore prescribed shall not be deemed a part of the lot occupied. 


89. For the purposes of the immediately preceding paragraph, the 
measurements shall be taken at the ground level, except that where such 
a building has no basement and the cellar ceiling is not more than three 
feet above the curb level, the measurements as to the percentage of a 
lot occupied may be taken at the level of the second tier of beams. 


90. The height of a tenement-house hereafter erected shall not by 
more than one-half exceed the width of the widest. street on which it 
stands; such height shall be the perpendicular distance measured in a 
straight line from the curb level to the highest point of the roof beams; 
provided, that where there are bulkheads exceeding ten feet in height 
or exceeding in area ten per centum of the area of the roof, the meas- 
urements shall be taken to the top of the bulkhead; but this shall not 
apply to elevator enclosures not exceeding fifteen feet in height; the 
measurements in all cases shall be taken through the center of the facade 
of the house. 


91. Behind every tenement-house hereafter erected there shall be a 
yard extending across the entire width of the lot, and except upon a 
corner lot, at every point from the ground to the sky unobstructed, except 
that fire-escapes or unenclosed outside stairs may project not over five 
feet from the rear line of the house; the depth of the said yard meas- 
ured from the extreme rear wall of the house to the rear line of the lot, 
shall be as set forth in the two following paragraphs of this act. 
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92. Except upon a corner lot, the depth of the yard behind every 
tenement-house hereafter erected fifty feet in height shall be not less 
than sixteen feet in every part; said yard shall be increased in depth 
one foot for evéry additional twelve feet of height of the building or 
fraction thereof above fifty feet; and may be decreased in depth one 
foot for every twelve feet of height of the building, less than fifty feet; 
but it shall never be less than fourteen feet in depth in any part. 


93. The depth of the yard behind every tenement-house hereafter 
erected upon a corner lot shall not be less than ten feet in every part; 
provided, that where such lot is less than one hundred feet in depth, the 
depth of the yard may be not less than ten per centum of the depth of 
such lot, but shall never be less than five feet in every part; where a 
tenement-house hereafter erected upon a corner lot has no basement and 
the cellar ceiling is not more than three feet above the curb level, said 
yard may start at the level of the second tier of beams; where a corner 
lot is more than fifty feet in width, the yard for that portion, in excess 
of fifty feet, shall conform to the provisions of this act relating to interior 
lots. Where a corner lot is bounded by more than two streets, and does 
not exceed one hundred (100) feet in depth, the ten per centum of unoc- 
cupied space shall be deemed: the space required for yard. 


94. Wherever a tenement-house hereafter erected is upon a lot which 
runs through from one street to another street, and said lot is not less 
than seventy feet nor more than one hundred feet in depth, there shall be 
a yard space through the center of the lot midway between the two 
streets, which shall extend across the full width of the lot and shall not 
be less than sixteen feet in depth from wall to wall; but where such 
building has no basement and the cellar ceiling is not more than three 
feet above the curb level such yard space may start at the level of the 
second tier of beams; where such lot is over one hundred feet in depth 
such yard space shall conform to the provisions of paragraph one hundred 
and five of this act, for inner courts, and shall be left through the center 
of the lot midway between the two streets, and shall extend across the 
entire width of the lot; where a single tenement-house hereafter erected 
is situated on a lot formed by the intersection of two streets at an acute 
angle, the yard of said house need not extend across the entire width of 
the lot; provided, that it extends to a point in line with the middle line 
of the lot. 


95. No court of a tenement-house hereafter erected shall be covered 
by a roof or skylight, but every such court shall be, at every point open 
to the sky, unobstructed; provided, that an apartment not containing any 
room fronting upon the street or yard shall have a fire-escape in a court, 
projecting not more than four feet from the house; such fire-escape shall 
directly connect at the bottom of such court with a fireproof passageway, 
not less than three feet wide and seven feet high, leading in a straight 
and direct line to the street. 


96. In every tenement-house hereafter erected exceeding three 
stories in height, where ohe side of an outer court is situated on the lot 
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line, the width of the said court, measured from the lot line to the 
opposite wall of the building, shall not be less than two feet eight inches 
in any part; wherever an outer court so situated exceeds thirty-six feet 
in depth, and does not extend from the street to the yard, the entire 
court shall be increased in width six inches for every additional fifteen 
feet in excess of thirty-six feet. 


97. In every tenement-house hereafter erected, not exceeding three 
stories in height, which is also not occupied or arranged to be occupied 
by more than eight families in all, or by more than two families on any 
floor and in which, also, each apartment extends through from the street 
to the yard, the width of an outer court situated on the lot line shall be 
at least two feet eight inches, running parallel with the wall; and where 
such court exceeds sixty-five feet in depth, the width of such court shall 
be increased one foot for every thirty feet or fraction thereof that said 
court exceeds sixty-five feet in depth; but where such tenement-house 
is occupied or arranged to be occupied by more than eight families in 
all, or by more than two families on any floor, and in which the apart- 
ments do not extend through from the street to the yard, the width of 
an outer court situated on the lot line shall be regulated by paragraph 
ninety-six of this act. 


98. In every tenement-house hereafter erected exceeding three 
stories in height, where an outer court is situated between wings or 
parts of the same building, the width of the said court, measured from 
wall to wall, shall not be less than four feet, running parallel with wall. 
Whenever an outer court so situated exceeds thirty-six feet in depth, the 
entire court shall be increased in width six inches in every additional 
fifteen feet or fraction thereof. 


99. In every tenement-house hereafter erected, not exceeding three 
stories in height, and which also is not occupied or arranged to be occu- 
pied by more than eight families in all, or by more than two families on 
a floor, and in which also each apartment extends through from.the street 
to the yard, the width of an outer court situated between wings or parts 
of the same building, measured from wall to wall, shall not be less than 
four feet, running parallel with wail. Where such court extends sixty- 
five feet in depth, its width shall be increased two feet for every thirty 
feet or fraction thereof that said court exceeds sixty-five feet in depth; 
but where such tenement-house is occupied by more than eight families 
in all, or by more than two families on any floor, and in which the apart- 
ments do not extend through from the street to the yard, the width of an 
outer court, situated between wings or parts of the same building, or 
between different buildings on the same lot, shall be regulated by para- 
graph ninety-eight of this act. 

100. Wherever an outer court in any tenement-house hereafter 
erected changes its initial horizontal direction, or wherever any part of 
such court extends in a direction so as not to receive direct light from 
the street or yard, the length of such portion of said court shall never 
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exceed the width of said portion; such length to be measured from the 
point‘at which the change of direction commences. 


101. Wherever an outer court of any tenement-house is less in depth 
than the minimum width prescribed by this act, then its width may be 
equal to but not less than its depth; provided, that such width is not less 
than three and one-half feet in the clear; this exception shall also apply 
to each off-set or recess in outer courts, and no windows, except windows 
of water-closet compartments, bath-rooms or halls shall open upon any 
off-set or recess less than two feet eight inches. 


102. In every tenement-house hereafter erected, exceeding four 
stories in height, where one side of an inner court is situated on the lot 
line, the width of said court, measured from the lot line to the parallel 
wall of said building, shall not be less than eight feet from lot line to 
opposite wall, in any part, or its horizontal dimensions, shall not be less 
than fourteen feet in any part; but for every twelve feet of increase or 
fraction thereof in the height of said building above fifty feet, such. width 
shall be increased six inches throughout the entire height of said court, 
and the other horizontal dimensions shall be increased one foot through- 
out the entire height of said court; and for twelve feet of decrease in 
the height of said building below fifty feet, such width may be decreased 
six inches and the other horizontal dimension may be decreased one foot. 


103. In every four-story tenement-house hereafter erected, the size of 
an inner court situated in the lot line shall be as prescribed by paragraph 
one hundred and two of this act; provided, that where such tenement- 
house is not occupied by more than eight families in all, or by more than 
two families on any floor, and in which each apartment extends through 
from the street to the yard, the width of such court may be decreased, 
but shall not be less than six feet in any part, and its other horizontal 
dimensions shall not be less than twelve feet in any part. 


104. In every tenement-house hereafter erected, not exceeding three 
stories in height, the width of an inner court situated on the lot line shall 
not be less* than four feet in any part, and its other horizontal dimension 
shall not be less than ten feet in any part, measured from the lot line to 
the opposite wall. 


105. In every tenement-house hereafter erected exceeding four 
stories in height, where an inner court is not situated upon the lot line, 
but is enclosed on all four sides, the least horizontal dimensions of the 
said court shall be not less than twenty-four feet, but for every twelve 
feet of increase or fraction thereof in the height of such building above 
fifty feet, the said court shall be increased one foot in each. horizontal 
dimension, throughout the entire height of said court, and for every 
twelve feet of decrease in the height of said building below fifty feet, 
each horizontal dimension of the said court may be decreased one foot. 

106. In every four-story tenement-house hereafter erected the size 
of an inner court not situated on the lot line, but enclosed on all four 
sides, shall be as prescribed by paragraph one hundred and five of this 
act; provided, that where such tenement-house is not occupied or arranged 
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to be occupied by more than eight families in all or by more than two 
families on any floor, and in which also each apartment extends through 
from the street to the yard, the size of such court may be decreased, but 
'its least dimensions shall not be less than fourteen feet in any part. 


107. In every tenement-house hereafter erected not exceeding three 
stories in height, the least dimensions of an inner court shall not be less 
than fourteen feet in any part; provided, that where such tenement-house 
is not Occupied or arranged to be occupied by more than six families in 
all, or by more than two families on any floor, and in which each apart- 
ment extends through from the street to the yard, the size of such court 
may be decreased, but its width shall not be less than eight feet in any 
part and its other horizontal dimension shall not be less than fourteen . 
feet. 


108. In every tenement-house hereafter erected every inner court 
shall be provided with one or more horizontal intakes at the bottom; such 
intakes shall always communicate directly with the street or yard, and 
shall consist “of a passageway not less than three feet wide and seven feet 
high, which shall be left open; there shall always be provided in said 
passageway open grills, or transoms, of a size not less than five square 
feet each, and such open grills or transoms shall never be covered over by 
glass or in any other way; there shall be at least two such grills or tran- 
soms in each such passageway, one at the inner court and the other at 
the street or yard, as the case may be; or air-tight open ducts not less 
than sixteen inches deep, and five square feet in area and provided with 
open iron grills at each end, if constructed of metal, may be substituted 
for such passage; provided, they can be installed so as to connect from 
the street or yard to the bottom of the court at right angles without bend 
or break or the forming of a trap in any part; and provided aiso, that 
direct access is given to the bottom of such court by doorway opening to 
a public hall of the building. 


109. In tenement-houses where the inner courts are not less than ten 
feet wide in any part, offsets and recesses will be permitted, butt when the 
depth of such offset or recess is less than the minimum width prescribed, 
then the width of said offset or recess may be equal to but not less than 
its depth; provided, that such width is never less than four feet in the 
clear; and no window except the windows of water-closet compartments, 
bath-rooms or halls, shall open upon any offset or recess less than six 
feet in width. 


110. Nothing contained in the foregoing paragraphs concerning outer 
and inner courts shall be construed as preventing windows at the angles 
of said courts: provided, that the running length of the wall containing 
such windows does not exceed six feet; except that in outer courts or in 
inner courts of a less size than the minimum prescribed for tenement- 
houses fifty feet in height, the running length of the wall containing 
windows in the angle of said courts, shall not exceed four feet; nothing 
in this paragraph shall be construed so as to permit the reduction of 
any inner court by cutting off the corners thereof, when such court is less 
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than eight feet in width measured from. the lot line to the opposite wall 
of the building. 


111. In any tenement-house hereafter erected or now existing where 
each apartment extends through from the street to the yard, no clothes, 
bedding or similar articles shall be hung or exposed in any court for dry- 
ing or airing or any purpose. ce 

112. No separate tenement-house shall hereafter be erected upon the 
rear of any lot where there is a tenement-house on the front of said lot, 
nor upon the front of any such let upon the rear of which is a tenement- 
house. 


118. Where any building is hereafter placed on the same lot with a 
tenement-house there shall be always maintained between the said. build- 
ings an open, unoccupied space extending upwards from the ground, and 
extending across the entire width of the lot; where either building is 
fifty feet or more in height, such open space shall be at least twenty-four 
feet from wall to wall; and for every twelve feet of increase or fraction 
thereof in the height of such building above fifty feet, such open space 
shall be increased one foot in depth throughout its entire width, and for 
every twelve feet of decrease in the height of such building below fifty 
feet the depth of such open space may be decreased one foot; and no 
building of any kind shall be hereafter placed upon the same lot as a 
-tenement-house,: so as to decrease the minimum size of courts or yards 
as prescribed by this act; and if any tenement-house is hereafter erected 
upon any lot upon which there is already another building, it shall com- 
ply with al! of the provisions of this act, and in addition the space be- 
tween the said buildings and the said tenement-house shall be of such 
Size and arranged in such manner as is prescribed in this paragraph, the 
height of the highest building on the lot to regulate the dimension; and 
the use to which such other building is put shall not be detrimental to 
the health or safety of the occupants of said tenement-house and shall 
be subject to the written approval of the board. 


114.. In every tenement-house hereafter erected every room, except 
water-closet compartments and bath-rooms, shall have at least one win- 
dow opening directly upon the street or upon a yard or court of the mini- 
mum dimensions specified in this act, and such windows shall be so 
located as to properly light all portions of such rooms; whenever a 
room in such tenement-house opens upon an inner court less than ten 
feet wide, measured from the lot line to the opposite wall of the build- 


ing, such room shall be properly provided with a sash window, ,commu-- 


nicating with another room in the same apartment, such window to con- 
tain not less than ten square feet of glazed surface, and to be made so 
as to readily open. , 

115. In every tenement-house hereafter erected, the total window 
area in each room, except water-closet compartments and bath-rooms, 
shall be at least one-tenth of the superficial area of the room, and the 
top at least of one window shall not be less than seven feet six inches 
above the floor, and the ‘upper half of it shall be made so as to open the 
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full width; no such window shall be less than twelve square feet in area 
between the stop beads. 


116. In every tenement-house hereafter erected, the total window 
area in a water-closet compartment or bath-room shall not be less than 
three square feet and no such window shall be less than one foot in width, 
measuring between stop beads; in every tenement-house hereafter erected 
all rooms, except water-closet compartments and bath-rooms, shall be of 
the following minimum sizes: in each apartment there shall be at least 
one room containing not less than one hundred and twenty square feet of 
floor area; each other room shall contain at least seventy square feet of 
floor area; each room shall be, in every part, not less than nine feet high 
from the finished floor to the finished ceiling; provided, that an attic room 
need be nine feet high in but half of its area. 


117. All alcove rooms in tenement-houses must conform to all the 
requirements for other rooms. 


118. In every tenement-house hereafter erected which is occupied, or 
arranged to be occupied, by more than two families on any floor, or which 
exceeds four stories in height, every public hall shall have at least one 
window opening directly upon the street or upon a yard or court; either 
such window shall be at the end of said hall, with the’ plane of the window 
at right angles to the axis of said hall, or there shall be at least one win- 
dow opening directly upon the street, or upon a yard or’ court, in every 
twenty feet in length or fraction thereof of said hall; but this provision 
for a window in every twenty feet of hallway shall not apply to that por- 
tion of the entrance hall between the entrance and the first flight of stairs; 
provided, that the entrance door contains not less than five square feet of 
glazed surface; in every public hall in such tenement-house recesses or 
returns, the length of which does not exceed twice their width, will be 
permitted without an additional window; but wherever the length of 
such recess or return exceeds twice its width, the above provisions in 
reference to one window in every twenty feet of hallway shall be applied; 
any part of a hallway which is shut off from any other part of said hall 
by a door or doors shall be deemed a separate hall, within the meaning 
of this paragraph; in every tenement-house hereafter erected where the 
public hall is not provided with a window opening directly to the outer 
air as above provided, there shall be a stair well not less than twelve 
inches wide in the clear, extending from the entrance floor to the roof, 
and all doors leading from such public hall shall be provided with trans- 
lucent glass panels having an area of not less than five square feet for 
each door and also with fixed transoms of translucent glass over each 
door. 

119. In every tenement-house hereafter erected one, at least, of the 
windows provided to light each public hall or part thereof shall be at 
least two feet six inches wide and five feet high, measured between the 
stop beads. 

120. In every tenement-house hereafter erected the aggregate area 
of windows to light or ventilate stair halls shall be at least eighteen square 
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feet for each floor; there shall be provided for each story at least one of 
said windows, which shall be at least two and a half feet wide and five feet 
high, measured between the stop beads; a sash door shall be deemed the 
equivalent of a window in paragraphs one hundred and eighteen, one hun- 
dred and nineteen and one hundred and twenty of this act; provided, 
that such door contains the amount of glazed surface prescribed for such 
windows. 


121. In every apartment of three or more rooms in a tenement-house 
hereafter erected, access to every living room and bedroom and to at 
least one water-closet compartment, shall be had without passing through 
any bedroom. . : 


122. No room in a now existing tenement shall hereafter be occupied 
for living purposes unless it shall have a window on the street, or upon a 
yard not less than four feet deep, or upon a court or shaft of not less than 
twenty-five square feet in area, open to the sky without roof or skylight: 
provided, however, that such room may be occupied for living purposes 
if it has a sash window opening into an adjoining room in the same 
apartment, which latter room either opens directly upon the street or on 
a yard of the above dimensions, or itself connects directly by a similar 
window with such outer room; said sash window shall be at least three 
feet by five feét between stop beads and both halves shall be made so 
as to open readily; where it is not possible to construct a window of 
this width, then such window may be of such size as may be prescribed 
by the board, but such window shall never contain less than twelve feet 
of glazed surface; an alcove opening of no less dimensions than the said 
sash window, in addition to the usual door opening, shall be deemed its 
equivalent. 


123. In every now existing tenement-house, four stories or more in 
height, whenever a public hall on any floor is not lighted enough in the 
daytime to permit a person to read in every part thereof, without the 
aid of artificial light, the wooden panels in the doors located on the public 
halls and opening directly into rooms, shall be removed and ground glass 
or other translucent glass of an aggregate area of not less than five 
square feet for each door shall be substituted; or in lieu of removing 
panels from the doors a fixed sash window of ground glass, or other 
translucent glass, of an area of not less than five square feet, may be cut 
into partitions separating the said hall from rooms which open directly 
upon the street or upon a yard, court or shaft of dimensions specified in 
the last paragraph; or said public hall may be lighted by a window or 
windows at the end thereof, with the plane of the window at right angles 
to the axis of said hall, said windows opening upon the street or upon a 
yard, court or shaft of said dimensions. 


124. In every tenement-house hereafter erected there shall be in the 
roof directly over the stair well, a ventilating skylight constructed of 
metal and provided with ridge ventilators having a minimum opening of 
forty square inches; or such skylight shall be provided with fixed or 
movable louvres; the glazed roof of such skylight shall not be less than 
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twenty square feet in area; where the stairs and public halls are not 
provided withewindows on each floor opening directly to the outer air, 
the skylights shall be provided with such ridge ventilators and also with 
fixed or movable louvres or with movable sashes. 


125. In every now existing tenement-house over two stories in 
height, where no skylight or bulkhead with glazed sash is found over the 
stair well, or in which the stair halls do not have windows opening 
directly to the outer air, there shall be a ventilating skylight constructed 
in the roof, directly over the stair well, as specified in the preceding 
paragraph; in every such tenement-house where an existing skylight or 
glazed bulkhead does not’ provide sufficient light and ventilation, then 
the board shall require such skylight or such bulkhead to be altered or 
enlarged so as to provide such proper light and ventilation. 


126. In every tenement-house now existing or hereafter erected a 
proper light shall be kept burning by the owner, in the public hallways, 
near the stairs, upon the entrance floor; and in every tenement-house, 
over two stories high, such a light shall also be kept burning upon the 
second floor above the entrance floor of such house every night through- 
out the entire year, and upon all other floors of such tenement-house 
from sunset each day until ten o’clock each evening; where the public 
halls and stairs are not provided with windows opening directly to the 
street or yard, and such halls and stairs are, in the opinion of the board, 
not sufficiently lighted, the owner of such house shall keep a proper light 
burning in the hallway near the stairs upon each floor as may be neces- 
sary, from sunrise to sunset, and all such lights shall be so arranged as 
to effectually guard against fire. 


127. Every vent-shaft hereafter constructed in a tenement-house 
shall be at least nine square feet in area, and the least dimensions of 
such shaft shall not be less than three feet; and if the building be above 
fifty feet in height, such shaft shall, throughout its entire height, be in- 
creased in area three square feet for each additional twelve feet in 
height or fraction thereof; and for each twelve feet in height less than 
fifty feet, such shaft may be decreased in area three square feet; a 
vent-shaft may be enclosed on all four sides, but it shall not be roofed 
or covered over in any way; every such shaft shall be provided with a 
horizontal intake or duct at the bottom, communicating with the street 
or yard or with a court; such duct or intake to be not less than four 
square feet in total area and to be arranged so as to be easily cleaned 
out. 

128. Where any vent-shaft in any now existing tenement-house is 
roofed or covered over in any way, such roof or other covering shall be 
completely removed or made to conform with such requirements as the 
board may find necessary to secure ample ventilation. 

129. No vent-shaft in any tenement-house now existing or hereafter 
erected shall be used as a place of storage for any articles of any kind 
whatsoever, nor shall it be obstructed by any shelf or other similar con- 


trivance. 
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130. In any now existing tenement-house no room in the basement 
or cellar shall be occupied for living purposes without a written permit 
from the board, and such permit shall be kept readily accessible in the 
main living room of the apartment containing such room, and may be 
canceled at any time by the board or by the local board of health having 
jurisdiction; but no such permit shall be granted unless such room shall 
have at least one window opening on a street, court or yard not less than 
four feet wide, and such room shall have sufficient light, shall be well 
drained and dry, and shall, in the opinion of the board, be fit for human 
habitation; and the ceiling of such room shall be in every part not less 
than seven feet high, and not less than four feet above the ground out- 
side; there shall be, outside of and adjoining such room and extending 
along the entire frontage of the same, an open area, which shall be at 
least two feet and six inches in its least dimensions, unless such room 
extends for more than one-half of its height above the curb level; such 
area shall be well and effectually drained. 


131. In tenement-houses hereafter erected no room in the cellar or 
in the basement shall be constructed, altered, converted or occupied for 
living purposes unless all of the following conditions are complied with: 


I. Such room shall be at least eight feet and six inches high in 
every part, from the floor to the ceiling; provided, that in buildings 
already erected and not now used as tenement-houses, but hereafter 
altered or converted to such use, such room shall not be less than eight 
feet in every part, from the floor to the ceiling; 


II. The ceiling of such room shall be at least five feet above the 
surface of the street or ground outside of or adjoining the same; 


III. There shall be, appurtenant to such room, the use of a separate 
water-closet; 


IV. Such room shall have a window or windows opening upon the 
street or upon a yard or court; the total area of windows in such room 
shall be at least one-eighth of the superficial area of the room, and one- 
half of the sash shall be made to open full width; and the top of each 
window shall be within six inches of the ceiling. 


152. In every tenement-house now existing or hereafter erected the 
floor of the entire cellar or other lowest floor below or on grade shall be 
finished with concrete, asphalt or other similar material approved by 
the board; all new floors, if laid with concrete, shall not be less than four 
inches thick and finished with one inch of cement surfacing; and every 
tenement-house hereafter erected on any lot which is damp, or which 
is affected by tidewater or the drainage of surface water from other prop- 
erties, shall have all walls below the ground level cemented at least one- 
half an inch thick and given a coat of asphalt. 


133. In every tenement-house hereafter erected or now existing the 
celiar walls and ceilings shall be thoroughly whitewashed or painted a 
light color by the owner and shall be so maintained; such whitewash or 
paint shall be renewed whenever necessary, aS may be required by the 
board. 


134. In every tenement-house hereafter erected the bottom of all 
shafts, courts, areas and yards which extend to the basement for light 
or ventilation of living rooms, shall be six inches below the floor level of 
the part so occupied or intended to be occupied, and the bottom of all 
vent-shafts and inner courts in such building shall be paved with flag- 
stones, cement or asphalt, or similar substances. 


135. In every tenement-house now existing or hereafter erected all 
shafts, courts, areas and yards shall be properly graded and drained and 
connected with the street sewer where such connection be possible and 
permitted by local ordinances; and when required by the board shall be 
paved with stone, cement, or asphalt or other approved material. 


136. In every tenement-house now existing or hereafter erected 
there shall be, at the bottom of every shaft and inner court a door giving 
sufficient access to such shaft or court as to enable it to be properly 
cleaned out; in shafts or courts of a less size than prescribed by this 
act for tenement-houses hereafter erected, such doors shall be fire-proof 
and self-closing; provided, that where there is already a window or door 
in a now existing tenement-house, giving proper access to such shaft or 
court, such window or door shall be deemed sufficient. 


137. In every tenement-house now existing or hereafter erected the 
walls of all courts, inner courts and shafts, unless built of a light color 
brick or stone, shall be thoroughly whitewashed, or shall be painted a 
light color by the owner and shall be so maintained; such whitewash or 
paint shall be renewed whenever necessary, as may be required by the 
board. 

138. Every tenement-house and every part thereof, shall be kept 
ciean and free from every accumulation of dirt, filth or garbage or other 
matter in or on the same, or in yards, courts, passages, areas or alleys, 
connected with the same or belonging to the same; the owner of every 
tenement-house or part thereof shall thoroughly cleanse all the rooms, 
passages, stairs, floors, windows, doors, walls, ceilings, privies, water- 
closets, cesspools, drains, halls, cellars, roofs and all other parts of said 
tenement-house or part of a house of which he is the owner, to the satis- 
facticn of the board and shall maintain the said parts of the house in a 
clean condition at all times; no person shall place filth, urine or fecal 
matter in any place in a tenement-house other than that place provided 
for the same, or keep filth, urine or fecal matter in his apartment or upon 
his premises such length of time as to become a nuisance. 

139. No wall paper shall be placed upon any wall or ceiling of any 
tenement-house unless all old wall paper shall be first removed there- 
from and said wall and ceiling choroughly cleaned. 


140. No tenement-house nor any part thereof shall be used for a 
lodging-house of for the storage or handling of rags; within the fire 
limits no horse, cow, calf, swine, sheep or goats shall be kept in any 
tenement-house or on the lot upon which such tenement-house is erected; 
but outside said fire limits animals may be housed on such lot; provided, 
they are housed at least forty feet distant from any tenement-house, and 
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that such housing is not detrimental to health, in the opinion of the 
board, and that such housing is constructed and maintained in such 
manner as the board may require. 


141. In any tenement-house in which the owner thereof does not re- 
side and which is occupied by or arranged to be occupied by more than 
six families, there shall be a janitor, housekeeper or some other respon- 
sible person, who shall reside in said house and who shall have charge of 
the same, if the board shall so require. 


142. No room in any tenement-house shall be so overcrowded that 
there shall be afforded less than four hundred cubic feet of air to each 
adult, and two hundred cubic feet of air to each child under twelve years 
of age, occupying such room. 


143. In every tenement-house hereafter erected where there is no 
‘cellar or basement, and having an air-space underneath, such air-space 
shall be at ieast two feet in height, extending over its entire area, and 
the surface of the ground under any such air-space shall be concreted, 
as\required for cellar bottoms in paragraphs one hundred and thirty-two 
and one hundred and forty-six of this act; and said air-space. shall be 
enclosed in brick walls, provided with iron grills, set in front and rear 
walls for ventilation, the apertures shall be one inch Square and shall 
not be less than six in number. There shall also be provided an outside 
door, opening to such air-space, not less than eighteen inches square; 
said opening shall be securely closed with a proper door, which shall be 
/ kept locked at all times; and the floor above any such air-space shall be 
laid with a double flooring of matched boards, with a layer of heavy 
three-ply building paper or felt between the under and the upper floors, 
the upper floor to be laid at an angle not less than forty-five degrees with 
the lower fioor. 


SECTION 2. 


144. Every tenement-house hereafter erected or now existing, and 
all the parts thereof, shall be placed and maintained in good repair and 
the roofs shall be kept so as not to leak; and all rain-water shall be so 
drained and conveyed therefrom as to prevent its dripping on to the 
ground or causing dampness in the walls, ceilings, yards or areas. 


145. Every tenement-house hereafter erected shall comply with all 
local ordinances regulating the construction of buildings and shall fur- 
ther comply with all the following regulations where they are supple- 
mentary to said local ordinances or where local ordinances do not exist. 


146. In every tenement-house hereafter erected ail materials and 
workmanship used therein shall be of good quality, and said building 
shall be constructed in all parts in a strong and substantial manner; all 
footing for foundation walls, chimneys or piers, and all bearing walls or 
bearing partitions, shall be constructed of such size and in such manner 
as to safely sustain the loads to be imposed; where used in the con- 
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struction or repair of any tenement-house or any part thereof, the fol- 
lowing materials shall be of such character and used in such manner as 
hereinafter specified: 


I. All brick shall be good, hard, well-burned brick; when old bricks 
are used they shall be thoroughly cleaned before being used, and they 
shall be whole, good, hard, well-burned bricks. 

II. All sand used for mortar shall be clean, sharp, grit sand, free 
from all loam and dirt. 

lil. Lime mortar shall be made of one part of lime and not more 
than four parts of sand; all lime used for mortar shall be thoroughly 
burned, of good quality and properly slacked before it is mixed with the 
sand. 


IV. Cement mortar shall be made with cement and sand in the pro- 


portion of one part of cement and not more than three parts of sand and 
shall be used immediately after being mixed; the cement and sand are 
to be measured accurately and thoroughly mixed before adding water; 
the cement must be very finely ground and free from lumps. 


V. All walls laid below grade, all chimneys, parapet walls or walls 
exposed on both sides and the walls of all vaults and cesspools shall be 
laid in cement mortar. ° 


VI. All concrete shall be made of at least one part of cement to 
three parts of sand and five parts broken stone, sharp gravel or hard 
clinkers. 

VII. Where concrete is used for cellar bottoms or the bottoms of 
areas, shafts or courts, and is surfaced with cement, said surfacing shall 
be not less than one inch thick and composed of not less than one part 
of cement to two parts of sand. 

147. All timbers and wood beams used in the construction or repair 
of any tenement-house shall be of good, sound material, free from rot, 
large or loose knots, shakes or any other imperfection whereby the 
strength of such timber or wood beams may be impaired and shall be of 
such size, strength and dimensions as the purpose for which they are 
used shall require. 

148. No foundation wall of any tenement-house hereafter erected 
shall be less than twelve inches in thickness, if built of brick, or less 
than eighteen inches if built of stone, excepting only that frame tene- 
ment-houses not more than two stories high may have brick foundation 
walls eight inches thick above grade, for a height not exceeding two 
feet and six inches. : 

149. The walls of all areas, vaults and privies appertaining to any 
tenement-house may be considered as retaining walls and shall then be 
not less in thickness than one-quarter of their height. 

150. Where sewers are found in the street upon which it is pro- 
posed to erect a tenement-house, the cellar of such house shall be con- 
nected to the sewer, if permitted by local ordinances, before the walls 
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are carried above the first tier of beams; and if no sewer is found in 
such street, then the owner shall make provision to prevent water ac- 
cumulating and remaining in the cellar more than twenty-four hours. 


151. No timber shall be used in any wall of any tenement-house 
where stone, brick or iron is commonly used; and no walls shall be 
carried upon a permanent timber support. 


152. Floor beams hereafter used in the construction or repair of any 
tenement-house shall be so proportioned that the deflection shall not be 
greater than one-three hundred-and-sixtieth of the span and they shall be 
doubled under all partitions. | 


153. All wooden trimmer and header beams, where headers carry 
more than two tail beams, hereafter placed in any tenement-house, shall 
be at least double the thickness of other floor beams. 


154. Every wooden beam resting upon a brick wall hereafter placed 
in any tenement-house shall have a bearing of at least four inches; and 
such wooden beams shall have the ends so resting cut to a bevel of three 
inches on their depth. 


155. All wooden floor beams and roof beams hereafter placed in any 
tenement-house shall be properly cross bridged and the distance between 
bridging and walls shall not exceed eight feet. 


156. No studs less than two inches by four inches, full measurement, 
shall hereafter be used in any tenement-house; and such studs shall be 
doubled around all doors and window openings. 


157. In all tenement-houses hereafter erected there shall be an air- 
space between the ceiling of the upper story and the roof, which air- 
space shall not be less than eighteen inches in every part between 
beams; and such space shall be properly ventilated with louvres. 


158. New structural or finishing material of whatsoever nature, in- 
tended to be used in any tenement-house as a substitute for materials 
the use of which is permitted by this act, shall be subject to such tests, 
under the supervision of the board, as the board may require or direct, 
and a certified copy of the results of such tests shall be made and shall 
be placed on file with the board; and no such material shall be used in 
any tenement-house until a. written permit shall have been granted and 
issued by said board; and the expenses of such tests shall be paid by the 
person applying for the privilege of using such material. 


ARTICLE IV. 
SECTION 1. 
159. Every tenement-house hereafter erected or now existing shall 
be provided with proper water-closet accommodations for its tenants, 


separate and distinct from the water-closet accommodations of any other 
tenement-house. ; 
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160. In every tenement-house hereafter erected, there shall be, 
within each apartment, at least one water-closet; and there shall also 
be provided similar water-closet accommodations for any store or work- 
shop which may be located on the premises, and such water-closet ac- 
commogiations shall be separate and distinct from that provided for any 
apartment. 


161. Every now existing tenement-house shall have not less than 
one water-closet for every two families occupying such house; and where 
a sewer connection is possible and such tenement-house is over four 
stories in height, the said water-closets shall be placed in the building, 
within each apartment or opening off the public halls; and the said 
water-closets shall be located on the same floor as the apartments for 
the use of which they are intended; where such building is not over 
four stories in height, the water-closets may be located in the yard, 
provided that the yard is of such size that the structure containing the 
required number of water-closets shall not cover more than fifty per 
centum of the unoccupied area of said yard;. where the yard is not of 
sufficient size to permit the water-closets to be so installed then the 
water-closets shall be placed in the house, as required for buildings over 
four stories high; where water-closets are so located in the yards of any 
now existing tenement-house, all traps, flush tanks and pipes shall be 
effectively protected against freezing; and where or when such protec- 
tion against freezing shall be found to ‘be inadequate, the board may 
direct proper water-closet accommodations to be placed within the house. 


162. Every water-closet in every tenement-house hereafter erected 
or now existing, shall be in a compartment completely separated from 
every other water-closet, and every such compartment hereafter con- 
structed shall be at least two feet and four inches wide and shall have 
a sash window of not less than three square feet in area; such window 
shall be arranged so as to open readily and directly to a streei, yard, 
court or vent shaft; the floor or every such compartment hereafter con- 
structed, which contains, or is intended to contain, an individual water- 
closet, as hereafter described, shall be made waterproof with asphalt, 
tile, stone or other approved waterproof material, and such waterproofing 
shall be carried six inches above the floor of the compartment, so that 
the said compartment may be washed or flushed out without leaking; 
where such compartments are hereafter located within a tenement-house, 
they shall be enclosed on all sides with plaster partitions, carried from 
the floor to the ceiling; and provision shall be made for lighting the said 
compartments at night; if fixtures for gas or electric lighting are not 
provided, then translucent glass panels shall be placed in the doors, said 
panels to have an area of not less than five square feet; where such 
compartments are located in the yard of any tenement-house, the struct- 
ure containing such compartments shall be substantially constructed, 
tightly enclosed and partitioned off and the roof made water tight; such 
compartments shall not exceed ten feet in height, nor shall the structure 
contaihing them be used for any other purpose than for water-closet pur- 
poses; neither shall it be considered as increasing the percentage of lot 
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occupied, nor be subject to the provisions of paragraph one hundred and 
thirteen of this act. 


163. Nothing in this act contained shall be construed as prohibiting 
a general water-closet or toilet-room containing several water-closets; 
provided, that such general water-closet or toilet-room is supplemental to 
the water-closet accommodations required for the apartments. 


164. In every now existing tenement-house where a connection with — 
a sewer is possible, all privy vaults, school sinks, cesspools or other 
similar receptacles for fecal matter, urine or sewage shall, on or before 
the first day of January, one thousand nine hundred and five, be com- 
pletely removed and the places where they were located properly disin- 
fected and filled in under the direction of the board. 


165. Every water-closet hereafter placed in any tenement-house 
hereafter erected or now existing shall be an individual water-closet of 
durable, non-absorbent material, properly connected with the sewer -and 
having individual traps, properly connected flush tanks of not less than 
five gallons capacity, and providing an ample flush of water to thor- 
oughly cleanse the bowl; no hopper, pan, valve, plunger, offset washout, 
or other water-closet having an unventilated space, or the walls of which 
- are not thoroughly washed at each flush shall be hereafter installed; 
provided, however, that for yard closets the long hopper type of closet 
may be used. 


166. No water-closet bowl in any tenement-house shall be hereafter 
enclosed in any way; and where now existing water-closet bowls are so 
enclosed, such enclosure shall be removed and the space under the seat 
shall be left open and the floor under and around such closet shall be 
maintained in good order and repair by the owner, and if of wood shall 
be kept well painted with a light-colored paint. 


167. In all now existing tenement-houses where sewer connections 
are not possible, all cesspools and privy vaults or other receptacles for 
fecal matter, urine or sewage of any description shall be made water 
tight, so as not to leak or permit seepage of liquid matter; and the owner 
shall see that proper arrangements are made and maintained so that the 
said cesspool or privy vault shall be emptied whenever such cesspool or 
privy vault or other receptacle shall become filled to within one foot of 
the grade level; and the said owner shall also provide fresh earth or 
lime or other disinfectant and have the same spread over the contents 
of any privy vault at least once in each week, or as often as ordered by 
the’ board; all such cesspools and privy vaults which are found to be 
not water-tight shall be cleaned out, disinfected and filled in with fresh 
earth and new cesspools or privy vaults constructed in such manner and 
in such location as shall be approved by the board; or such cesspools 
and privy vaults may be rebuilt or repaired as directed by the board. 

168. In any tenement-house hereafter erected cesspools will be 
allowed only when their use is absolutely necessary and then only when 
constructed as directed by the board; and no cesspool shall be permitted 
to be constructed within twenty-five feet of any tenement-house. 
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169. Every tenement-house hereafter erected shall have at least one 
sink located within each apartment and such sink shall be supplied with 
running water. 


170. Every now existing tenement-house located on any street in 
which water mains are laid shall be properly connected to such water 
mains and shall have at least one sink within each apartment; provided, 
however, that in tenement-houses where a sink is now installed on each 
floor, in the public hall, such sinks shall be deemed sufficient. 


171. Every sink in every tenement-house hereafter erected or now 
existing shall be of a durable, non-absorbent material, supported on legs 
or brackets of a similar material, and shall not be enclosed in any way; 
and where such sinks are now enclosed said enclosure shall be completely 
removed. 


172. Every tenement-house hereafter erected shall be properly con- 
nected to a Sewer, where a sewer is accessible, before any part of said 
tenement-house shall be used as a dwelling-house. 


173. Every now existing tenement-house shall be properly connected 
to a sewer, where a Sewer iS now or may be hereafter found in the street 
ou which such tenement-house is situated. 


174. Wherever a sewer can be obtained in the street upon which 
any tenement-house is located, by application to the municipality con- 
trolling the same, then the owner of such tenement-house shall make 
application for such sewer, and in case such application is refused he shall 
file with the board a properly certified statement of such refusal and the 
reasons therefor. 


175. Where there is no sewer in the street upon which any tene- 
ment-house is now located or may hereafter be erected, and it is possible 
to construct a private sewer to connect to.a sewer in an adjacent street 
not over one hundred and fifty feet distant, such private sewer shall be 
constructed. 

176. Every tenement-house now existing or hereafter erected shall 
have provided, on the premises thereof, an ample supply of potable 
water. 

177. Every tenement-house hereafter erected, and every now exist- 
ing tenement-house where water mains are found or may be hereafter 
found in the street upon which such now existing tenement-house is 
situated, shall have running water supplied to every water-closet, sink 
and other plumbing fixtures contained in such house, and the owner shall 
provide proper and suitable tanks, pumps or other appliances to receive 
and to distribute an adequate and sufficient supply of such water to each 
fixture on every floor in the said house at all times of the year, during 
all hours of the day and night; but a failure in the general supply of 
water by the municipality or company controlling the same shall not be 
construed to be a failure on the part of such owner; provided, that 
proper and suitable appliances to receive and to distribute such water 
shall have been provided for said house. 
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178. Where water mains can be obtained in the street upon which 
any tenement-house is located by application to the municipality or com- 
pany controlling the same, then the owner shall make such application, 
and in case such application: is refused he shall file with the board a 
properly certified statement of such refusal and the reasons therefor. 


179. Where the water-supply of any tenement-house now existing or 

hereafter erected is obtained from a well or other private source of 
water-supply, the use of such water shall be subject to test by the board, 
and its use shall be discontinued when so ordered by the board; and 
such water shall not be again used until its use is authorized by the 
board. 
180. All tenement-houses now existing or hereafter erected shall be 
kept provided with proper and sufficient metallic leaders for conducting 
water from the roofs in such manner as to protect the walls and founda- 
tions of the said building from injury; in no case shall the water from 
said leaders be ailowed to flow upon the sidewalk, but the same shall be 
conducted by the pipe or pipes to the sewer, where sewers exist, and 
where the municipality permits such disposal to be made; or if there 
be no sewer, or if such disposal is not permitted by the municipality, 
then the water shall be conducted by proper pipe or pipes below the sur- 
face of the sidewalk to a street gutter; a leader connected to the sewer 
must be trapped and shall not be used as a soil-pipe or waste-pipe, nor 
shall any such soil or waste-pipe be used as a leader; in no case shall 
the water from any such leader be connected with any vault or privy or 
cesspool used to receive fecal matter or urine, or sewage of any kind; 
nor shall any such leader be connected to any well or underground recep- 
tacle from which it is intended to be redrawn for use. 


SECTION 2. 


181. Before work on any portion of the plumbing or drainage system 
of any tenement-house is commenced, or before any material alteration 
or addition is made to any existing sytem, the owner or his agent shall 
cause to be filed with the board a certificate of approval of the proposed 
work, signed by the local board having jurisdiction, and at completion of 
the said work he shall also file a similar certificate of its approval as 
executed; where no local board exercises jurisdiction the owner or his 
agent shall file with the board plans and specifications of the proposed 
work, which shall be executed under the jurisdiction of the board and 
in accordance with such regulations as’are necessary to secure a sanitary, 
workmanlike system. 


ARTICLE 'V. 


182. Before the alteration or construction of a tenement-house, or 
the alteration or conversion‘of a building for use as a tenement-house, is 
commenced, and before the construction or alteration of any building or 
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structure on the same lot with a tenement-house, the owner, or his agent 
or architect, shall submit to the State board of tenement-house super- 
vision a detailed statement, in writing, verified by the affidavit of the 
person making the same of the specifications of such tenement-house or 
building, upon a blank or form to be furnished by the said board, and 
also a full and complete copy of the plans of such work; such statement 
shall give in full the name and residence by street and number of the 
owner or owners of such tenement-house or building; if such construc- 
tion, alteration or conversion is proposed to be made by any other person 
than the owner of the land in fee, such statement shall contain the full 
name and residence, by street and number, not only of the owner of the 
land, but of every person interested in such tenement-house, either as 
owner, lessee, mortgagee or in any representative capacity; said affi- 
davit shall allege that said specifications and plans are true and contain 
a correct description of such tenement-house, building lot and proposed 
work; the statements and affidavits herein provided for may be made 
by the owner, or the person who proposes to make the construction, 
alteration or conversion or by his agent or architect; no person, how- 
ever, shall be recognized as the agent of the owner unless he shall file 
with the said board a written instrument, signed by such owner, desig- 
nating him as such agent; any false swearing, in a material point, in any 
such affidavit, shall be deemed perjury; such specifications, plans and 
statements shall be filed with the said board and: shall be deemed public 
records, and no such specifications, plans or statements shall be removed 
from the custody of said board; the said board shall cause all such plans 
and specifications to be examined; if such plans and specifications con- 
form to the provisions of this act, they shall be approved by the said 
board, and a written certificate to that effect shall be issued to the per- 
sons submitting the same; and if the said board shall not approve such 
plans and specifications, the board shall, at the request of the person 
submitting the same, give him or them the reasons for such refusal, in 
writing; the board may, from time to time, approve changes in any plans 
and specifications previously approved by it; -provided, the plans and 
specifications, when so changed, shall be in conformity with the provi- 
sions of this act, and may require, when it shall deem it to be necessary, 
a new set of plans to be filed; the construction, alteration or conversion 
of such tenement-house, building or structure, or any part thereof, shall 
not be commenced until the filing of such specifications, plans and state- 
ments, and the approval thereof as above provided; the construction, 
alteration or conversion of such house, building or structure shall be in 
accordance with such approved specifications and plans; any permit or 
approval which may be issued by the said board, but under which no 
work has been done, above the foundation walls, within one year from 
the time of the issuance of such permit or approval, shall expire by limi- 
tation; said board shall have power to revoke or cancel any permit or 
approval in case of any failure or neglect to comply with any of the pro- 
visions of this act, or in case any false statement or representation is 
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made in any specifications, plans or statements submitted or filed for 
such permit or approval. 

183. No building hereafter constructed as, or altered into, a tene- 
ment-house shall be occupied, in whole or in part, for human habitation 
until the issuance of a certificate by the said board that said building 
conforms in all respects to the requirements of this act; such certificate 
shall be issued. within ten days after written application therefor, if said 
building, at the date of such application, shall be entitled thereto. 


184. If any building hereafter constructed as, or altered into, a 
tenement-house be occupied, in whole or in part, for human habitation, 
in violation of the last paragraph, the said premises shall be deemed 
unfit for human habitation, and the said boai’d shall cause them to be 
vacated accordingly. 


185. Nothing in this act shall be construed to abrogate or impair 
the power of local boards of health or building departments or of the 
courts te enforce any provision now existing or hereafter adopted in a 
city charter or an oNlinance or regulation, not inconsistent with this 
act, or to prevent~or punish violations thereof. 


186. Hvery owner of a tenement-house and every lessee of the whole 
house, or other person having control of a tenement-house, shall file with 
said board a notice containing his name and address, and also a descrip- 
tion of the property, by street number or otherwise, as the case may be, 
in such manner as will enable the board easily to find the same; and 
also the number of apartments in such house, the number of rooms in 
each apartment and the number of families occupying the apartments; 
in case of the transfer of any tenement-house it shall be the duty of the 
grantor or grantee of such tenement-house to file with the said board a 
notice of such transfer, stating the name of the new owner, within thirty 
days of such transfer; in case of the devolution of said property by will, 
it shall be the duty of the executor and devisee, if more than twenty-one 
years of age, or in case of the devolution of such property without a will, 
it shall be the duty of the heirs, or in case all the heirs are under age, 
it shall be the duty of the guardians of such heirs, and in case the said 
heirs have no guardian, it shall be the duty of the administrator of the 
deceased owner of said property to file with said board a notice, stating 
the death of the deceased owner and the names of those who have suc- 
ceeded to his interests in said property, within thirty days after the death 
of the decedent, in case he died intestate, and within thirty days after 
the probate of his will if he died testate. 


187. Every owner, agent or lessee of a tenement-house, if a resident 
of this state, may, and if a non-resident of this state, shall, file a notice 
with said board containing the name and address of an agent of such 
house, a resident of this state, for the purpose of receiving service of 
Process, and also a description of the property, by street number or 
otherwise, as the case may be, in such manner as will enable said board 
easily to find the same; the name of the owner or lessee may be filed as 
agent for this purpose, if he be a resident of this state. 
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188. Every notice or order in relation to a tenement-house shall be 
served five days before the time of doing the thing in relation to which 
it shall have been issued; the posting of a copy of such notice or order 
in a conspicuous place in the tenement-house together with the mailing 
of a copy thereof, on the same day that it is posted, to each person, if 
any, whose name has been filed with the said board, in accordance with 
the provisions of paragraphs one hundred and eighty-six and one hun- 
dred and eighty-seven of this act, at his address as therewith filed, shall 
be sufficient service thereof; and if the name of the owner or agent has 
not been filed in accordance with the said paragraphs one hundred and 
eighty-six and one hundred and eighty-seven, then the posting of a copy 
of such notice or order, as herein provided, shall be sufficient service 
thereof. 


ARTICLE VI. 


189. Every person who shall violate or assist in the violation of any 
provision of this act shall be subject to a penalty of one hundred dollars, 
if such violation be willful, or to a penalty of twenty-five dollars, if such 
violation be not willful. 


190.. The owner of any tenement-house, or part thereof, or of any 
building or structure upon the same lot with a tenement-house, or of the 
said lot, where any violation of this act, or a nuisance exists, and any 
person who shall violate or assist in violating any provision of this act, 
or any legal notice or order of the said board, shall jointly and severally 
for each such violation be subject to a penalty of one hundred dollars, 
if such violation be willful, or to a penalty of twenty-five dollars if such 
violation be not willful; such persons shall also be liable for all costs, 
expenses and disbursements paid or incurred by the said board, or by 
any of the officers thereof, or by any agent, employe or contractor of the 
same, in the removal of any such nuisance or violation. 


191. Every joint or several owner of any tenement-house shall be 
jointly and severally liable for any violation of any provision of this act, 
and every lessee of a whole tenement-house, or of the building or 
structure erected on the same lot with a tenement-house, shall be jointly 
and severally liable with the owner or owners of the fee of such tene- 
ment-house, building, structure and lot for any violation of any provision 
of this act. For the purpose of proving ownership in prosecutions to be 
brought under the provisions of this act, a certificate signed by the 
engineer or person having charge of the city atlas on which said property 
is plotted, that, at the time of the alleged violation for which said prose- 
cution is brought, said property was plotted on said atlas in the name 
of the person against whom suit is brought, or a certificate of the person 
having charge of the records in the office of the assessor or taxing body 
of the municipality in which said property is situated, that, at the time 
the last assessment was made, the person against whom suit was brought 
was the person in whose name said property was assessed, shall be 
prima facie proof of ownership in any such prosecution. 
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192. Any person who shall interfere with the said board or with any 
of iis employes in the performanée of their duties under this act, or under 
the lawful regulations of the said board, and shall prevent, or attempt to 
prevent the said board or any of its employes from the performance of 
their said duties, shall be subject to a penalty of one hundred dollars. 


198. Every district court in any city, and every justice of the peace 
in any county, and any police justice or recorder in any city, is hereby 
empowered, on oath or affirmation made according to law, that any per- 
son or persons has, or may have, violated or assisted in the violation of 
any provision of this act, to issue process at the suit of the state board 
of tenement-house supervision, either in the nature of a summons or 
warrant, against the person or persons so charged, which process shall, 
when in the nature of a warrant, be returnable forthwith, and when in 
the nature of a summons shall be returnable in not less than one nor 
more than ten entire days; such process shall state what paragraph of 
this act and particular part or parts of said paragraph are alleged to 
have been violated by the defendant or defendants; and on the return of 
such process, or at any time to which the trial shall have been adjourned, 
the said court, justice of the peace, police justice or recorder shall pro- 
ceed to hear the testimony without the filing of any pleadings, and on 
being satisfied of the guilt of the defendant or defendants shall render 
judgment for the plaintiff in the sum of one hundred dollars, if it shall 
appear from the evidence that the offense was willful; but if it shall 
appear from the evidence that the offense was not willful, judgment shall 
be rendered for the plaintiff in the sum of twenty-five dollars; and the 
said court, justice of the peace, police justice or recorder shall, if judg- 
ment be rendered for the plaintiff, forthwith issue execution against the 
goods and chattels and person of the defendant or defendants; and said 
court, justice of the peace, police justice or recorder is further em- 
powered to cause such defendants who may refuse or neglect to pay the 
amount of the judgment rendered against him, and all costs and charges 
incident thereto, to be committed to the county jail for a period not ex- 
ceeding ninety days; and said court, justice of the peace, police justice 
or recorder is further empowered, in case any such defendant shall have 
been twice convicted of the violation of the same paragraph of this act, 
or of continuing the violation for which he was previously convicted, in 
addition to the payment of the penalty hereinbefore mentioned, to cause 
the defendant to be imprisoned in the county jail or county workhouse, 
with or without hard labor, for any number of days not exceeding one 
for each dollar of the penalty; provided, however, that no warrant shall 
issue against any freeholder unless affidavit shall also first be made that 
such freeholder is about to abscond from this state. 


194. No district court of any city, justice of the peace, police justice 
or recorder shall have jurisdiction in any case of violation of this act 
which shall take place outside of the territorial jurisdiction of such dis- 
trict court, justice of the peace, police justice or recorder, as such terri- 
torial jurisdiction is now or may hereafter be established by law. 
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195. The officers to serve and execute any process issued out of any 
court by virtue of any provision of this act, shall be the officers author- 
ized by law to serve and execute process in said courts and before such 
magistrates and officers as aforesaid. 


196. In any action brought by the said board by virtue of any pro- 
vision of this act, it shall be sufficient service of the summons or of any 
order of the court to serve the same as notices and orders are served 
under’ the provisions of paragraph one hundred and eighty-eight of this 
act: 


197. In case the owner of any tenement-house in this state, who re- 
sides out of the state, or who absconds from, or conceals himself within 
this state, shall have violated or assisted in the violation of any of the 
provisions of this act, then the said board may proceed against the said 
non-resident or absent owner, to recover the penalty provided for such 
violation by writ of attachment to be issued out of any court of common 
pleas of circuit court in this state against the rights‘ and credits, goods 
and chattels, lands and tenements of such non-resident or absent owner; 
and the proceedings shall be the same as in other cases in attachment 
issued out of said courts. 


198. Any person who shall erect, or suffer to remain erected, any 
fence or other structure designed or intended to exclude the light and 
air from any tenement-house in this state shall be subject to a penalty 
of ten dollars for every day such fence or structure remains after notice 
from the said board to remove the same; which penalty shall be recov- 
ered in an action to be brought by the said board before any district 
court, justice of the peace, police justice or recorder, and the proceed- 
ings shall be the same as provided in paragraph one hundred. and. ninety- 
three of this act. 


199. All fines, penalties and moneys imposed and collected under 
any provision of this act shall be paid by the justice, or by the clerk or 
other officer of the court receiving the same, to the treasurer of the 
state of New Jersey. 


200. When the said board shall order any tenement-house vacated 
under any provision of this act, and the owner or occupants thereof shall 
refuse to vacate the same, any district court judge in any city, and any 
justice of the peace in any county, on complaint made on oath or affir- 
mation, setting forth the order of the said board, the service thereof, 
and such refusal to vacate the tenement-house, describing it by street 
and number, or in any way sufficiently to identify the same, shall issue 
an order directing the owner of such tenement-house, the lessee of the 
whole house and the tenants thereof to show cause before him why such 
tenement-house should not be vacated, and on the return day of the order, 
if no good cause be shown for the refusal to vacate, the said judge or 
justice shall issue an order directing any sergeant-at-arms of said court, 
or any constable, to forthwith dispossess the occupants of the tenement- 
house complained of, and shall render judgment against the owner for 
the costs of the proceedings. 
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201. When complaint is made on oath or affirmation before any 
judge of a district court, justice of the peace, police justice or recorder, 
that the complainant believes that any building or structure is being 
used as a tenement-house, or that any building or structure is being used 
in violation of any provision of this act, such district court judge, justice 
of the peace, police justice or recorder, on being satisfied that probable 
cause exists for such belief, shall forthwith issue a search warrant 
authorizing any officer or employe of the said board to enter and search, 
examine and inspect such building or structure. 


202. In case any tenement-house, building or structure, or any part 
thereof, is constructed, altered, converted or maintained in violation of 
any provision of this act, or of any order or notice of said board, or in 
case a nuisance exists in any such tenement-house, building or structure, 
or upon the lot on which it is situated, the said board may institute any 
appropriate action or proceedings to prevent such unlawful construction, 
alteration, conversion or maintenance, to restrain, correct or abate such 
violation or nuisance, to prevent the occupation of such tenement-house, 
building or structure, or to prevent any illegal act, conduct or business 
in or about such tenement-house or lot; in any such action or proceed- 
ing the said board may, by affidavit setting forth the facts, apply to the 
court of chancery for an order enjoining and restraining all persons from 
doing or permitting to be done any work in or about such tenement- 
house, building, structure or lot, or from occupying or using the same 
for any purpose until the final order or decree of said court; in case 
any notice or order issued by the said board is not complied with, the 
said board may apply by petition to the court of chancery for an order 
authorizing said board to execute and carry out the provisions of such 
notice or order, to remove any violation specified in such notice or order, 
or to abate any nuisance in or about such tenement-house, building or 
structure, or the lot upon which it is situated; the court of chancery is 

hereby authorized to make any order specified in this paragraph. 
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ARTICLE VII. 


203. On or before the first day of May next, the governor, by and 
with the advice and consent of the senate, shall appoint five persons, 
who shall constitute a board of tenement-house supervision, to be known 
as the board of tenement-house supervision of the state of New Jersey, 
and who shall hold office for the term of one, two, three, four and five 
years, as designated in their respective appointments, and until] their 
suecessors shall have been appointed and qualified; and the governor 
shall annually thereafter appoint one person to fill the vacancy in the 
said board, who shall hold office for five years and until his successor 
shall have been, appointed and qualified; if the office of any appointed 
member shall for any cause become vacant before the expiration of the 
term for which such member was appointed, the same shall be filled by 
the governor for an unexpired term only; the members of the said 
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board shall be allowed their expenses actually incurred in and about the 
work of the board, which sum the treasurer of this state is hereby 
authorized to pay from any moneys in the treasury not otherwise appro- 
priated, upon a warrant drawn by said board, signed by its president 
and attested by its secretary. . 

204. The said board shall elect one of its members as president, who 
shall call meetings of the said board once in every month, and also when- 
ever in his judgment it shall be necessary and also whenever requested 
so to do by three members of the board; and the said board shall also 
elect a secretary to serve for the term of five years, whose compensation 
Snall be fixed by the said board, subject to the approval of the governor. 


205. The said board may, subject to the approval of the governor, 
appoint and remove such subordinate officers, assistants and employes as 
nay be necessary, and assign them to duty in any part of the state; 
which officers and employes shall be paid by the board out of the moneys 
appropriated therefor, such sums as may be fixed and determined by 
the said board, subject to the approval of the governor. . 

206. The said board shall make all regulations as may be necessary 
for the proper administration of their duties under this act; and shali 
design and adopt a seal, and cause the same to be: used in the authenti- 
cation of the orders and proceedings of the board, and for such other 
purposes aS may be necessary; the courts shall take judicial notice of 
such seal and of the signature of the president and secretary of the said 
board. 

207. The said board shall, in the month of November of each year, 
make a report to the governor of its investigations and the results accom- 
plished for the year ending October thirty-first, with such communica- 
tions and suggestions concerning the same as it may deem proper. 


¢*. ARTICLE VIL: 


208. Every now existing tenement-house shall be made to comply 
with all the provisions of this act on or before the first day of January, 
one thousand nine hundred and five. 

209. Every tenement shall be open at all times for the purpose of 
inspection by the said board and by any member, officer and employe 
thereof; and the said board, members, officers and employes are hereby 
authorized at any time to freely enter and inspect any tenement-house. 


210. All acts and parts of acts inconsistent with this act are hereby 
repealed, but this repealer shall not revive any act heretofore repealed. 


211. This act shall take effect immediately. 
Approved March 25, 1904. 
Amendments approved March 31, 1905. 
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An Act regulating the age, employment, safety, health 
and work hours of persons, employes and operatives 
in factories, workshops, mills and all places where the 
manufacture of goods of any kind is carried on, and 
to establish a department for the enforcement thereof. 


EMPLOYMENT OF CHILDREN. 


1. No child under the age of fourteen years shall be 
employed, allowed or permitted to work in any factory, 
workshop, mill or place where the manufacture of goods 
of afty kind is carried on; any corporation, firm, indi- 
vidual, parent, parents or custodian of any child who 
shall violate any of the provisions of this section, shall 
be liable to a penalty of fifty dollars for each offense. 

2. The word custodian as used in this act shall include 
any person, organization or society having the legal 
custody of a child. 

3. lf at the time of the employment of a child, the 
proofs of age specified in subdivisions I. and II. of this 
section, are filed with the corporation, firm or person em- 
ploying the child, such proofs shall be conclusive evidence 
of the age of child in a suit against such employer for a 
violation of section one; provided, however, that correct 
copies of all papers, certificates, passports and affidavits 
relating to such employment shall be mailed, postage 
prepaid, to the department having charge of the enforce- 
ment of this act, at Trenton, New Jersey, within twenty- 
four hours after the same are filed, together with a state- 
ment of the legal name of the person, firm or corporation 
employing such child. 
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I. Native Born Children. 

The parent, parents or custodian shall make and swear 
to an affidavit before some officer authorized by the law 
of this state to take affidavits, setting forth the following 
facts: The name of the child in full; his or her resi- 
dence, giving street and number; place where and year, 
month and day when born; name of father; maiden 
name of mother; church attended, if any; school last 
attended and time when, if any, and where the church 
and school are situated; if child was baptized, name and 
location of church or parish in which such baptism took 
place; there must accompany such affidavit a transcript 
of the record of the child’s birth, duly attested by an 
officer having by law the authority to keep records of 
birth in the state, county, town or city in which the child 
was born; if no such birth record can be obtained and 
the child was baptized, then a certified copy of the bap- 
tismal record of the church or parish in which such bap- 
tism took place, duly certified as a true copy, undé the 
hand of the person having the custody of such church or 
‘parish records, shall accompany the affidavit, and the 
affidavit shall set forth the age of child at time of bap- 
tism. 

II. Foreign Born Children. 

An affidavit to be made by the same persons and con- 
taining the same statement of facts as in the case of 
native born children, with an additional statement that 
the child named in the affidavit is the same mentioned 
and described in the passport under which the child was 
admitted to this country; a true copy of said passport 
must in all cases be-attached to the affidavit. 

Ill. Other Children. . 

The commissioner shall have power to issue permits 
of employment to children upon the production of evi- 
dence of the child’s age satisfactory to him; provided, 
that he shall first be satisfied that the child cannot obtain 
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a transcript of birth record, a baptismal certificate or 
passport, as provided in either subdivision I. or II. 

4. In any suit brought to recover a penalty for viola- 
tion of section one of this act, a copy of the baptismal 
record, certified to be a true copy under the hand of the 
person having the custody of such records for the church 
or parish in which such child was baptized, shall be 
prima facie evidence of the child’s age (provided, that 
in case the age of the child is not set forth in the bap- 
tismal record, that there shall be other proof showing 
the age of the child at the time he or she was baptized). 

5. The commissioner, assistant or any inspector is 
hereby empowered to demand of any parent, parents or 
custodian proof of the age of a child satisfactory to the 
commissioner, and such parent, parents or custodian 
shall, within five days after such demand is made, 
furnish to such officer proofs of such child’s age; and 
in event of the failure to procure and furnish such proof 
of age, such child shall be discharged by his or her em- 
ployer upon notice in writing signed by the commis- 
sioner, and shall not be re-employed until such proof of 
age shall have been furnished to the commissioner ; any 
person violating the provisions of this section shall be 
liable to a penalty of fifty dollars for each offense. 

6. Any one who shall swear falsely to any affidavit or 
present any certificate or passport which he or she knows 
to be false, and any person or persons who shall aid, 
assist or advise the making of a false affidavit or the 
obtaining of a false certificate or passport, shall be liable 
to a penalty of fifty dollars for each offense. 

7. The commissioner, assistant or the inspectors shall 
have power to demand a certificate of physical fitness 
from some regular practicing physician in the case of 
minors under the age of sixteen years, who, in the judg- 
ment of such officer, shall be physically unable to do 

the work in which such minor is employed, and shall 
have the power to prohibit the employment of such 
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minor until he or she shall produce a certificate of phys- 
ical fitness; and any manufacturer or employer who 
shall retain in his employ a minor after such certificate 
shall be demanded, shall be liable to a penalty of ay 
five dollars. 

8. A corporation, firm or person, owning or operating 
<. place coming under the provisions of this act and em- 
ploying, allowing or permitting minors under the age 
of sixteen years to work therein, shall keep or cause to 
be kept in the main office of such place, in the town or 
city where such place is located, a register in which 
shall be recorded the names, places of residence and 
time of employment of all such minors working under 
certificates, transcripts, passports or affidavits; such reg- 
isters and certificates, transcripts and affidavits shall be 
produced for inspection upon demand of the commis- 
sioner, assistant or any of the inspectors; truant officers 
shall have the same right as inspectors to examine such 
registers and the certificates, transcripts, passports or 
affidavits, when authorized:in writing so to do by the 
commissioner; any corporation, firm or person failing 
to keep such register or refusing to permit the persons 
herein authorized to inspect the same or the certificates, 
transcripts, passports or affidavits, shall be liable to a 
penalty of fifty dollars for each offense. 

9g. No minor under the age of sixteen years shall be 
employed, permitted or allowed to work in places coming | 
ugder the provisions of this act, more than ten hours 
in a day or fifty-five hours in a week; any corporation, 
firm or person permitting or allowing any violation of 
the provisions of this section, shall be liable to a penalty 
of fifty dollars for each offense. 

to. Affidavits of the age of children made and filed 
with the manufacturer before this act takes effect, shall 
have the same force and effect as the proofs required 
under’ subdivisions I. and II. of section three, of this act. 


Nee 
PROTECTION OF EMPLOYES. 


11. The openings of all hoistways, hatchways, eleva- 
tors and well-holes upon every floor of any place com- 
ing under the provisions of this act, shall be protected 
by good and sufficient trap-doors or self-closing hatches 
and safety catches, or strong guard-rails at least three 
feet high, and shall be kept closed and protected at all 
times except when in actual use by the occupant of the 
building having the use and control of the same. 

12. All the main doors, both inside and outside of 
places comingeunder the provisions of this act, shall open 
outwardly or be sliding doors, and shall be kept unbolted 
and unlocked during the hours of employment. 

13. The owner or person in charge of any of the 
places coming under the provisions of this act, where 
machinery is used, shall provide, in the discretion of the 
commissioner, belt shifters or other mechanical contriv- 
ances for the purpose of throwing on or off belts or 
pulleys; whenever practicable, all machinery shall be 
provided with loose pulleys, all vats, pans, saws, planers, 
cogs, gearing, belting, shafting, set-screws, drums and 
machinery of every description shall be properly 
guarded; no person shall remove or make ineffective 
any safeguard around or attached to such machinery, 
vats or pans while the same are in use, unless for the 
purpose of immediately making repairs thereto, and all 
such safeguards so removed shall be promptly replaced ; 
if the machinery, or any part thereof, or any vat, pan 
or vessel containing molten metal or hot liquid is in a 
dangerous condition or is not properly guarded, the use 
thereof may be prohibited by the commissioner, anda 
notice to that effect shall be attached thereto; such notice 
shall not be removed until the machinery is made safe 
_and the required safeguards are provided; and in the 
_ meantime’ such unsafe or dangerous machinery, vats, 
pans, or vessels containing molten metal or hot liquid 
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shall not be used; when, in the opinion of the commis- 
sioner, it is necessary, the halls leading to work-rooms 
shall be provided with proper lighting facilities. 


BLOWERS IN WORKSHOPS. 


14. All corporations, firms or persons conducting a 
manufacturing business in any of the places coming 
under the provisions of this act, where emery wheels or 
emery belts of any description are used, either solid 
emery, leather, leather covered, felt, canvas, linen paper, 
cotton, or wheels, or belts rolled or coated with emery 
or corundum, or cotton wheels used as brffs, shall pro- 
vide the same with blowers or similar apparatus, which 
shall be placed over, beside or under wheels or belts in 
such a manner as to protect the person or persons using 
the same from the particles of the dust produced and 
caused thereby, and to carry away the dust arising from 
or thrown off by such wheels or belts while in operation, 
directly to the outside of the building, or to some re- 
ceptacle placed so as to receive and confine such dust; 
frovided, that grinding: machines upon which water is 
used at the point of the grinding contact and small 
emery wheels that are used temporarily for tool grind- 
ing in small shops employing not more than three per- 
sons at such work, shall be exempt from the provisions 
of this section if so ordered by the commissioner. 

15. It shall be the duty of any person, firm or corpora- 
tion conducting such manufacturing business, to provide 
or construct such appliances, apparatus, machinery or 
other things necessary to carry out the purpose of this 
act as set forth above, as follows: Each and every such 
wheel shall be fitted with a sheet or cast-iron hood or 
hopper of such form and so applied to such wheel or 
wheels that the dust or refuse therefrom will fall from 
such wheels or will be thrown into such hood or hopper 
by centrifugal force and be carried off by a current of 
air into a suction pipe attached to some hood or hopper. 
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16. Each and every such wheel six inches or less in 
diameter shall be provided with a round suction pipe 
three inchess in diameter; wheels six inches to twenty- 
four inches in diameter, with round suction pipe five 
inches in diameter; and all wheels larger in diameter 
than those stated above shall be provided each with a 
round suction pipe not less than six inches in diameter ; 
the suction pipe from each wheel so specified must be full 
size to the main trunk suction pipe, and the main suction 
pipe to which smaller pipes are attached shall in its 
diameter and capacity be equal to the combined area of 
such smaller pipes attached to the same, and the dis- 
charge pipe from the exhaust fan connected with such 
suction pipe or pipes shall be as large or larger than the 
suction pipe. 

17. It shall be the duty of any person, firm or cor- 
poration operating any such place to provide the neces- 
sary fans or blowers to be connected with such pipe or 
pipes, as set forth in this act, which shall be run at the 
rate of speed such as will produce a pressure of air in 
such suction or discharge pipes sufficient to raise a col- 
umn of water not less than five inches in a U-shaped 
tube; all branch pipes must enter the main trunk pipe at 
an angle of forty-five degrees or less; the main suction 
or trunk pipe shall be below the emery or buffing wheels 
and as close to the same as possible, and shall be either 
upon or beneath the floor on which the machines are 
placed to which such wheels are attached; all bends, 
turns or elbows in such pipes must be made with easy, 
smooth surfaces, having a radius in the throat of not 
less than two diameters of the pipe on which they are 
connected. 

18. It shall be the duty of the commissioner to make 
orders in writing for the carrying into effect the pro- 
visions of sections fourteen, fifteen, sixteen and seven- 
teen. 
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SIZE OF ROOMS. 


19. Not less than two hundred and fifty cubic feet of 
air space shall be provided for each employe or operative 
at work in a room in a place within the meaning of this 
act between the hours of six o’clock in the morning and 
six o’clock in the evening, and not less than four hun- 
dred cubic feet of air space for each employe so em- 
ployed between the hours of six o’clock in the evening 
and six o’clock in the morning; provided, in all cases 
where the amount of air space provided does not exceed 
the amount above fixed, that such room is lighted by 
electricity during all hours that artificial lights are 
necessary and persons are employed therein, unless a 
written permit shall be obtained from the commissioner. 


VENTILATION. 


20. The owner, agent or lessee of a place coming 
under the provisions of this act, or employer, shall pro- 
vide in each work-room thereof proper and sufficient 
means of ventilation; in case of failure the commis- 
sioner shall order such ventilation to be provided; such 
owner, agent, lessee or employer shall provide such ven- 
tilation within twenty days after the service upon him 
of such order in writing, and in case of failure shall 
be liable to a fine of ten dollars for each day after the 
expiration of the time given by such order to make the 
change. 

CLEANING MACHINERY. 


21. No minor under sixteen years of age shall be 
required, allowed or permitted to clean any part of the 
gearing or machinery in any place coming under the 
provisions of this act, while the same is in motion, or to 
work between the fixed or traversing parts of any ma- 
chinery while it is in motion by the action of steam, 
water or other mechanical power. 


) a | 
EXPLOSIVES. 


22. Every corporation, firm or person having or 
keeping in his or its place or manufactory coming under 
the provisions of this act, any explosive or inflammable 
compound, shall keep or store such explosive or inflam- 
mable compound in such factory, mill, workshop or 
place in such way as not to obstruct or render hazard- 
cus the egress of employes or operatives in case of fire. 


SANITARY. 


23. Every factory, workshop or mill shall contain 
sufficient, suitable, convenient and separate water-closets 
for each sex, which shall be properly screened, ventilated 
and kept clean; and also a suitable and convenient wash- 
room; the water-closets used by women shall have sep- 
arate approaches; if women or girls are employed, a 
dressing-room shall be provided for them when ordered 
by the commissioner. 

24. Factories and workshops in which women and 
children are employed, and where dusty work is carried 
on, shall be lime-washed or painted at least once in every 
twelve months. 


POSTING LAW. 
{ 

25. An abstract of this law shall be prepared and 
furnished upon request by the commissioner to every 
corporation, firm or person in this state who is affected 
thereby, and every manufacturer to whom a copy of such 
abstract is sent or delivered shall post such abstract of 
this law and keep it posted in plain view in such place 
that it can be easily read by the employes or operatives 
in coming in or going out from said factory, workshop 
or mill. 
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OBSTRUCTING OFFICERS. 


26. No person shall interfere with, delay, obstruct or 
hinder by force or otherwise, the commissioner, the 
assistant commissioner or inspectors, while in the per- 
formance of their duties, or refuse to answer in writing 
or otherwise, questions asked by such officers relating to 
the matters coming under the provisions of this act; no 
person shall impersonate an officer of the depara 


or forge his certificate of authority. 


27. Any person, firm or corporation engaged in man- 
ufacturing which requires from persons in his or its 
employ, under penalty of forfeiture of a part of the 
wages earned by them, a notice of intention to leave 
such employ, shall be liable to the payment of a like 
forfeiture if he or it discharges without similar notice 
@ person in such employ, unless in case of a general sus- 
pension of labor in his or its factory, mill or place where 
the manufacture of goods of any kind is carried on. 


ACCIDENTS. 


28. All accidents that prevent the injured person or 
persons from returning to work within two weeks, or 
which result in death, shall be reported in writing to 
the department, at ‘Trenton, New Jersey, within twenty- 
four hours after the expiration of four weeks or after 
the death of such person injured, as the same may be; 
such notice may be sent by mail, postage prepaid. 


NOTICE OF OCCUPANCY. 


29. Every corporation, firm or person shall within 
one month after he, they or it shall begin to occupy a 
factory, workshop, mill or place where the manufacture 
of goods of any kind is carried on, notify in writing 
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the department, at Trenton, New Jersey, of such occu- 
pancy, giving the legal title of such corporation and 
name of agent upon whom service of a summons can 
be made, and in case of a firm, the individual names of 
the members of the firm or the legal title of the concern 
so occupying such factory or workshop. 


PENALTIES. 


30. For the purpose of carrying into effect the pro- 
visions of sections eleven, twelve, thirteen, fourteen, fif- 
teen, sixteen, seventeen, nineteen, twenty-one, twenty- 
two, twenty-three, twenty-four, twenty-six, twenty- 
seven and twenty-eight, the commissioner shall be and 
he is hereby authorized to make such orders in writing 
for the protection and safety of employes and opera- 
tives and the enforcement of this act in places coming 
under the provisions of this act, as in his judgment 
shall seem) necessary to carry into effect the provisions 
of such sections; such order shall be in writing, signed 
by the commissioner, and shall specify what shall be 
necessary to be done and within what time; any cor- 
poration, firm or person, violating any of the provisions 
of sections eleven, twelve, thirteen, fourteen, fifteen, six- 
teen, seventeen, nineteen, twenty-one, twenty-two, 
twenty-three, twenty-four, twenty-six, twenty-seven and 
twenty-eight, shall, for each offense, be liable to a pen- 
alty of fifty dollars. | 


SWEAT SHOPS. 


31. No room or rooms, apartment or apartments, in 
any tenement or dwelling-house, shall be used for the 
manufacture of coats, vests, trousers, knee-pants, over- 
alls, cloaks, furs, fur trimmings, fur garments, shirts, 
purses, feathers, artificial flowers or cigars, except by the 
immediate members of the family living therein; no per- 
‘son, firm or corporation shall hire or employ any person 
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to work in any room or rooms, apartment or apart- 
ments, in any tenement or dwelling-house, at making, in 
whole or in part, any coats, vests, trousers, knee-pants 
overalls, cloaks, furs, artificial flowers or cigars, unless 
such person, firm or corporation first shall have obtained 
a written permit from the commissioner; which permit 
may be revoked by the commissioner at any time that 
the health of the community or of those employed as 
aforesaid may, in his judgment, require it, and that such 
permit shall not be granted until due and satisfactory 
inspection of the premises affected shall have been made 
by the said commissioner, assistant, or an inspector ; 
such permit shall be framed and posted in a conspicuous — 
place in the main room of the place to which it relates, 
shall be duly numbered and shall state the number of 
persons allowed to be employed therein. 

32. Any person, firm or corporation being the owner, 
lessee or occupant of the place to which the preceding 
section relates, shall, for the violation of any of the 
provisions therein, be liable to a penalty of one hundred 
dollars for each offence. : 

33. This act shall not apply to a private house or pri- 
vate room used for manufacturing purposes by the fam- 
ily dwelling therein. 


FIRE-ESCAPES. 


34. Every factory, workshop, mill or place where the 
manufacture of goods of any kind is carried on, now or 
hereafter erected, which is three or more stories in 
height and in which twenty-five or more operatives or 
employes shall be at work on or above the third floor, 
shall be provided with outside iron fire-escapes as here- 
inafter provided; the fire-escapes shall be located at 
such places on the said buildings as may be best suited 
for the purpose intended or as the commissioner may 
designate in writing, and shall take in one or more win- 
dows on each floor above the first floor; fire-escapes 
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may project-into the public highway to a distance not 
greater than four feet beyond the building line. 

35. The fire-escapes shall consist of outside iron bal- 
conies, and stairways at each floor above the first con- 
necting said balconies to the ground, except in the case 
of the fire-escape being over a public highway, when a 
drop-ladder shall connect the lowest balcony to the 
ground in a manner hereinafter specified; the stairways 
shall be placed at a slope no steeper than a ratio of one 
horizontal to one and one-quarter vertical; the balcony 
on the top floor shall be provided with a goose-neck 
ladder leading from said balcony to and above the roof. 

36. Balconies—The balconies shall not be less than 
three feet in width, taking in at each story above the 
ground floor at least one window of each part of build- 
ing separated by inside walls in which twenty-five or 
more operatives or employes shall be at work; they shall 
be below and not more than one foot below the window 
sills, and extend in front of and not less than nine 
inches beyond each window; there shall be a landing 
not less than twenty-four inches square at the head and 
foot of each stairway; the stairway opening on each 
platform shall be of a size sufficient to provide clear 
headway; the windows or openings upon each balcony 
shall be of easy access and sufficiently large to permit 
easy passage through them, and shall be kept unob- 
structed; where the top of the window sill is more than 
two feet above the floor of building, inside steps shall be 
provided. 

37. Floors of Balconies——The floors of balconies shall 
be of wrought-iron or steel slats not less than one and 
a half inches by three-eighths of an inch, placed not 
more than one and one-quarter inches apart and well 
secured and riveted to iron battens not less than one and 
a half inches by three-eighths of an inch, not over two 
feet apart, and which battens shall rest on and be riveted 
to frame of balcony; said frame to consist of angle-iron 
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not less than two and one-half inches by two and one- 
half inches by three-sixteenths of an inch thick, and to 
extend around the four sides of balcony floor, to rest 
upon brackets and be secured to same by rivets or bolts 
and to be riveted at corners; the openings for stairways 
in all balconies shall not be less than twenty-one inches 
wide and forty-two inches long, and such openings shall 
have no covers of any kind; the platforms of balconies 
shall be constructed and erected to safely sustain in all 
their parts a safe load of not less than eighty pounds per 
square foot, utilizing a ratio of four to one between the 
safe working load and the ultimate strength of all parts. 

Construction 38. Railings—The outside top rail shall in no case be 
less than three feet above the floor of balcony, and shall 
extend around the entire platform and in all cases shall 
go through the wall at each end, be worked out to three- 
quarter inch bolt size and be properly secured by nuts 
with washers at least four inches square and three- 
eighths of an inch thick, and no top rail shall be con- 
nected at angles by cast-iron; the top rail of balconies 
shall be one and three-quarters inches by one-half inch 
of wrought-iron or one and a half inch angle-iron at least 
three-sixteenths of an inch thick, or such size and shape 
as shall be approved by the commissioner; the bottom 
rails shall in no case be more than eight inches above 
the floor of balcony and shall be of one and one-half 
inches by three-eighths of an inch wrought-iron, or of 
one and a half inch angle-iron at least three-sixteenths 
of an inch thick, well leaded or cemented into the wall; 
the standards or filling-in bars shall not be less than one- 
half inch round or square wrought-iron, well riveted to 
the top and bottom rails and to platform frame imme- 
diately where adjacent to brackets and shall be placed 
not more than six inches apart. 

Construction 39. Stairways—The stairways shall be constructed 

of stairways. é 5 5 
and erected to fully sustain in all their parts a safe load 
of not less than one hundred pounds per step, utilizing 
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a ratio of four to one between the safe working load and 
the ultimate strength of all parts, with the exception 
of the tread, which must safely sustain at said ratio a 
concentrated load of two hundred pounds; the treads 
shall be not less than seven inches wide and the rise of 
each step not more than nine inches; the treads shall 
be flat open treads of cast-iron not less than five-eighths 
of an inch thick, or of flat bars not over one and one- 
quarter inches wide or less than three-eighths of an inch 
thick, with spaces between not more than one inch or 
less than one-half of an inch; such bars to be rivited to 
angle-irons of not less than one and one-half inches in 
size, secured to strings, with double rivets or bolts; the 
stairs shall be not less than twenty inches wide between 
inside of strings, and there shal] remain a clear passage 
between stairway and wall of building of not less than 
fourteen inches; the strings shall be not less than three- 
inch channels of iron or steel, or other shape equally 
strong, and shall, at both top and bottom, rest upon 
and be fastened to a bracket, which shall be fastened 
through the wall as hereinafter provided; the stairs 
shall have a hand-rail of not less than three-quarter inch 
round wrought-iron rod or pipe, on each side not less 
than thirty inches or more than forty-two inches above 
steps at any point, and same shall be secured and well 
braced. 

40. Brackets —The brackets shall be placed not more 
than four feet apart and not be less than three-quarters 
of an inch by one and one-half inches wrought-iron 
placed edgewise, or one and three-quarter inch angle- 
iron, one-quarter inch thick, to extend across full width 
of balcony and be well braced at a point not less than 
two-thirds of the distance from wall to end of bracket, 
by means of not less than three-quarters of an inch 
square wrought-iron or one and three-quarters inch 
angle-iron; the ends of brackets and braces shall go 
through the «wall and be turned down three inches, or 
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be properly secured by nuts and washers four inches 
square and at least three-eighths of an inch thick; on 
new buildings the brackets shall be set as the walls are 
being built; when brackets are put on factories already 
erected, the part going through the wall shall not be 
less than one inch in diameter with screw nuts and 
washers not less than five inches square and one-half an 
inch thick. 

41. Ladders.—A proper drop-ladder to reach to a 
safe landing place below shall be required from the 
lower balcony of any fire-escape over a public highway 
in place of a stairway, and when the floor of such bal- 
cony is more than sixteen feet above the sidewalk or 
ground ‘a suitable landing platform shall be provided; 
such platform shall be located not more than ten feet 
above the ground and shall be connected with the bal- 
cony above by means of a stairway constructed as this 
act requires for stairways between balconies; such plat- 
form shall not be less than three feet in width and four 
feet long and provided with proper railings; the drop- 
ladder to ground shall be not less than fifteen inches in 
width with strings not less than one-half inch by two- 
inch iron, and rungs not less than five-eighths of an 
inch in diameter, placed not more than twelve inches 
apart and securely riveted through the strings; strings 
to be made of one piece and not connected in parts by 
rivets or bolts; the upper end of each string to be 
formed into a hook by which the ladder may be secured 
to the frame of the balcony when in use; the goose-neck 
ladder shall be securely fastened to the wall of the 
building and the strings shall extend at least thirty 
inches above the roof and return down and be secured 
to same; there shall be a space of not less than four- 
teen inches between such ladder and the outer rail of 
balcony. 

42. Painting.—All the parts of such fire-escapes shall 
receive not less than two coats of paint, one in the shop 
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and one after erection, and shall be painted thereafter 
whenever the same may be needed. 

43. The commissioner shall have the power to make 
and have served an order in writing upon any owner 
or owners of any building coming under the provisions 
of this act, ordering that a fire-escape shall be erected 
either on a new building or on a building already erected, 
or ordering that a fire-escape already erected shall be 
changed and altered in such manner as he shall in such 
order designate; such fire-escapes must conform to the 
provisions of this act; any corporation, firm or person 
failing or neglecting to obey such order within the time 
therein limited, shall be liable to a penalty of one hun- 
dred dollars for such failure, and to a further penalty 
of ten dollars for each day that shall elapse after the 
expiration of the time limited in said order, until a fire- 
escape shall be erected on such building in compliance 
with the terms of such order; provided, that fire-towers, 
when approved by the commissioner, shall be legal pro- 
tection the saine as iron fire-escapes as hereinbefore pro- 
vided. 

PROCEDURE. 


44. All proceedings brought under the provisions of 
this act shall be by action of debt, in the name of the 
commissioner, to’ be instituted in any district court of a 
city, recorders’ court of cities, or before any justice of 
the peace having due jurisdiction, and the first process 
shall be by summons returnable in not less than five 
nor more than ten days, which process shall be served 
on the owner or owners, person or persons or any of 
them, owning the place or operating the business wherein 
the alleged violation of law has taken place; if such 
owner or owners, person or persons, reside in the county 
where the offense was committed, or if the owner or 
owners, person or persons as aforesaid, do not so reside 
in the county where the offense was committed, then 
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said process shall be served on the superintendent, fore- 
man or person in charge of the business or place; ser- 
vice upon a corporation shall be made upon the presi- 
dent, vice-president, secretary or any director, and if 
none of them reside in the county where the offense was 
committed, then service may be made upon the superin- 
tendent, foreman or person in charge of the business or 
place; in case the owner or owners of a building reside 
without the limits of the county, then service of the pro- 
cess may be made upon the agent in charge of said build- 
ing, and if there be no such agent, then service of the 
process may be made by affixing a copy thereof to the 
main outer door of such building at least ten days before 
the return day thereof; all proceedings thereafter shall 
be the same as in an action of debt in said court; the 
finding of the court shall be that the defendant has or 
has not, as the case may be, incurred the penalty claimed 
in the demand of the plaintiff, and judgment shall be 
given accordingly ; in case an execution shall issue and 
be returned unsatisfied, the court, on application, after 
notice to the defendant, may award an execution to 
take the body of the defendant, if an individual, and in 
case such a defendant is committed under such an exe- 
cuition, he shall not be discharged under the insolvent 
laws of the state, but shall only be discharged by the 


court making the order for the body execution, or one 


of the justices of the supreme court, when such court 
or justice shall be satisfied that further confinement will 
not result in the payment of the judgment and costs; 
all moneys collected under the provisions of this act shall 
be paid into the treasury of the state of New Jersey. 


DEPARTMENT. 
45. (Amendment of 1907.) For the purpose of car- 


rying into effect and enforcing’ the provisions of this act, 
there shall be and hereby is established a department to 
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be known as the department of labor; the department 
shall have its main office in Trenton, and shall consist of 
a commissioner, an assistant commissioner and eleven 
inspectors; the Governor shall, immediately after the 
passage of this act, with the advice and consent of the 
senate, appoint some suitable person who shall be a 
resident and citizen of this State, as head of the said 
department, at a salary of thirty-five hundred dollars per 
year, to be paid monthly, whose term of office shall be 
three years and until his successor is appointed, and 
whose title shall be Commissioner of Labor; the com- 
missioner shall, with the approval of the Governor, 
appoint the assistant commissioner, who shall be an 
experienced machinist; he shall receive a salary of two 
thousand dollars per year, to be paid monthly; the 
Governor shall appoint eleven suitable persons as in- 
spectors, two of whom shall be women, whose salary 
shall be one thousand five hundred dollars per year 
each, to be paid monthly; the terms of office of the 
‘assistant and the inspectors shall be three years unless 
sooner removed by the commissioner; the assistant and 
the inspectors shall each be furnished with certificates of 
authority by the Secretary of State, and they shall 
produce the same if so required by any manufacturer ; 
the commissioner shall have the power, out of the ap- 
propriation made for the purpose of carrying on the 
work of the department, to purchase badges for the 
assistant, the inspectors and himself; the commissioner 
may divide the State into districts, assign inspectors to 
such districts, and may, in his discretion, transfer them 
from one district to another; the commissioner, assist 
ant and inspectors may administer oaths and take affh- 
davits in matters relating to the enforcement of this act; 
the commissioner shall have the right to employ such 
department clerks for carrying on the work of the de- 
partment as may, in his judgment, be necessary; such 
clerks shall receive such salaries as the commissioner, 
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with the approval of the governor, shall fix, to be paid by 
the treasurer on warrant of the comptroller in equal 
monthly installments; when the work of the department 
shall necessitate the employment of additional inspectors, 
the commissioner shall have the power to employ such 
inspectors at such compensation and for such length of 
time as he may deem necessary, and such extra. inspec- 
tors shall have the same rights, powers and privileges 
as the inspectors appointed by the governor; all salaries 
and expenses, incurred by the commissioner, assistant 
and all inspectors, in the discharge of their duties, and 
all salaries and expenses necessary to carry out the pro- 
visions of this act shall be paid from the funds of the 
state out of the moneys appropriated for that purpose, 
by the treasurer upon warrant of the comptroller, upon 
presentation of proper vouchers for the same, approved 
by the commissioner; it shall be the duty of the com- 
missioner to enforce the provisions of this act and to 
exercise supervision and control over the assistant and 
the inspectors, and to cause inspections to be made of the 
factories, mills, workshops and places where the manu- 
facture of goods of any kind is carried on, by the assist- 
ant and the inspectors, as often as practicable, and to 
make a report of the work of the department to the 
governor of the state on or before the thirty-first day 
of October in each year; to prosecute violations of the 
provisions of this act in any district court, recorders’ 
courts of cities and before any justice of the peace hav- 
ing due jurisdiction or in any other court of competent 
jurisdiction in this state; the commissioner, the assistant 
commissioner and the inspectors shall have the right 
at all reasonable hours to enter and inspect factories, 
mills, workshops and places where the manufacture of 
goods of any kind is carried on, and each inspector 
shall make a report in writing of such inspections to the | 
commissioner at least once in each week; inspectors 
shall make out a list of minors discharged, with the name 
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of child in full, residence, street and number, name of 
place from which such minor was discharged and date 
of discharge; he shall send or deliver within twenty-four 
hours, such list to the principal of the public school in 
the district where the minor resides or to the truant 
officer having’ such school district in charge; every 
deputy inspector shall devote at least eight hours of 
every working day except public holidays, and four 
hours on Saturdays, to the discharge of his or her duties 
as such deputy inspector, unless prevented by illness 
or other disability, and no deputy inspector shall engage 
in any business, occupation or employment during his 
or her term of office that will in any way interfere with 
or prevent the full and faithful performance of such 
duties. 

46. This act shall be a public act and shall take effect 
on the first day of September, one thousand nine hun- 
dred and four. 


Payment of Wages. 
CHAPTER, 38, LAWS OF 1809. 


Aw Act to provide for the payment of wages in lawful 
money of the United States every two weeks. 


1. Every person, firm, association or partnership do- 
ing business in this state, and every corporation organ- 
ized under or acting by virtue of or governed by the 
provisions of an act entitled “An act concerning cor- 
porations” (Revision of one thousand eight hundred 
and ninety-six), in this state, shall pay at least every 
two weeks, in lawful money of the United States, to 
each and every employe engaged in his, their or its 
business, or to the duly-authorized representative of 
such employe, the full amount of wages earned and un- 
paid in lawful money to such employe, up to within 
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twelve days of such payment; provided, however, that 
if at any time of payment, any employe shall be absent 
from his or her regular place of labor and shall not 
receive his or her wages through a duly-authorized rep- 
resentative, he or she shall be entitled to said payment 
at any time thereafter upon demand; any employer or 
employers as aforesaid who shall violate any of the pro- 
visions of this section, shall be deemed guilty of a mis- 
demeanor and shall be punished by a fine of not less 
than twenty-five dollars and not more than one hundred 
dollars for each and every offence, at the discretion of 
the court; provided, complaint of such violation be made 
within sixty days from the day such wages become pay- 
able according to the tenor of this act; the provisions of 
this section shall not apply to any employee or employees 
engaged in agricultural work or as watermen. 

2. It shall not be lawful for any such person, firm, 
association, partnership or corporation, as aforesaid, to 
enter into or make any agreement with any employe for 
the payment of the wages of any such employe other- 
wise than as provided in section one of this act, except 
it be to pay such wages at shorter intervals than every 
two weeks; every agreement made in violation of this 
act shall be deemed to be null and void, and the penalties 
provided for in section one hereof may be enforced not- 
withstanding such agreement; and each and every em- 
ploye with whom any agreement in violation of this 
act shall be made by any such person, firm, association, 
partnership, corporation or the agent or agents thereof, 
shall have his or her action and right of action against 
any such person, firm, association, partnership or cor- 
poration, for the full amount of his or her wages in 
any court of competent jurisdiction in this state. 

3. (Amendment of 1904.) The department of labor 
of this state shall be and hereby is authorized and di- 
rected to enforce the provisions of this act and the com- 
missioner of labor shall make complaint against any 
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employer or employers who neglect to comply with the 
provisions of this act for a period of two weeks after 
having been notified in writing by said commissioner of 
labor of the violation of this act; and it is hereby made 
the duty of county prosecutors of the pleas of the various 
counties in this state, to appear in behalf of the depart- 
ment of labor in all proceedings brought herein by the 
commissioner of labor. 


4" 


Bakeries. 


(In Effect July 4, 1905.) 


SUPPLEMENT to an act entitled “An act regulating the 
age, employment, safety, health and work hours of 
persons, employes and operatives in factories, work- 
shops, mills and all places where the manufacture of 
goods of any kind is carried on, and to establish a 
department for the enforcement thereof,’ approved 
March twenty-fourth, one thousand nine hundred and 
four. 

BE IT ENACTED by the Senate and General Assembly 
of the State of New Jersey: 

1. For the purposes of this act and the act to which 
it is a Supplement, biscuits, pies, bread, crackers, cakes 
and confectionery ‘shall be interpreted to be goods, and 
places wherein the same are made or manufactured shall 
be held and considered as places where goods are manu- 
factured; the word bakery in this act shall include 
all buildings, rooms or places where biscuits, pies, bread, 
crackers, cakes and confectionery are made or manu- 
factured, and the provisions of this act, or any supple- 
ment thereof or amendment thereto, shall be enforced 
by the department of labor, and it shall be the duty of 
the officers of that department to enforce the provisions 
of this act; all suits brought for violations of any of the 
provisions of this act shall be brought in the manner 
and under the same restrictions as is provided for bring- 
ing suits under the act to which this is a supplement. 

2. No employe shall be required, permitted or suffered 
to work in any bakery more than sixty hours in any 

one week, or more than ten hours in any one day, unless 
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for the purpose of making a shorter workday on the 
last day of the week, nor more hours in any one week 
than will make an average of ten hours per day for 
the whole number of days in which such employe shall 
so work during such week, but it shall be lawful, in 
cases of emergency, for an employer to permit any 
employe to work an additional time, not exceeding two. 
hours per day, such extra work to be remunerated at 
the rate of weekly wages paid to such employe for 
his week of sixty hours; no employe in any bakery 
shall be discharged by his employer for having made 
any truthful statement as a witness in a court, or to 
the commissioner, assistant commissioner of labor, or 
any inspector in pursuance of this act, or any act 
amendatory hereof or supplementary hereto. 

3. All buildings or rooms where goods sare manu- 
factured or made shall be drained and plumbed in a 
manner that will conduce to the proper and healthful 
sanitary condition thereof, and shall have airshafts, 
windows or ventilating pipes sufficient to insure venti- 
lation; no cellar, basement, or place which is below 
the street level, shall hereafter be used and occupied 
as a place in which to manufacture biscuits, pies, bread, 
crackers, cakes and confectionery, except where the 
same was used for that purpose at the time of the pass- 
ing of this act. 

4. Every room used for a bakery shall be at least 
eight feet in height and shall have, if required by the 
said commissioner or assistant commissioner, an im- 
permeable floor, constructed of wood properly saturated 
with linseed oil; the side walls of such rooms shall be 
plastered or wainscoted, except where brick walls are 
shown, and if required by the said commissioner or 


_ assistant commissioner, shall be whitewashed at least 


Yr eek, fb eR SS 


once in three months; the furniture and utensils in 
such rooms shall be so arranged that the furniture and 
floor may at all times be kept in a proper and healthful, 
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have the power to order that any bakery shall be cleaned 
in such manner as he shall direct; no domestic animal, 
except cats, shall be allowed to remain in a room used 
as a bakery. 

5. Biscuits, pies, bread, crackers, cake and confec- Floors, 
tionery, after the same are made or manufactured, shall pans kent 
be kept in dry and airy rooms; the floors, shelves, pans, 
trays and every kind of appliatices used for storing the 
same shall be so arranged that they can be easily and 
thoroughly cleaned. 

6. Whoever shall conduct a place covered by the pro- Washroom 
visions of this act shall provide a proper washroom and 
water-closet or closet separate and apart from the room 
or rooms in which the manufacture of the goods is 
carried on; no water-closet, earth-closet or privy shall 
be within or communicate directly with the room in 
which goods covered by the provisions of this act are 
made or manufactured. 

7. Sleeping places for persons employed in a bakery separate 
shall be kept separate from the room or rooms used Sinan 
for a bakery, and the commissioner or assistant com- 
missioner or an inspector may inspect such sleeping 
places, if they are on the same premises as the bakery, 
and order them cleaned or changed, in compliance with 
sanitary principles. 

8. (Amendment of 1907.) The Commissioner of Poe a 
Labor shall be required to enforce compliance with all bakeries. 
the provisions of this act, and for that purpose it shall 
be his duty to have all bakeries visited and inspected 
at least once in six months; and whenever a complaint 
in writing, signed by any employe in any such bakery 
or by any officer or representative of any labor union 
in the county wherein the samile is located, shall be re- 
ceived by the said commissioner, stating that any provi- 
sion of. this act is being violated in any bakery, it shall 
be the duty of the said commissioner forthwith to have 
the said bakery concerning which complaint is made 
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visited and inspected. The visits or inspection shall be 
made in the presence of those then working or em- 
ployed in said bakery, and during the usual hours of 
employment therein. All bakeries shall be kept at all 
times in a clean and sanitary condition. If on inspec- 
tion the Commissioner of Labor find any bakery to be 
so unclean, ill drained or ill ventilated as to be un- 
sanitary, he may, after fot less than forty-eight hours’ 
notice in writing, to be served by affixing the notice 
on the inside of the main entrance door of said bakery, 
order the person found in charge thereof immediately 
to cease operating it until it be properly cleaned, 
drained or ventilated. If such bakery be thereupen 
continued in operation, or be thereafter operated be- 
fore it be properly cleaned, drained or ventilated, the 
Commissioner of Labor may, after first making and 
filing in the public records of his office a written order 
stating the reasons therefor, at once and without fur- 
ther notice fasten up and seal the oven or other cook- 
ing apparatus of said bakery, and affix to all materials, 
receptacles, tools and instruments found therein, labels 
or conspicuous signs bearing: the word “unclean.” No 
one but the Commissioner of Labor shall remove any 
such seal, label or sign, and he may refuse to remove 
it until such bakery be properly cleaned, drained or 


ventilated. 


9g. No person under the age of eighteen years shall 
be employed, allowed, permitted or required to work 
in any bakery between the hours of seven o’clock in 
the afternoon and seven o’clock in the forenoon follow- 
ing. 

10. All notices given under or pursuant to this act, 
or any act supplementary thereof or amendatory thereto, 
shall be in writing, signed by the commissioner of labor, 
and may be served upon the owner or proprietor of 
the place wherein such violation occurred either by de- 
livering the same to him in person or by sending it to him 


at 


by mail at his last known postoffice address, with post- 
age prepaid; if his postoffice address is not known, then 
the said notice may be mailed to the address of the 
bakery or place wherein such violation shall have been 
committed; the notice providing for the doing of any 
act or the abating of anything forbidden by this act 
shall fix the time within which such act shall be done 
or such thing abated, and if the order shall not be obeyed 
within the time therein fixed the person so failing to 
obey shall be liable to the penalty herein fixed for the 
violation hereof. 

11. Any person violating any of the provisions of 
this act, or any owner or proprietor who fails to obey 
any order of this act, shall be liable to a penalty of 
fifty dollars for the first offense and one hundred dol- 
lars for each subsequent offense. 
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FACTORIES AND WORKSHOPS. 


(Pages 3-25.) 


PAGE. 
Airspace, ter kewntilp ta de ore LSD WBE C ET 2 Coe een re oer Ce eee 10 
ARCIAENTS oo in Ha 2b catiik se ula lhes a Kv p eRe ass. ce tee Deze abe Ub A ee 2 
BLOWERS, fs cde ok ce sald 24 Roha eh eset. % GO Wed. > RENN Oa sae he Te fe 8,9 
Departmenthestablistiment "Of. trek ae ae ee oe ke ee one ae ane 20-23 
DOOES, 5's Cede WALT SPRL Re LU ASTI Sey EMSC Eee OT eee 7 
Explosives pee. utc Rite ck byt nave ce Wn aan icp de re mene ee es Ee II 
BActories, SOCCUPANCY. Glew vis coca s ih eee so RBA Nee eA ee ee keen eet 
Bir G-estapes, Wk lice. Asad gable! «weg Oh eee ees ong ae Oe ee I4-19 
Tater ferencetwith Omen gt wah a ee Oe Se ee Ree 12 
Law. to. bexpasteds ys /ilh. ion wary Deer ede hcp ee ee ee cutee 
Pohting ee ee Ue ee a ee te td eee or he gee & a 8 
Minors— 
Certificate. or physical miness: (7 ro. Fehr noe eo ae ee 5 
Gheaning paiachiner ys’. ys9 sj. a Lek ap idol eee ecl nee fei ee ere 10 
WustodianicOl sg CA Bia he URIS ae eee ieee eel ee C 
Discharge Ob. shi rhe. alas Oo, can + Se oe ae a 5 
HMmployntent.. ofr ae 8 eee ee eae cies Se he 3 
By iOenee: OL ae A cee. Che aap ts Ste ean ae eae clk os eee 3-6 
False swearing, isczd. welteo shacty MHERHES sald hea ose ee ae nae ae Rare pe 5 
Houts of employment®.2. | o2< Bou +3 ae neaie de aera cece ee 6 
PCP RIE ST sc fer PRB a a oe. geclenehn ccd Rt ene SP) a Bete te ugh see me 4 
Prootio? age 1) 180. Yon) eS a eee 5 
Registers how kept, (sf 28.).95. Fe Se Pee ge gee oes ee tee 6 
rarection/ "Ot "IMpPlOyeS,.. cs < Uh «, sik Reetew mene ee oak ene aE A Y 4 
ERLE gs tod sv edo @ od ages ont a aac ee ean? oat oe dete Oe ea II 
DD ERLES Sasi FD cable SG 4 aks SS 5 RIL uy gee a RE sc ce WY ce Te 19, 20 
Sweat Shope. a see eee do aie Sa GLO RICE aici ediss, Qa lvoe ee 13, 14 
Ny emtilation: 24. 6 keh vias wipes Ged Gia Sok RR Guba A ogo ee, i 10 
Wages, forfeiture Of, 1. oly). xc ks ae eo) oes ae ees ee ee 12 
Payment 12) Cash, 21 fs, <n so eeehas «oe eka oe ete ee a 23-25 
BAKERIES. 
(Pages 27-31.) 
PAGE. 
Glesets andawash=rooms; <4. ciel aaa, 3 ae ek, tt ee 29 
Closing of aw hen sancleati,\)..5inc55 sae ete & ie aia) le eee 30 
Hours of employment; -).. .G.th. 2s. Uecebae see ome fons oma RRS eee 27, 30 
THSPECHIAT Port nee, an Pe Ame re frie 58 RMR UR NR OPA wr PR OR 20 
Mio R Sy ish oc aR TIC a it ae end ee ees alata 30 
Sartitation,: <i. .c sola iin ce aiken te sere ates ee eee 28 
Rizevor TOOMS: (ob. JAW sek euie de.t Gem aneuen Re eee SUBS y pats ben eee 28 


Sleeping wuartersy i. co oo kup Rh ape oe Sgn ao ie Omen er & PRO 


ORDINANCES 


pes 


THE CITY OF HOBOKEN, 


—FROM LTHE—— 


INCORPORATION OF THE CITY TO 1901. 


REVISED AND COMPILED 


UNDER THE DIRECTION 


OF THE— 


COMMON COUNCIL 
Lo pias 


JAMES F.. MINTURN, 


Corporation Counsel. 


Igor. 


CITY ORDINANCES. 


An ordinance to provide for the acceptance and adop: 
tion of the revised and recompiled ordinances of the City 
of Hoboken. 

Whereas, the ordinances of the City of Hoboken have 
been recompiled and revised by the Corporation Attorney 
in accordance with the provisions of a resolution of the 
Common Council passed heretofore directing said com- 
puation and revision; and 

Whereas, the said ordinances have been submitted by 
the Corporation Attorney to the Common Council, re- 
compiled and revised in accordance with the direction of 
the said resolution, and are now before the Couneil for 
acceptance and adoption, therefore 

The Mayor and Council of the City of Hoboken do ordain 
as follows: 

That the ordinances of the City of Hoboken, as recom- 
piled and revised by James I*. Minturn, Corporation At- 
torney, under and by direction of a resolution of the Com- 
mon Council of the City of Hoboken heretofore passed, 
which recompiled and revised ordinances have been sub- 
mitted to this board for adoption and acceptance, be and 
they are hereby adopted and aecepted as the valid and 
legal ordinances of the City of Hoboken, to become oper- 
ative therein upon the approval thereof by the Mayor of 
the City of Hoboken. 

That all ordinances and parts of ordinances inconsist- 
ent with the provisions of this ordinance be and ine. same 
are hereby repealed. 
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AN ORDINANCE 
Comprising the 
ORDINANCES OF THE CITY OF HOBOKEN. 


Be it ordained by the Common Council of the City 
of Hoboken, as follows: 


CHAPTER I. 
ESTABLISHING THE CITY SEAL. 


SECTION 1. The seal heretofore provided and used 
by and for the City of Hoboken and which is described 
as follows: “A view of the old City of Hoboken in the 
neighborhood of the present Delaware, Lackawanna 
and Western Railroad freight station, when the same 
was‘used as the old Atlantic Garden, with the early City 
of Hoboken in the background and the hill in the dis- 
tance, and a ferry-boat entering the slip.” Encircling 
this are the Jetters “City of Hoboken, N. J. Corporate 
Seal,” which Seal represented as aforesaid is hereunto 
annexed shall be and is hereby established and declared 
to have been and now to be the Common Seal of the Citv 
of Hoboken. | | 

Sec. 2. The City Clerk shall have the custody 
of the City Seal, and the same shall be carefully pre- 

served and kept by him, at all times, in his office. 


CHAPTER II. 
RELATING TO CITY OFFICES GENERALLY. 
Src. 3. The penalties of the official bonds of the 
offices. herein named, ‘shall be respectively as follows: 


That of the Comptroller, five thousand dollars; that of 
the Collector of Revenue, seventy thousand dollars? 
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that of the City Clerk, ten thousand dollars; that 
of the Street Commissioner, one thousand dollars; that 
of the City Treasurer, two hundred thousand dollars; 
that of the City Surveyors, twenty thousand dollars; 
that of the Corporation Attorney, one thousand dollars; 
that of the Overseer of the Poor, one thousand dollars; 
that of the Constable, one thousand dollars; that of the 
First Assistant City Clerk, two thousand dollars; that 
of the Second Assistant City Clerk, two thousand dol- 
lars; that of the Sinking Fund Commissioners, one thou- 
sand dollars. , 

And such officers shall execute such bonds respect- 
ively before they enter upon the discharge of the duties 
of their said offices respectively, and if any officer shall 
neglect to execute the bonds herein required of him 
within twenty days after the date of his election, appoint- 
ment, or of the confirmation of such appomtment, by 
the Common Council if such appointment be made by the 
Mayor, his office shall be declared vacant by the Common 
Council. 

Sec. 3a. The bonds of all officers shall be drawn 
by the City Counsel and shall be executed with two or 
more sureties, conditioned as provided in the charter and 
ordinances of the City. Such sureties shall justify sep- 
arately on the back of the bond that they are respect- 
ively worth the sums to be stated in their respective jus- 
tifications, over and above all debts by them owing or 
incurred, or for which their property is liable or encum- 
bered, at the time of justification, and over and above 
all exemptions, by law of their property from execution. 
The sums stated in such justifications on the bond of any 
officer shall in the aggregate amount to double the pen- 
alty of such bond. The execution of such bond shall 
be acknowledged by the officer and his sureties before 
some person authorized to take the acknowledgment of 
Deeds, and a certificate of such acknowledgment made 
thereon. . | 

The City Clerk shall also endorse and certify on each 
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bond before the same be filed, the action of the Common 
Council approving the same, and the time of such ap- 
proval. 

Sec. 4. In case of the death or insolvency of any 
of the sureties on the bond of any City officer given as 
aforesaid, the Committee on Finance of the Common 
Council may require the officer who has given such bond 
to give a new bond with sufficient sureties as hereinbe- 
fore provided and if any officer shall neglect or fail to 
furnish such new bond when so required, it shall be 
deemed a sufficient cause for removal from office. 

No member of the Common Council shall be surety on 
any bond given under the provisions of the preceding 
section, nor shall any City officer herein required to give 
bonds be surety on the bond of any other officer. 

Src. 5. The offices of all City officers. shall be 
open every day, except Sundays and legal holidays, from 
nine o’clock a. m. to four o’clock p. m. 

Sec. 6. The records, books, files, papers and doc- 
uments of the City shall during office hours be open to 
the search, inspection and examination of the public, pro- 
vided however that if in any case the officer having 
charge of the same shall deem it conducive to the public 
interest, he may require. the applicant to procure the 
written permission of the Mayor, who may refuse to give 
such permission if he deem proper, unless such seareh, 
inspection and examination be for the purpose of obtain- 
ing information for the prosecution or defense at law of 
such right, or for the purpose of ascertaining taxes or 
assessments, and provided that such search, inspection 
and examination be made under such regulations as the 
officer in whose custody such records, books and docu- 
ments may be, shall establish for the safety and pres- 
ervation thereof. 

Sec. 7. <All the books, maps, papers, accounts, 
statements, vouchers and other documents whatsoever 
in any City office, which may from time to time accumu- 
late therein, or which belong or appertain thereto, shall 
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be carefully and conviently filed, kept and preserved in 
the offices aforesaid respectively, and be and remain the 
sole property of the Mayor and Common Council of the 

‘ity of Hoboken, and shall not at any time be removed 
from said offices, except when required for use in the 
official business of the City, and shall then be returned 
to the office to which they respectively belong without 
delay, and each City officer shall see that the require- 
ments of this section are complied with in respect to his 
particular office. 

Sec. 8 All licenses granted by the Mayor and 
Council, shall be registered in books to be kept in the 
office of the City Clerk. All permits granted by any City 
officer shall be registered in books to be kept in the office 
of the City officer issuing such permit. 

Sec. 9. No City officer shall be interested in any 
contract with the City, or in compensation for work done 
for, or materials or supplies furnished to the City or to 
any contractor or other person furnishing the same to 
the City, nor shall he participate in any profits with such 
contractor or other person or receive any compensation, 
commission, gift or other reward for his services, except 
the salary or fees established by law, or by quleaes Or 
resolution of the Common Council. 

Sec. 10. The administrative officers of the City, 
and all others, if required by the Mayor and Common 
Council, shall annually on the first day of May, and from 
time to time when required by the Mayor and Common 
Council, report to them in writing the condition of their 
respective offices, and of the business and all matters 
therein touching the interests of the City, and what busi- 
ness has been finished, and what remains unfinished of 
the last year. | 

Src. 11. All officers advertising for proposals or 
estimates for contracts shall require such proposals , or 
estimates to be accompanied by the consent in writing 
of two sureties,.who shall at the time of putting in such 

estimates or proposals qualify as to their responsibility 
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in the amount of such proposal or estimate, and bind 
themselves that if, the contract be awarded to the person 
or persons making the estimates or proposals, they will 
upon its being so awarded become bound as his or their 
sureties, for its faithful performance, and that if the per- 
son or persons omit or refuse to execute such contracts, 
they will pay to the City of Hoboken any difference be- 
tween the sums to which he or they would have been 
entitled upon the completion of the contract, and that 
which the City of Hoboken may be obliged to pay to the 
person by whom such contract shall be executed. 

Sec. 12... Any officer violating any provisions of 
Section Nine of this ordinance shall be deemed guilty of 
misconduct in office, and liable to removal from office 
therefor.. Such officer shall be liable for any violation 
of any provision of this ordinance by any deputy, assist- 
ant, clerk or other subordinate appointed by him; anil 
continuance in office by such officer of any such deputy, 
assistant, clerk or other subordinate, after knowledge of 
any such violation, shall be deemed misconduct in office 
by such officer, and he shall be liable to removal from 
office therefor. 

Sec. 18. The salaries of the City officials herein- 
after named shall be as follows: 

That of the Comptroller, two thousand dollars per 
annum, payable quarterly; 

That of the Collector of Revenue, twenty-five hundred 
dollars per annum, payable quarterly; 

That of the Gity Olerk, fifteen hundred dollars per an- 
num, payable monthly; 

That of the City Treasurer, two thousand dollars per 
annum, payable quarterly; 

That of the Street Commissioner, twelve hundred dol- 
lars per annum, payable monthly; 

That of the Corporation Attorney, two thousand dol- 
lars per annum, payable quarterly; 

That of the Overseer of the Poor, twelve hundred dol- 
jars per annum, payable monthly; 
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That of the First Assistant City Clerk, fourteen hun 
dred dollars per annum, payable monthly; 

That of the Second Assistant City Clerk, twelve hun- 
dred dollars per annum, payable monthly; 

That of the Recorder, twenty-five hundred dollars per 
annum, payable quarterly; 

That of the Commissioners of Assessment of Taxes, 
twelve hundred dollars each per annum, payable 
monthly; 

That of the City Physician, one thousand dollars per 
annum, payable monthly; 

That of the Assistant City Physician, one thousand dol- 
lars per annum, payable monthly; 

That of the License Inspector, fifteen hundred dollars 
per annum, payable monthly; 

That of the Building Inspector, the sum of twelve hun- 
dred dollars, payable monthly. 


CHAPTER III. 
RELATING TO THE CITY CLERK. 


Se. 14. The City Clerk, by virtue of his office, is 
Clerk of the Common Council, the several committees 
thereof and of the Board of Police Commissioners, and 
the Commissioners of Appeals, and it shall be his duty 
to attend the meetings of the Common Council and of 
its committees when required, and of the Board of Police 
Commissioners and Commissioners of Appeals, and keep 
correct journals and minutes of the proceedings thereoi, 
and record the same in separate books to be kept in his 
office. . : 
Sec. 15. He shall cause the City Seal to be affixed 
to such instruments and writings as he may be author- 
ized to do by any ordinance or resolution of the Common 
Council, or as may be necessary to exemplify any docu- 
ment or record in his office, or to certify any act or paper, 
which, from the records in his office shall appear to have. 
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been a public act of this corporation or a public docu- 
ment. 

He shall not affix the said Seal or permit it to be affixed 
to any instrument or writing or other paper, except as in 
this section provided, unless required to do so by some 
statute of the State. ; 

Sec. 16. He shall have the custody and charge of 
and shall safely keep all records and documents, reports, 
papers and maps in proper files in his office, except such 
as shall pertain to the business of any other departmen: 
or office or be transferred thereto by order of the Com- 
mon Council, and shall be entitled to receive ten cents 
per folio for all copies of papers supplied by him to any | 
person or persons demanding the same. 

Sec. 17. He shall cause all the ordinances passed 
by the Common Council to be carefully and clearly en- 
erossed in books to be provided for the purpose; and 
when so engrossed the record of each ordinance shall be 
signed by the Mayor and the City Clerk. He shall en- 
gross after each ordinance, a copy, certified by himself, 
of the proof of the due publication thereof; but his omis- 
sion to engross any such ordinance or proof of publication 
thereof as hereby directed, shall not impair or effect its 
validity in any respect. ~ 

Sec. 18. He shall prepare a copy of all ordinances 
or proposed ordinances which require publication under 
the City Charter, or the several supplements thereto, and 
cause the same, properly attested, to be published in the 
newspapers, and shall file in his office the requisite 
proofs of such publication. | 

Sho: 19. He shall cause entire copies of all re- 
ports of City officers, other than those provided for in 
the preceding section, and excepting annual reports 
which are published in book form, and of committees of 
the Common Council after they shall have been finally 
acted upon by the Common Council, together with a state- 
ment of the action thereon, to be entered in full upon the 
minutes of the Council; and he shall cause the said min- 
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utes to be fully and completely indexed annually. 

SEC. 20. He shall have the custody and charge of 
the general warrant book and shall draw warrants upon 
the City Treasurer for all bills and claims allowed by the 
Common Council, all specific appropriations of money 
made by them and for the payment of the salaries of the 
City officers, as fixed by ordinance or resolution of the 
Common Council, and not otherwise provided for. 

He shall keep an accurate account in the margin of 
said warrant book of all warrants attested by him, show- 
ing the date, amount and number of each, and in whose 
favor the same was drawn and the object thereof. 

SEc. 21.. He shall countersign all licenses granted 
by the Mayor and Common Council under the charter 
and ordinances of the City, and receive all money paid for 
the same. 

Sec. 22. He shall cause all resolutions and ordi- 
nances passed by the Council to be carefully and fairly 
engrossed in books to be provided for the purpose within 
ten days of the passing thereof respectively, together 
with all assessments referred to the Council for confirma- 
tion and adoption. 

Src. 23. He shall without delay present to the 
Mayor for his approval every ordinance or resolution 
passed by the Council duly certified, and as soon as prac- 
ticable after final action shall be had in the passage of 
any special ordinance or resolution, notify the depart- 
ment or officer of the City to whom such ordinance or 
resolution may refer of the pasage of the same, and he 
shall deliver to all committees such resolutions and com- 
munications as may be referred to them by the Council. 

He shall issue notices to the respective members of 
the different committees of the Council and to all per- 
sons whose attendance may be required upon such 
committee, when requested so to do by the Chairman 
thereof, to be served by the sergeant- at- “arms of the 
Gained . 

Suc. 24. He shall enter in a book to be provided 
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for that purpose the names of all persons from whom he 
may receive moneys for the City, the time when received, 
the amount so- received, and the object thereof, and shall 
render a faithful and distinct account of ail such moneys 
to the Council, at their next stated meeting after receiv- 
ing the same; which moneys he shall pay over to the City 
Treasurer immediately upon receiving the same, taking 
his receipt therefor. 

Sec. 25, He shall attend the meetings of the Com- 
missioners of Appeals in cases of taxation, shall keep 
correct records of the proceedings thereof, and file the 
same in his office; he shall also file in his office all affi 
davits presented to the said Commissioners of Appeals. 
He shall report to the Council at their first stated meet- 
ing after the said Commissioners shall have finished 
their duties a statement of all taxes diminished or in- 
creased, by them, showing the name of each person 
against whom such increase or diminution shall have 
been made, together with each separate amount so in- 
creased or diminished. 


CHAPTER IV. 
RELATING TO THE ASSISTANT CITY CLERKS. 


Suc. 26 The Common Council shall appoint by 
resolution two Assistant City Clerks whose duty it shali 
be to assist the City Clerk in the conduct of his office, and 
who shall be under the direction and control of the City 
Clerk in the management and control of said office; they 
shall attend the Council and committee meetings and 
meetines of such boards and commissions as they may 
be directed to attend by the City Clerk or by the Chair- 
man of the Common Council. 


CHAPTER V. 
_ RELATING TO THE COMPTROLLER. 
Sec. 27. There shall be appointed by the Couneil 


+ 
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a competent person who shall be known as the Comp- 
trolier of the City of Hoboken. The said Comptroller 
before entering upon the duties of his office shall take 
and subscribe before any officer authorized to administer 
oaths and affirmations, in this State, an oath or affirma- 
tion faithfully to execute the duties of his office to the 
best of his knowledge, skill and ability. 

Sec. 28. It shall be the duty of the said Comp- 
troller to sign all warrants on the City Treasurer; to 
superintend all fiscal concerns of the City, and to report 
thereon at the first regular meeting of the Council in 
each and every month. He shall also keep accounts of all 
appropriations made to each and every department of 
the City government, and to require all warrants on the 
Treasury “to state particularly against which appropria- 
tion the said warrant is drawn. 

Sec. 29. He shall upon receiving a bill or warrant 
examine the same and if it be for any purpose for which 
there is no appropriation, or appropriation for which is 
exhausted, or to which for any other cause he can noc 
give his approval, he shall report the fact to the Couneil, 
and the warrant in such case shall not be signed except 
by alta. authority or direction of the Council. * 

Src. 30. He shall upon the death, resignation, re- 
iowa or expiration of the term of office of any officer 
or person who by law may be authorized to receive or 
disburse moneys of the City, and as often as the Council 
by resolution may require, to audit and examine the ac- 
counts of said officer or person and report the condition 
of his business to the Council. 

SEC. 31. He shall before the payment of any claim 
against the City to first audit the bill containing or 
making up said claim with a view to ascertaining 
whether the supplies charged to the City or services al- 
leged to lave been rendered, have been furnished and 
rendered as stated, and whether the sum or sums de 
manded therefor are proper, and after so auditing shall 
return said bill to the department having control of the 
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appropriation against which said claim is made and 
against which appropriation the warrant is to be drawn. 

SHC. 32. He shall as often as he may deem neces- 
sary, or as the Council shall require, suggest plans to the 
Council, for the improvement, advantage and better 
management of the City finances; and he shall have con- 
trol of the fiscal concerns of all the departments, bureaus 
and officers, a full exhibit of their business and a state- 
ment in writing of any and all moneys or property of the 
said City within the control or in the hands of the said 
departments, bureaus and officers. 

SEc. 33. He shall in case of any default, delin- 
quency or official misconduct, to immediately report the 
same to the Council, and in order that he may fulfill his 
duties and make complete audits of accounts, he shall 
have power whenever he may see fit to examine all books, 
papers and vouchers pertaining to any and all depart- 
ments of the City’s business, and shall have free and 
unrestrained access to them for the purpose aforesaid. 

Sec. 34. He shall whenever in his judgment the 
interest of the City shall require, to examine under oath 
any person presenting a bill of claim against the City 
for the payment of moneys, and also to examine wit- 
nesses and to investigate by other evidence and inquiry 
all the facts relating to said claim, ety in his opinion, 
are necessary to establish the ace urae: ry and good faith ot 

said claim, and to ascertain the City’ S liability therefor. 

SEc. 35. He shall keep a regular set of books by 
double entry In which shall be open and kept as many 
accounts, under appropriate titles as may be neces- 
sary to show distinctly and separately all the ree eipts 
and expenditures of the corporation, and all debts due it 
from others and all record debts, and shall keep said 
books promptly written and posted up, which books 
shall at all times be open for inspection by the Mayor 
and each member of the Council or any citizen of 
Hoboken. ; 

Sec. 36. He shall keep and file in his office ali 
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deeds, leases and mortgages and assurances of title and 
all evidences of debt contracts, bonds of indemnity, anid 
all official bonds, except such as the Council shall direct 
to be deposited elsewhere. 

Suc. 37. He shall obtain from the City Treasurer 
as soon after payment or cancellation as convenient, all 
bonds, and interest, payments on same, improvement 
certificates and coupons, for the purpose of keeping a 
correct record of the same. 

SEC. 38. He shall countersign all receipts for 
money paid into any City department or to any officer of 
the City, and no receipt or voucher for money paid to 
the City or of any of its departments of officers shall be 
considered sufficient or binding upon the City until 
signed by the officer receiving such money and counter- 
signed by said Comptroller, who shall thereupon enter 
upon his book for that purpose the date, of said receipt, 
the name of the person paying said money, the amount 
thereof, the officer to whom paid, and the purpose for 
which the same was paid. | 

Sec. 39. He shall examine and adjust all at- 
counts whatsoever that may be referred to: him by the 
Council or any committee of the Council, in which the 
City shall be concerned either as creditor or debtor, and 
shall report to the Council as soon as convenient there- 
after, the facts relating thereto, with his opinion when 
required. 

Sec. 40. He shall countersign all certificates, 
warrants and bonds drawn on the Treasury and signed 
by the Mayor and Clerk if considered correct and charge 
them under their appropriate heads. 

Sec. 41. He shall supervise. the fiscal concern of 
all departments and officers of the City, and for that pur- 
pose shall have full and complete access to all books, 
papers, documents and records in every department o¢ 
office, and may require at any time from such depart- 
ments or officers an account in writing of all_moneys and 
property of the City in their possession or under their 
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control and shall also apportion to the different funds 
all moneys collected by the Collector of Revenue and by 
said Collector paid to the City Treasurer. 

Sec. 42. He shall report to the Council immedi- 
ately upon discovery any default, shortage or delin- 
quency in any of the departments or offices in respect 
to the matters mentioned in the preceding section. 

Sec. 43. He shall compare quarterly the ac- 
counts of the Treasurer and all City officers with the 
vouchers to the same, with the books of his department, 
and report the result of such comparison with such in- 
formation as may be proper to the Council at its next 
meeting thereafter. 

Sec. 44. He shall report to the Council within thirty 
days after its organization in each year a statement of 
all contracts (excepting street and sewer contracts) made 
by the City, and not performed or completed, or upon 
which any moneys may remain unpaid, with the amount 
remaining unpaid cn each. 

Sec. 45. He shall advise the Council from time to 
time as to the condition of all accounts for which appro- 
priations have been made, and accompanying such state- 
ment with an account of the moneys which have been 
drawn on said appropriations, the purpose for which they 
were drawn and applied, and the cause of any defi- 
ciency Should it exist, and an estimate of the amount 
necessary to complete the object of the appropriation. 

Sec. 46. He shall compile for publication in pamph- 
let form within thirty days at least from the first Monday 
in May in each year, for the information of the citizens 
of Hoboken, a full and detailed statement showing: 

1. The receipts and expenditures of the cor- 
poration during the preceding fiscal 
year, the different sources of the City 
revenue, and the amount received from 
each source. 

2. The several appropriations made by the 
Tax Commissioners, the object for 
which they were made, and the amount 
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expended out of each appropriation. 

3. The amount of City debt both funded and 
temporary, with the rate of interest 
payable in each case. 

Sec. 47. The office hours of the Comptroller shall be 
from nine o’clock in the morning until twelve o’clock m 
and from one o’clock to four o’clock p. m., but from the 
tenth day of December until the twentieth day thereof 
and on such other occasions as the Council may direct, 
his office hours shall be so co-extensive with those of the 
Collector of Revenue. ) 

Sec. 48. He shall examine and countersign all re- 
ceipts for water rents or arrears of water rents given to 
any person paying on the same by the Water Registrar 
of the City, and countersign all such receipts and keep 
a correct and complete record of such payments in a 
book or books to be provided for the purpose. 

Sec. 49. That no receipt given by said Water Regis- 
trar or his Assistant shall be valid or binding as between 
the City and the person paying unless such receipt be 
presented to the City Comptroller and countersigned by 
him as aforesaid. 

Spc. 50. That it shall be the duty of said Comptroller 
to examine the books and accounts of the Water Regis- 
trar and Treasurer of the Board of Water Commissioners 
at least once a year or oftener if deemed necessary. 

Sec. 51. He shall also examine the books and ac- 
counts of the Secretary of the Trustees of the Hoboken 
Cemetery once every three months. 


CHAPTER VI. 
RELATING TO THE CITY: TREASURER. 


Sec. 52. He shall receive, safely keep and disburse, 
under the direction of the Council, which direction shall 
be manifested by resolution of the Common Council duly 
approved by the Mavor, all moneys belonging to the City; 
he shall keep an ace urate account of all receipts and pay- 


CITY ORDINANCES. 19 


ments and make return thereof to the Council at their 
first regular meeting in each month, and shall receive 
such compensation for his services as shall be fixed by the 
ordinance providing for the payment of salaries. 

Sec. 53. He shall keep a cash book in which he shall 
enter under the appropriate heads an accurate account 
of all receipts and expenditures and shall furnish for the 
use of the Council and Finance Committee a duplicate of 
the same on the first meeting of each month. 

Sec. 54. No money shall be paid out of the treasury 
except on warrants signed by the Mayor and City Clerk. 

Sec. 55. He shall keep a check book on the bank or 
banks in which the City deposits are made, and on the 
margin of said book opposite each check that shall be 
drawn, the amount drawn, and for what purpose, and 
shall furnish the Council at the first meeting of each 
month with the bank and check books belonging to the 
City or his department, with the exact balance in bank 
noted on the margin of the check book, together with 
the amount of cash on hand. 

Sec. 56. He shall pay with his official check to the 
order of the person in whose favor it shall be drawn, all 
warrants on the treasury. 

SEc. 57. He shall make a full, true and accurate ac- 
count of all moneys raised by tax alone for the use of the 
City since the last annual election, and of the application 
and expenditure of the same, and deliver said account to 
the Council not more than thirty nor less than twenty 
days before the charter election to be filed in the City 
Clerk’s office, and published in the corporation paper 
prior to said election, and on rendering said account he 
shall deliver over his vouchers for the same to the City 
Clerk. 

Sec. 58. He shall receive the redemption money for 
the sale of property sold for taxes and assessments, on 
the clerk’s certificate of the amount to be paid, counter- 
signed by the City Clerk. 

Sec. 59. He shall keep in his office a book known as 
the ledger in which he shall open an account with every 
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appropriation or fund, in favor of which he shall receive 
any money, and immediately upon payment of the 
amount of any warrant of improvement certificate he 
shall charge the same to the appropriation or fund on 
which it is drawn, with the number of the warrant or 
certificate, the date, to whose order it is drawn, and the 
amount of the same. He shall report to the City Clerk 
at the end of each month all interest paid by him upon 
any warrant or certificate, stating therein to what par- 
ticular fund the same should be charged. 

Src. 60. He shall at the end of every three months 
from the first Monday in May make out and present to 
the Council at its first regular meeting thereafter, a full 
and detailed report of all the receipts and disbursements 
of the treasury during the quarter. Such report shall 
contain particularly the names of all persons from whom 
moneys have been received by him, the time when re- 
ceived, the amount so received, and for what purpose, or 
on what accounts the several amounts received by him 
were paid respectively, and such other particulars as may 
be necessary to complete the said report. 

Sec. 61. If any officer or employe of the City or other 
person shall neglect to report or pay over to the City 
Treasurer any moneys belonging to the City as required 
by the charter and ordinances of the City or otherwise, 
it shall be the duty of the City Treasurer to report the 
same to the Council without delay. 

Smc. 62. He shall keep open his office at the City Hall 
in said City, and to attend therein from ten o’clock in 
the forenoon to twelve o’clock noon, and from one o’clock 
in the afternoon to four o’clock in the afternoon of each 
and every day of the week except Sundays and legal 
holidays. 

Src. 63. He shall deposit daily all moneys received 
by him in such depository as the Mayor and Council may 
designate in the name of and ta the credit of “The Treas- 
urer of the City of Hoboken,” and not otherwise. 

Smo. 64. That he shall report to the Council at each 
regular session of the same the condition of each fund, 
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and once in every month the amount of cash balance on 
hand or in bank, in each fund. 

Sec. 65. He shall pay out and disburse whenever 
ordered so to do by the Comman Council by a proper 
resolution, duly approved by the Mayor upon a warrant 
or draft properly drawn upon him by the City Clerk, in 
accordance with such resolution of the Common Council, 
such sum or sums of money as may be directed by such 
resolution. 


CHAPTER VII. 
RELATING TO THE COLLECTOR OF REVENUE. 


SEc. 66. He shall receive from the Commissioners of 
Assessment of Taxes the transcript or duplicate of the 
assessment within ten days after the same shall be made 
out.according to law and the ordinance of the Mayor and 
Council, and he shall annually on or before the first day 
of November in each year give notice by advertisement, 
to be published in the same paper in which the proceed- 
ings of the Council are published, for at least one week, 
and to be set up in at least four of the most public places 
in the City of Hoboken of the said tax, and that if it be 
not paid on or before the twentieth day of December the 
names of delinquents and unpaid taxes will be returned 
to the City Clerk, to be by him laid before the Council 
at their next meeting thereafter. 

Suc. 67. He shall within sixty days after the receipt 
of the transcript or duplicate of the said assessment de- 
mand payment of the tax or sum assessed on each in- 
dividual in the City, in person or by notice left at his or 
her place of residence, and also at the same time give 
notice of the time and place of the meeting of the Com- 
missioners of Appeal. 

Src. 68. He shall be required to make out two re- 
turns of delinquent taxpayers, one of which shall be 
called a duplicate, which shall be filed by the City Clerk 
in his office; said returns to be entered in books properly 
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bound and ruled, which books and the statements therein 
contained shall be verified by the oath or affirmation of 
said Collector of Revenue. 

Sec. 69. He shall receive the book of delinquent 
taxpayers when ordered to be returned to him by the 
Council, and to proceed to colleet the same according 
to law. 

Sec. 70. That whenever he pays over to the City 
Treasurer any moneys it shall be his duty to deliver to 
said Treasurer a statement showing the fund or appro- 
priation to which the said moneys should be credited. 
He shall aiso on the first Monday of each month deliver 
to the City Clerk a certified statement of all moneys be- 
longing to the City, the County of Hudson or the State 
of New Jersey, received by him during the preceding 
month, which statement shall contain the amount so re- 
ceived, and the respective funds to which the same shall 
be credited. 

SHC. °(1. He shall keep a cash book containing 
the amounts’ collected, from whom __ received, 
the date of the receipts, the number of each bill 
paid, where the party resides. the various purposes for 
which said taxes were assessed, and the amount of each 
item, the amount deducted by the Commissioner of Ap- 
peal in cases of taxation; the statement for each ward 
shall be kept separate from the others in said book, and 
said Collector shall add together the sums contained in 
each column and place such aggregate sum at the foot of 
each column through every page. He shall keep a delin- 
quent book which shall contain the names of the delin- 
quents, their residence, the number of their bills, and the 
amounts thereof, and the amount deducted by the Com- 
‘missioners of Appeal. The delinquents in each ward. 
shall be placed together and kept separate from those in 
the other wards, and the said Collector shall add together 
the sums contained in each column through every page. 
$c. 72. He shall as soon as he receives the Commis- 

sioners of Assessment of Taxes books ascertain from the 
City Clerk the several deductions and alterations made 
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in the assessment by the Commissioners of Appeal in 
cases of taxation, and shall note the same on the Com- 
missioners of Assessment of Taxes books in the proper 
column opposite each bill, and he shall also add together 
the amounts in each column of taxes paid in arrear, and 
also the deductions made by the Commissioners of Ap- 
peals and place the same at the foot of each column in 
the Commissioners of Assessment of Taxes books. 

Sec. 73. He shall, whenever a tax bill is paid, mark 
upon it when the same is paid. 

Sec. 74. He shall receive from the Council the list 
and account of the unpaid water rents, and proceed to 
collect the same according to law; and he shall charge 
interest thereon at the rate of six per cent. per annum, 
from the twentieth day of December next preceding the 
time the same comes to his hands, and also five per 
centum for collections, and the amount of such arrears of 
water rent and interest thereon, when collected, he shall 
pay forthwith to the treasurer of the Board of Water 
Commissioners and shall take a voucher for the payment 
thereof, which he shall forthwith exhibit to the City 
Clerk, and shall at the same time leave with the City 
Clerk a duplicate thereof to be filed, and the said five 
per centum for collection, when collected by the Collector 
of Revenue, he shall pay over to the City Treasurer to be 
placed to the salary or contingent fund. 

Sec. 75. He shall on the first day of May succeeding 
the time when the certified list of the water rents and 
penalties remaining unpaid shall have been delivered to 
him, to make out and deliver to the City Clerk a certified 
copy of all water rents and penalties remaing unpaid at 
that date. 

Sec. 76. He shall be further charged with the duty 
of collecting all assessments which may be made and 
duly confirmed by the Council, according to the pro- 
visions of the City Charter, opening, altering, widening, 
filling up, grading, altering the grade of, refilling, gutter- 
ing, flagging and paving streets, filling sunken lots, and 
for all and every public improvement made in the manner 
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provided by law. 

Sec. 77. That immediately after any assessment is 
confirmed by the Mayor and Council the said assessment 
shall be placed by the City Clerk in the hands of the said 
Collector of. Revenue, who shall forthwith demand the 
payment of the sums due thereon from the persons who 
are by law required to pay the same, and shall open an 
account with the same in books to be provided for that 
purpose, he shall also prepare a condensed recapitulation 
of the same and caused to be transcribed into a book to 
be called “The Record of Assessment,” containing the 
name of the street on which each lot is situated, with the 
street and assessment, number of each lot, the name of 
the person to whom it is assessed, the dimensions of each 
lot, the amount of assessment to each lot, and the total 
thereof, and the time of confirmation; said book shall 
also contain marginal blanks opposite each name for date 
of payment of principal and interest to be-filled in when 
collected; he shall within sixty days from the date of 
receiving the said assessment cause a duplicate of the 
said condensed recapitulation to be made. containing 
the amounts which he may have received, together with 
the name of the delinquents and the amounts due from 
them respectively, to which shall be attached an affidavit 
that the items therein named are true, and that payment 
thereof had been duly demanded as hereinbefore direct- 
ed, and deliver the same to the City Clerk. All moneys 
by him collected on any assessment so placed in his 
hands shall be paid over by him to the City Treasurer. 

Sec. 78. He shall, in case any assessment named in 
the preceding section of this ordinance shall remain un- 
paid for thirty days after confirmation thereof by the 
Council, and the parties owing the same shall be willing 
to make payment thereof at any time before the real 
estate shall be advertised for sale, to collect in addition 
to the amount of such assessment interest to be computed 
at the rate of twelve per centum per annum, from the 
time of confirmation of such assessment until the same be 
paid. . bee 
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Sec. 79. .He shall prepare lists of arrearages of 
taxes. assessments for opening or improving streets, as- 
sessments for sewers and water rents, for advertisements 
in the corporation newspaper of the sales of real estate, 
and also to prepare the schedule necessary to a sale of 
any of the lands, tenements and real estate of any of the 
delinquents, and place the same in the hands of the City 
Clerk at least three days before the time appointed for 
sale, and that the said list in this section first above 
named shall contain an accurate description of such 
lands, tenements and real estate as the same are assessed 
to each of the owners thereof, with the name of the per- 
son to whom it is assessed, and the name of the reputed 
owner, the number of the lot and block, the name of the 
street on which said lots front or along which the same 

may extend, the size of the lot and the amount of tax 
assessment or water rent for which the same may be 
ordered sold. 

Sec. 80. That in case all the amounts shall not be 
paid on any assessment for taxes, assessments for im- 
provements, services, or water rents above mentioned, 
and the same shall be advertised as the City Charter re- 
quires, he is authorized to collect the unpaid assessments 
on the property advertised, by adding interest at the rate 
of twelve per centum per annum, and costs incurred, and 
to enter such correction in the records of assessments in 
the manner provided by this ordinance until within six 
days of every such sale. 

Sec. 81.° He-shall in addition to the requirements 
hereinbefore set forth answer and obey all and singular 
the direction of any resolution of the Mayor and Council 
to him directed in relation to the revenue of the City, or 
papers or copies of papers which may be or remain in his 
custody. | 

Sec. 82. He shall occupy such office for the trans- 
action of his business as may be from time to time as- 
signed to him by the Mayor and Council, and his said 
office shall be kept open from ten o’clock to twelve 
o’clock in the forenoon and from two o’clock to four 
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o'clock in the afternoon of each day, Sundays and legal 
holidays excepted, during which time he shall attend 
and transact the duties pertaining to his said office; pro- 
vided the last mentioned clause shall not be held to 
apply to the month of November, during which time he 
shall be engaged serving notices as required by the sixty- 
seventh section of this ordinance; and provided further 
that from the tenth day of December to the twentieth 
day of the same month in every year his said office shall 
be kept open from nine o’clock in the morning until nine 
o’clock in the evening of each day, to receive such moneys 
as may be offered in payment of taxes. yh 


Src. 83. That for neglect or failure or refusal to per- 
form any of the duties imposed upon him by this ordi- 
nance he shall forfeit and pay a penalty of fifty dollars 
for each and every neglect, failure or refusal. 


Sec. 84. He shall at least once every week and as 
much oftener as may be necessary to comply with the 
seventy-third section of this ordinance, pay over all 
moneys by him collected to the officer entitled to receive 


' the same. 


Sec. 85. He shall keep a daily cash book to be pro- 
vided for that purpose in which he shall enter all moneys 
received by him, together with the names of the persons 
claiming the same, and a description of the property, and 
whether the same had been paid on account of taxes, 
water rents and assessments, and also all disbursements 
by him, and to whom the same may have been made, 
which said. book shall be balanced daily and open to 
public inspection. 


Src. 86. He shall receive for his services, as herein- 
before provided, the sum of twenty-five hundred dollars, 
and the sum of five per centum on all poll tax and per- 
sonal taxes collected by him after the twentieth day 
of December in each and every year. 
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CHAPTER VIIL. 
RELATING TO THE CORPORATION ATTORNEY. 


Sec. 87. The Corporation Attorney shall have the 
charge of and conduct the law business of the corpora- 
tion, and all other business in which the City shall be 
interested, when so ordered by the Council, and shall 
have the charge of and conduct the legal proceedings 
necessary in opening, widening or altering streets, and 
draw the leases, deeds, contracts and other papers con- 
nected with the affairs of the City. : 

Sec. 88. He shall from time to time, when required, 
advise the Mayor and Council and their committees and 
officers respectively, upon all matters which may be sub- 
mitted to him for his opinion. 

Sec. 89. He shall draw such ordinances as may be 
required of him by the Council or any committee thereof. 

Sec. 90. He shall, when required by the Council, 
prepare the draft of any bill to be presented by the Cor- 
poration of the City to the Legislature for passage, with 
a proper memorial for the passage thereof. 

Sec. 91. He shall prosecute and defend, as the At- 
torney and Counsel of the Corporation, all actions which 
may be brought by or against it, or any officer thereof, 
for or by reason of any matter or duty connected with 
or growing out of their respective offices, or’ in which 
the Corporation is interested in any court in this State, 
including actions for violations of the ordinances of the 
Council or arising under the Charter of the City or under 
the laws of this State in which the City is interested. 

Src. 92.. He shall, on the first regular meeting of the 
Council in the months of November and May in each 
year, report to the Council the titles of all actions in his 
hands, prosecuted or defended by him and then pending 
and undetermined, with such other information in re- 
spect thereto as he may deem necessary or proper. 

SEc. 93. The salary to be paid to the Attorney to the 
Corporation, as heretofore mentioned, shall be a full 
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compensation as between him and the Corporation for 
all the service he may be required to render by this 
ordinance; he shall, nevertheless, be entitled to receive 
the taxable costs in all actions and proceedings which 
may be conducted, prosecuted or defended by him as 
such Attorney. 

Sec. 94. Upon the expiration of his term of office, or 
his resignation thereof, or removal therefrom, the At- 
torney to the Corporation shall forthwith on demand 
deliver to his successor in office all deeds, leases, con- 
tracts and other papers in his hands belonging to the 
Corporation ov any of its officers and all papers in actions 
prosecuted or defended by him then pending and unde- 
termined, together with his register thereof, and the pro- 
ceedings therein, and written consent of substitution of 
his successor in all such actions then pending and 
undetermined. 

SEC, 95... In all actions -which he is) required to 
prosecute he shall appear as the Attorney and Counsel 
to the Corporation. 

Sec. 96. He shall institute an action in any of the 
cases in this ordinance mentioned when instructed to do 
so by the Council or any committee thereof, or upon the 
complaint of any other person, when in his judgment the 
public interest requires that the same should be 
prosecuted. 

Sec. 97. He shall be furnished by the City with the 
suitable docket or dockets in which he shall keep a regis- 
ter of all actions prosecuted or defended by him of pro- 
ceedings had thereon. The said docket or dockets shall 
be and remain the property of the City. 

SEc. 98. The City Counsel is authorized to employ 
such additional counsel to aid in the trial or argument of 
such cases or proceedings of importance in which the 
City may be a party or be interested, and shall be ap- 
proved by the Committee on Finance of the Common 
Council. 

Sec. 99. He may compromise, with the advice and 
consent of the Mayor and of the Committee on Finance 
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of the Common Council, with the party complained of, 
either before or after an action shall have been brought 
for any violation of the City ordinances where the pen- 
alty does not exceed twenty-five dollars and where in 
their judgment the public interest does not require that 
an action should be prosecuted therefor. 

Smo. 100. He shall not bring an appeal in any action 
in which judgment shall. have been given against the 
Corporation except by direction of the Council. 

Sec. 101. He shall, on the first Monday in the 
months of November and May in each year, report to 
the Treasurer a statement under oath of the actions in- 
stituted by him and settled before judgment, of the com- 
plaints compromised by him in which no action shall 
have been commenced, and of all actions prosecuted to 
judgment with the result thereof, whether for or against 
the Corporation, and if so, whether it has been collected, 
and shall include therein a particular account, item by 
item, of all penalties or other moneys which he may 
have received for the Corporation, and from whom they 
are received respectively, and on what account, and 
when paid, he shall also state therein, item by item, an 
account of officers’ or court fees paid by him and on what 
account and when they were respectively paid, and shall 
exhibit at the foot of the account the balance thereof, 
whether for or against the Corporation. 

Sec. 102. If the account shall exhibit a balance in 
his hands in favor of the Corporation, he shall forthwith 
pay over such balance to the Treasurer and shall there- 
upon receive from the said Treasurer a voucher for the 
payment thereof, which he shalJ forthwith exhibit to 
the City Clerk, and shall at the same time leave with 
him a copy thereof. 

Sec. 103. If the account exhibit a balance against 
the Corporation the Council, upon being satisfied of the 
correctness thereof, shall certify the same, which shall 
authorize a warrant to be drawn, according to the form 
cf the Charter, for the amount of such balance. 

Sec. 104. Every officer employed by the Corporation 
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Attorney to serve process in an action brought by him in 
the name of the Corporation, shall pay to “the Corpora- 
tion Attorney all moneys which he may receive, both for 
penalties and costs upon judgment, and he shall at least 
once in every month, pay every officer so employed by 
him his legal fees and costs. 


CHAPTER EX. 
RELATING TO CITY SURVEYORS. 


Sec. 106. That the Mayor and Council of said City 
shall by resolution appoint so many City Surveyors, as 
the Council shall from time to time deem necessary. 

Sec. 107. That one of said City Surveyors shall be 
selected by the Council after his appointment and be des- 
ignated as Street Surveyor, whose duty it shall be in addi- 
tion to the duties hereinafter enumerated to be performed 
by the City Surveyors, to examine the site of every build- 
ing about to be erected within the limits of the City of 
Hoboken, when requested so to do by the owner or build- 
er thereof, and to locate and mark the street line, and 
also to ascertain and mark the grade of the street line 
in front of the lot on which such building is about to be 
erected, and to give such owner or builder a certificate in 
writing that such lines are the street lines and grade 
lines of the said lot and said street, of which certificate 
or record shall be made and kept in the office of said 
Surveyor, which record shall be open to the inspection of 
any City officer for which service the said Surveyor shali 
be entitled to charge and receive a fee of five dollars to 
be paid by the person at whose request said services were 
performed. 

Sec. 108. That if any building which was not before 
located by the Street Surveyor shall project into the 
street beyond the line or range of the street or avenue 
whereon the same may front or be bounded, it shall be 
the duty of the Street Surveyor, by resolution of the 
Council, to notify the owner or builder thereof to cause 
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the said building to be removed to the line or range of 
such street or avenue within six months after service of 
such notice, and in case the directions of said notice shall 
remain uncomplied with the owner or builder shall joint- 
ly or severally forfeit and pay the sum of twenty dollars, 
and a further penalty of five dollars for every twenty- 
four hours during which after the first conviction such 
directions shall remain uncomplied with. 

Sec. 109. It shall be the duty of such of the City Sur- 
veyors as may be requested by the appropriate committee 
of the Council to find and work out the line or lines of 
all avenues, streets, lanes, alleys, wharves and piers, and 
public lands or parks, and the proper grades, to fix monu- 
ments for such lines and grades, find and make the lines 
of all improvements to be made, and perform such other 
duties as may be required of them, and suggest to the 
Commissioners of Assessments such matters as they may 
deem advisable in any of said improvements and aid them 
on all such occasions with their professional knowledge 
or skill. 

pec 110) «It shall’ be’ the duty.of one ’of the Oily 
Surveyors, who shall be designated by the Council for 
that purpose, to superintend any street improvements; in 
such case he shall first make a profile map of the centre 
line of such street, showing the actual grade or surface 
line of the street, as it is at the time of making such sur- 
vey, and also showing the true established grade line to 
which the street is to be brought, and he shall also esti- 
mate the approximate amount of excavation and filling 
necessary for each improvement, and enter the same in 
figures on said map, which said profile maps shall be filed 
in the City Clerk’s office before advertising the proposal 
of contractors for such improvement, and the said profile 
maps shall be a public record. 

Sec. 111. The said Surveyor shall make an accurate 
cross-section in front of every lot, the elevations to be 
taken at every irregularity of the eround, and he shall 
‘make full and complete notes, memoranda, etc., thereof, 
which said notes and memoranda shall be filed with the 
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profile map in the office of the Clerk of the City, and at 
the same time, and shall be in a like manner a public 
record. 

Sec. 112. He shall draw specifications stating fully 
the manner in which the work shall be done, and the 
quality of the materials to be used in and for such im- 
provements, and file the same in the City Clerk’s office 
at the same time of filing the profile map mentioned in 
Section 110, which shall also be a public record. 

Sec. 113. It shall be the duty of the City Surveyor 
superintending any street improvement at the request 
of the proper committee or inspector of such work, to as- 
certain and mark with stakes all lines and grades 
necessary to be known in order to carry on and complete 
said improvement according to specification and con- 
tract, and furnish to the contractor or contractors a true 
copy of the specifications for such work on each improve- 
ment or contract. 

Sec. 114. That the fees of the City Surveyors for any 
labors performed within the limits of said City shall be 
as follows, that is to say: For surveying land, running 
lines, grades, etc., per day of ten hours for Surveyor or 
Engineer with instruments, nine dollars; for first assist- 
ant, three dollars and fifty cents; for each additional 
assistant, two dollars and fifty cents; for draughtsman, 
five dollars. For locating lots in Hoboken: For one lot, 
seven dollars; for two lots adjoining each other, ten dol- 
lars; for three lots adjoining each other, twelve dollars; 
for four lots adjoining each other, fifteen dollars; for 
each additional adjoining lot, one dollar; for giving orade 
for one lot, five dollars; for giving orade for two lots, 
six dollars; for giving grade for three lots, seven dollars: 7 
for giving orade to four lots, eight dollars; for each addi- 
tional adjoining lot, fiftv cents; for giving grade at the 
time of locating, one dollar per lot up to four lots and 
fifty cents fer each additional or adjoining lot. The pre. 
liminary and final survey in the filling of sunken lots, set 
ting stakes, giving grades and estimate of the amount of 
filling required: For the first lot, ten dollars; for each 
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additional lot, five dollars and fifty cents. 

Spc. 115. For all public work or improvements the 
City Surveyor’s fees shall be at the following rates, viz: 
On all improvements, the cost not exceeding ten thou- 
sand dollars, four per cent.; on the cost over ten thou- 
sand dollars and not exceeding fifteen thousand dollars, 
three and one-half per cent.; on the cost over fifteen 
thousand dollars and not exceeding twenty thousand 
dollars, three per cent.; on the amount or cost exceeding 
twenty thousand dollars, two per cent. : 

Sec. 116. After any improvement is completed the 
Surveyor in charge shall run a test level over the curb 
to ascertain if the said curb and other parts of the im- 
provement have been brought to a proper grade, and 
shall measure up on the ground all curb, gutter, flagging, 
paving, bridge-stone, etc., used in front of each lot and 
at the intersection of streets on the line of said improve- 
ments, and he shall make full and complete memoranda 
of the same, and shall file the same with the City Clerk, 
and such memoranda shall be a public record. 

Sec. 117. That any forfeiture or penalty arising under 
this ordinance may be recovered before the Recorder of 
this City in the manner provided by the City Charter for 
other trials for breach of ordinance and the recovery and 
forfeiture or penalties, and the penalties so recovered 
shall be paid into the City treasury. 


CHAPTER X. 


RELATING TO CITY PHYSICIAN AND ASSIST- 
ANT CITY PHYSICIAN. 


Spc. 118. That there shall be appointed by the Com- 
mon Council of the City of Hoboken an officer to be called 
the City Physician, and another officer to be known as the 
Assistant City Physician, who shall be resident citizens 
in regular practice within the limits of the City of Ho- 
boeken at the time of their appointment. 
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Sec. 119. The said City Physician and the Assistant 
City Physician shall be under the immediate jurisdiction 
and direction of the Committee on Alms of the Council, 
and said officers shall render all necessary professional 
aid and skill to ajJl indigent persons and paupers residing 
in the City of Hoboken, as may call upon them for that 
purpose, or such as the Overseer of the Poor, under the 
direction of the Committee on Alms, may direct. The 
respective duties of the City Physician and Assistant 
‘ity Physician and their particular departments or pro- 
fessional service to the City shall be outlined by and un- 
der the direction of said Committee on Alms. | 

Sec. 120. When the said Physician shall be called 
upon to attend indigent persons and shall deem it neces- 
sary to have such person or persons removed to the poor 
house or hospital or such other place as may be estab- 
lished by law for the reception of paupers, the said Physi- 
cian or either of them shall notify the Overseer of the 
Poor in writing, stating the reason for such removal, and 
the Overseer of the Poor shall immediately investigate 
the case, and if found necessary, with the approval of the 
Committee on Alms, they shall cause such indigent per- 
son to be removed to the poor house, hospital or other 
place established by law for the reception of paupers. 

Src. 121 It shall be the duty of the said City Physi-. 
cian and Assistant City Physician to render to the 
Common Council,quarterly, at the first meeting of the 
Common Council in the months of May, August, Novem- 
ber and February in each year, a statement cont aining 
the name, age, condition, married or single, residence, 
nativity, whether citizen or alien, disease, and termination 
of the disease of each pauper or indigent person attended 
during the preceding last quarter. 

Spc. 122. It shall be the duty of the said Physician 
to attend the meeting of the Committee on Alms when- 
ever notified to attend by the chairman of said committee, 
and to render to said committee such information: and 
assistance as may be required. 

Sec. 123. The City Physician and the Assistant City 
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Physician may be removed for mal-practice and neglect 
of duty or for any just cause after notice and hearing 
according to law, and shall hold office from the first Mon- 
day in May after their appointment until their successors 
shall be appointed and sworn into office, unless sooner 
removed. 


CHAPTER XI. 
RELATING TO LICENSE INSPECTOR. 


Suc. 124. There shall be appointed by the Council a 
competent person who shall be known as the “License 
Inspector,” who shall hold office for the term of three 
years after his appointment. 

SEC. 125. It shall be the duty of said License Inspect- 
or to ascertain the number of licenses granted by the 
Council and actually in use, and report the same to the 
Mayor and Council at least once a year, together with 
the names of the licensees and the places licensed. 

SEc. 126. ‘It shall be the duty of the License In-- 
spector, whenever necessary, to report to the Committee 
on Licenses of the Council, all licensed places that in his’ 
judgment are objectionable or disorderly, and the nature 
of the objection and disorder. 

Sec. 127. It shall be the duty of the said License 
Inspector to investigate all applications for licenses re- 
ferred to him by the Council or the Committee on Li- 
censes of the Council, and report the result of his inves- 
tigation at the next meeting of the Council. 


CHAPTER XII. 
RELATING TO THE STREET COMMISSIONER. 
Sec. 128. The Street Commissioner shall have super- 
vision over all the streets, avenues, roads, highways, pub- 


lic lanes and alleys, public parks and squares, sewers 
and drains, bridges, wharves, docks and slips, and public 
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places of the City, and repairs thereto, and, under the 
instruction of the City Surveyor, of the improvement 
made under and by virtue of any ordinance of the City, or 
by any order of the Common Council, or of any author- 
ized committee thereof. 

Src. 129. He shall have power to remove, or cause 
to be removed, any obstructions or incumbrances from all 
the streets, avenues, roads, highways, public lanes and 
alleys, public parks and squares, bridges, wharves and 
public places of the City. He shall report and make com- 
plaint of the person causing any such obstruction or 
incumbrance to the Recorder of the City of Hoboken. 

Src. 130. He shall have power to grant permits to 
builders and others to occupy not to exceed one-third of 
the width of the carriage way of any street or avenue 
with building material, if in his opinion the public inter- 
est and convenience will not suffer thereby.. All such 
permits shall expressly provide that they are given upon 
condition that the sidewalks and gutters shall at all 
times be kept clear and unobstructed, and that all dirt 
and rubbish shall be promptly removed from time to 
time by the party obtaining such permit; and all such 
permits shall be revoked by him at pleasure. 

Sec. 1381. It shall be the duty of the Street Commis- 
sioner, by order of the Common Council and under the di- 
rection of the Committee on Streets, to cause the streets 
and highways to be properly cleaned from time to time, 
and to be kept in good repair; and to that end he shall re- 
port to the said committee or to the Common Council 
whenever in his opinion any action is necessary in re- 
lation thereto. 

Src. 132. It shall be his duty, by order of the Com- 
mon Council and under the direction of the Committtee 
on Sewers, to cause the public sewers and drains to be 
properly cleaned from time to time and to be kept in 
good repair; and to that end he shall regularly and care- 
fully examine the same at least once in three months, 
and report the state and condition thereof to said com- 
mittee or to the Common Council. 
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Stic. 133. It shall be his duty, by order of the Com- 
mon Council and under the direction of the Committee 
on Public Grounds, to cause the public parks and squares 
and all other public grounds belonging to the Corpora- 
tion, to be kept at all times in good and proper condition, 
and to superintend all necessary grading thereto, and 
the planting and the trimming of ornamental and shade 
trees thereon. | yi 

SEec. 134. He shall enter in suitable books to be kept 
in his office an account ofall the expenditures of his 
department authorized as aforesaid, and of each separate 
branch for which distinct appropriations shall be made. 
He shall in no case incur any expense for any object for 
which an appropriation shall not have been made. He 
Shall keep an accurate account in said books of the 
names of ali persons employed by him, the work upon 
which they shall be engaged, the time during which they 
shall be employed, and the amount of wages severally 
paid to them, with the date of each payment. 

Smc. 135. He shall examine the estimates: for work 
done by contract prepared by the City Surveyor and duly 
certified by him, and approve the same prior to the pres- 
entation thereof to the Common Council. 

Sec. 136. At the end of each month he shall make 
out and present to the Common Council at its first reg- 
ular meeting thereafter, a full and true account of all 
moneys belonging to the City received and paid out by 
him during the month, showing particularly the amountin 
his hands at the beginning of the month and the amount 
received by him from the City Treasurer during the 
month, the amount expended:by him in the several 
branches of expenditure and the balance remaining in 
his hands at the end of the month; said report and the 
cash book of the said Commissioner shall be presented 
to the Comptroller for examination and verification be- 
fore the said report is presented to the Common Council. 

Sec. 137. He shall keep, in his office a complaint 
book, wherein shall be entered all matters of complaint 
made to him at his office aforesaid, relating to the condi- 
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tion of the streets, avenues, roads, highways, public lanes 
and alleys, public parks and squares, sewers and drains, 
and public places of the City. He shall ascertain the 
facts in relationto all such matters in complaint, and take 
such action thereon as may be necessary and proper in 
the faithful discharge of his official duties. 

Sic. 138. It is hereby made the duty of the Street 
Commissioner whenever granting a permit for any exea- 
vation, opening or disturbance of the pavement of the 
carriage-way or any street, avenue, public place or alley 
in the “said City of ‘Hoboken, or sidewalk thereof, except 
in cases where such opening, excavation or disturbance 
shall be directly authorized by law, to require of the 
person or persons by whom or for whose benefit any 
excavation or opening is to to be made, for any purpose 
whatever, a deposit of such sum of money as shall be 
deemed sufficient to cover and pay all the expenses on 
the part of the street department of furnishing such ma- 
terial, doing such work and taking such means as shall 
be required to properly restore and secure against sink- 
age the streets and sidewalks, pavements, curb and flag- 
ging necessary to be replaced in consequence of making 
such excavation, opening or disturbance, which deposit 
shall be a full discharge of all liability and claim against 
the person or persons “making such deposit and payment 
for the work herein provided for and required of the 
street department. It is understood that the flagging 
over any excavation after they have once been replaced 
by the street department as specified in this ordinance, 
are hereafter to be kept in repair by the owner or occu- 
pant of ‘the premises in front of which the excavation is 
made. 

Smc. 139. Whenever any pavement, sidewalk, curb, 
or gutter in any street, avenue, public place or alley shall 
be taken up for the purpose of making an excavation or 
opening whatever, except in cases directly authorized by 


law, it shall be the duty of the Street Commissioner to— 


restore such pavement, sidewalk, curb or gutter to its 
proper position, as soon after as is practicable, requiring 
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the person or persons by whom or for whose benefit the 
same is removed to deposit the material conposing the 
super-structure without breaking or injuring the same, 
and in a manner which will occasion the least incon- 
venience to the public to fill in any excavation made, and 
to leave the same properly packed, rammed and prepared 
for the repaving or relaying required. And the said 
Street Commissioner is hereby authorized to establish 
such rules and regulations, under the direction of the 
Street Committee, as will be deemed necessary for the 
purpose of carrying out the provisions of this ordinance. 

Sec. 140. That if any person or persons shall make 
any excavation in any street or public place in this City 
or shall take up or disturb any pavement, curb stone or 
flagging laid thereon or therein, without first obtaining 
a permit therefor as herein provided and without com- 
plying with the provisions of this ordinance, such person 
or persons for every such offense shall forfeit and pay 
the sum of fifty dollars, which shall be sued for and col- 
lected in the name of the City, and for its use, and when 
received shall be paid into the treasury of the City, and 
placed to the credit of the account of streets. 

Sec. 141. All moneys received by the Street Com- 
missioner for the purposes contained in this ordinance 
shall be deposited by the Street Commissioner with the 
City Treasurer and placed to the credit of the Street 
Department. | 
_ Sec. 142. The Street Commissioner shall keep and 
_ preserve in his office a book of original entry or blotter, 
in which shall appear, day after day, a record of work 
in his department, giving the names and residences of 
the persons employed, the specific labor in which they 
are engaged, the number.of hours employed and their 
rates of pay. per day. From this book of original entry 
shall be drawn, each week, a pay-roll for each of the 
departments of public work, reciting the names and 
residences of the men employed, the period of service, 
the work on which engaged, rate of pay, and the total 
sum to be paid each person. Upon signing such pay-roll 
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the men to whom money is due shall each receive from 
the Street Commissioner an order upon the City Treas- 
urer, in the following form: 


Os. QED TCE be iE eats org caeeeaa LOS 
Hoboken, N. J. 
To the Treasurer of the City of Hoboken: 

lite N TER ORG EVs OU ROS" nin Uy MMAR aren UMA OME bhi rots e fe 4k!) 48 


DOCS IRI OE Ue irene chs Cas a teeta ee Dollars, for services 


rendered. 


And then shall follow a general‘statement of the time 
and character of the service rendered, which urder shall 
be signed by the Street Commissioner. The stub or 
margin of the book from which the said order is taken 
shall present a copy or summary thereof, and shall be 
kept and preserved in the office of the Street Commis- 
sioner; upon presentation in writing of said order to 
the City Treasurer he shall cause payment thereof to be 
made directly to the person employed, and sha!) enter the 
number of the order, the name of the person presenting 
the same, and the amount paid, in a proper book »rovided 
for that purpose. At the next regular meeting of the 
Common Council thereafter held, the City Treasurer shall 
present to the proper Committees, resolutions, with the 
said orders presented as vouchers (which thereafter shall 
be kept and preserved in his office), reimbursing him for 
such payments made. The Street Commissioner shall 
also enter, in a suitable book, an account with each man 
employed, and also with each work of public improve- 
ment done (except work done under contract), which 
book shall be preserved, and shall be open to the inspec- 
tion of members of the City Government. 
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CHAPTER AIII. 
RELATING TO INSPECTOR OF PUBLIC WORK. 


Sec. 143. That whenever any Inspector of Public 
work shall be appointed by the Council, and when as- 
signed to inspect the construction of any public work 
or improvement, to acquaint himself fully with the terms 
and conditions of the contract under which such public 
work or improvement is to be constructed, and he shall 
procure from the City Surveyor such plans and directions 
as will enable him to ascertain whether such work is 
being properly done; and if he shall discover that any 
part of the work is being done, or any materials fur- 
nished, otherwise than in accordance with the provisions 
of the contract, or the directions of the City Surveyor 
or Street Commissioner, he shall immediatelv notify 
them of the fact. 

Sec. 144. It shall be the duty of every such inspector 
to be constantly on the work during working hours and 
to exert himself to prevent any ac cident or damage oe- 
curring through or by means of the w ork, or the placing 
of the “materials thereof, and in all cases to be certain 
that proper guards and lights are placed to prevent 
accidents at night. 

Sec. 145. Whenever any Inspector of Public Works 
shall be assigned to inspect the construction of any 
sewer, it shall be his duty to locate each spur or branch, 
- and mark its exact distance from the centre of the last 
man-hole, and to keep a record of the same, such record 
to be made daily, and to be subject to the inspection of 
the City Surveyor at all times. 

Src. 146. Before any Inspector of Public Work shall 
enter upon the discharge of his duties as such, he shall 
write his full name and place of residence in a book 
provided for that purpose in the office of the Street Com- 
missioner; and no such inspector shall do any work, or 
in any way aid or assist the contractor whose work he 
is assigned to inspect. 
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Sec. 147. It shall be the duty of every Inspector of 
Public works to keep an account of the time spent in 
the discharge of his duty, and to make a statement there- 
of, verified by oath to the Street Commissioner, at least 
once a week; and when the work under any contract 
Shall be finished it shall be the duty of the inspector as- 
Signed to inspect the construction thereof, to turn over 
to the City Surveyor, all papers, records or notes in his 
possession relating to said work. 


CHAPTER XIV. 


RELATING TO THE LAYING AND MAINTAINING 
OF UNDERGROUND CONDUITS, CABLES, 
WIRES AND MAN-HOLES FOR’ USE FOR 
FURNISHING ELECTRIC CURRENT. 


Sec. 148. That the Hudson Electric Light Company, 
its successors and assigns, be and it hereby is authorized 
and empowered to construct and maintain, for the uses 
and purposes of its electric business, a system of sub- 
ways or underground conduits, including the necessary 
man-holes and street openings, beneath the surface of the 
streets, avenues and other highways of the City of Ho- 
boken, to wit: Through Ferry street, from the river to 
the westerly boundary line of the City; 

Through Newark street, from the river to the westerly 
boundary line of the City; 

Through First street, from the river to the westerly 
boundary line of the City; 

Through Second, Third, Fourth, Fifth, Sixth, Seventh, 
Eighth, Ninth, Tenth, Eleventh, Twelfth, Thirteenth, 
Fourteenth and Fifteenth streets, inclusive, from the 
river to the westerly boundary line of the City; 

Through River street, from Ferry street to Third 
street; 
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Through Hudson street, from Terry street to [our- 
teenth street; 

Through W ashington street, from Ferry street to Four- 
teenth street; 

Through Bloomfield street, from Ferry street to Four- 
teenth street; 

Through Garden street, from Ferry street to [our- 
teenth street; 

Through Park avenue, from erry street to Bouricenah 
street; 

Through Willow avenue, from Ferry street to [our- 
teenth street; 

Through Clinton street, from Ferry street to lour- 
teenth street; 

Through Grand street, from Ferry street to Fourteenth 
street; | 

Through Adams street, from Ferry street te Iour- 
teenth street; 

Through Madison street, from Ferry street to Thir- 
teenth street; 

Through Jefferson street, from [erry street to Thir- 
teenth street; 

Through Monroe street, from [erry street to Thir- 
teenth street; 

Through Jackson street, from: Ferry street to Tenth 
street; 

Through Harrison street, from Ferry street to Seventh 
street. 

Also the necessary poles, fixtures and supports for 
distributing its electrical conductors along, across and 
above the surface of the above named streets, avenues 
and other highways of said City, and in addition thereto, 
such other streets, avenues and other highways as may 
be required for the business of said company, including 
terminals at wharves or piers now owned or which may 
hereafter be owned by said City. 

Sec. 149. The said man-holes shall be. located be- 
neath the surface of the streets, not less than 300 feet 
apart, at such points along the line of the subways or 
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underground conduits as may be necessary or convenient 
for placing and operating the electrical conductors which 
the said company may, from time to time, place in said 
Subways or underground conduits, and shall be so con- 
structed as not to interfere with the passage of the public 
over and along the said streets; and the said company 
shall restore any street or avenue which may be dis- 
turbed in the construction or maintenance of said 
subways or conduits and man-holes, to the condition in 
which it was at the commencement of the work thereon, 
and free from any cost or expense whatever to the City 
of Hoboken. And the said company and its servants 
and employees,,in the laying of any wire or conduits, in 
excavating and replacing the earth in any street, alley 
or public place, and of the pavement thereon, shall be 
under the supervision of the Committee on Streets and 
Assessments. The conduits and subways shall be laid 
under the carriage-way of the several streets at least 
two feet below the surface of the same, and within fif- 
teen feet of the curb line and at the greatest practicable 
distance from the outside of any water or gas pipes now 
laid down, and not nearer than three feet to any water 
or gas main, except in case where it shall be necessary 
that the said wires or conduits shall cross or intersect 
any such water or gas pipe. The earth removed in mak- 
ing any excavation shall be restored, and the pavement 
taken up shall be relaid by the said company in as good 
condition as the surrounding pavement, until such street, 
avenue or highway in each case shall be repaved by the 
City. No street, avenue, alley or public place shall be 
obstructed for a longer period than shall be necessary 
to execute the work for which the same is made. ‘The 
cost of restoring the earth or otherwise arising from such 
excavations, and the laying of pavement and repairs 
thereto, caused by the opening of any such street, avenue, 
alley or public place, shall be. paid by the said company, 
and said work shall be done under the supervision of the 
Committee on Streets and Assessments. The posts or 
poles of said company shall. be placed within the curb 


CITY ORDINANCES. 45 


line and adjacent thereto, as shown by the official maps 
of said city and within eighteen inches of said line, at 
such points as may be indicated by the Committee on 
Streets and Assessments, not more than one hundred 
and fifty feet apart and not less than one hundred feet 
apart. 


Sec. 150. That said company shall indemnify the 
City of Hoboken against, and assume all liability and 
damages which may at any time arise, come or occur to 
said City from any injury to persons or property from 
the doing of any work herein mentioned, or from the 
neglect of the company or its employees to comply with 
the provisions of any ordinance of the City relative to the 
use of streets or public places, especially as to the putting . 
up of lights or barriers at or around excavations; and 
the acceptance by the company of this ordinance shall 
constitute an agreement by it to pay to the City of 
Hoboken any sum of money for which the City may be- 
come liable from or by reason of such injury and damage. 


Sec. 151. That said company shall file with the City 
Clerk its acceptance of this ordinance within twenty days 
_ from the date when such.ordinance shall take effect, and 
also a satisfactory bond with sureties, approved by the 
Mayor and Council, in the sum of five thousand ($5,000) 
dollars, that it will faithfully comply with and perform 
all of the terms and conditions of this ordinance That 
the said Hudson Electric Light Company shall provide, 
without cost or expense whatever to the City of Hoboken, 
sufficient space in said subways or underground conduits 
to accommodate the telegraph or telephone wires or con- 
ductors operated from time to time by the police, fire 
and other departments of the City of Hoboken, and 
provided, however, that such wires or electrical con- 
ductors shall not be used in such a manner as to inter- 
fere with the use of the wires or electrical conductors 
that said company may from time to time place in said 
Subways or underground conduits. 


AG CITY ORDINANCES. 
CHAPTER XV. 


RELATING TO THE CONSTRUCTION AND RE- 
PAIRING OF STREETS AND HIGHWAYS. 


SEC. 152. That the several streets and public alleys 
in the City of Hoboken shall be known by the names 
mentioned and designated, respectively, on the maps of 
Hoboken made by Charles Loss and Daniel Ewen and 
Austin D. Ewen, excepting as follows, viz: “Philadelphia 
Post Road,” which shall be hereafter known and called 
“Newark Avenue,” and that the public alley running be- 
tween Washington and Hudson streets shall be called 
“Court Street.” That the most southerly street now 
open and leading to the ferry and running east and west, 
shall be known by the name of “Ferry Street.” ‘Meadow 
Street” shall be known by the name of “Park Avenue,” 
and “Willow Street” shall be known as “Willow 
Avenue.” 

Sec. 153. That “River Street” shall extend and run 
from Hudson Place on the south to a stone wall of Edwin 
A. Stevens on the north, until further opened by the 
owner or owners of the premises along the line thereof 
for public use, and shall not be less than sixty feet wide. 

Sec. 154. That Hudson street shall extend and run 
from Ferry street on the south to the northerly bound- 
ary line of the City, and shall not be less than eighty. 
feet wide at any point, and that no court yard on either 
side thereof shall extend into said street beyond the dis- 
tance of eighteen feet. 

Spec. 155. That Washington street shall extend from 
erry street on the south to the northerly boundary line 
of the City, and shall not be less than one hundred feet 
wide at any point, and that no court yard on either side 
thereof shall extend into said street beyond the distance 
of fifteen feet. 

Src. 156. That Bloomfield street and Garden street 
shall each extend and run from Ferry street on the south 
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to the northerly boundary line of the City, and shall each 
be not less than sixty-five feet wide at any point, and that 
no courtyard on either side of any of two said streets 
shall extend into the same beyond the distance of twelve 
feet in Bloomfield street, and eleven feet six inches in 
Garden street. 

Sec. 157. That Park avenue and Willow avenue shall 
extend and run from [erry street on the south to the 
northerly boundary line of the City, and shall each be not 
less than sixty-five feet wide at any point, and that no 
court yard on either side of any two said streets shall 
extend into the same beyond the distance of eleven feet 
Six inches. 

SEc. 158. That Clinton, Grand, Adams and Jefferson 
streets shall extend and run from Newark avenue to the 
northerly boundary line of the City, and shall not be less 
than sixty-five feet wide at any point, and that no court 
yard on either side thereof shall extend into the same 
beyond the distance of eleven feet six inches. 

Sec. 159. That Madison, Monroe, Jackson, Harrison 
and Marshall streets shall extend and run from Newark 
avenue to the northerly boundary line of the City. and 
shall not be less than sixty-five feet wide at any point, and 
that no court yard on either side thereof shal! extend 
into the same beyond the distance of eleven feet six 
inches. 

Sec. 160. That Ferry, Newark, First, Second, Third, 
Fourth and Fifth streets shall each run and extend from 
River street to the westerly boundary line of the City; 
that eacl of the said streets mentioned in this section 
shall not be less at any point than fifty feet wide, and that 
no court yard on either side of any of said last men- 
tioned streets shall extend into the same beyond a dis- 
tance ef six feet six inches. 

Sec. 161.. That Sixth street, Seventh street, Eighth 
street, Ninth street, Tenth street, Eleventh street, 
Twelfth street and Thirteenth street shall each run and 
extend from Hudson street to the westerly boundary line 
of the City. : ; 


» 
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Sec. 162. That Fourteenth, Fifteenth, Sixteenth, Sev- 
enteenth and Highteenth streets shall each run and ex- 
tend from the Hudson river to the westerly boundary 
line of the City. 

Src. 163. That Hudson Place shall extend from the 
Hudson river to Hudson street. 

Sec. 164. All streets and highways in the City of 
Hoboken shall be graded, gravelled, paved, flagged, mac- 
adamized, or otherwise improved or regulated as the 
Common Council shall from time to time by special ordi- 
nance direct, in conformity with the provisions of the 
City Charter. 3 

Sec. 165. Every street in the City of Hoboken which: 
shall be graded, gravelled, paved, flagged, macadamized, 
or otherwise improved or regulated by special ordinance, 
as aforesaid, or in any manner whatsoever shall have the 
sidewalks or foot-paths thereof on each side of said street, 
levelled, graded, curbed, paved, flagged or gravelled, as 
prescribed by ordinance, and the middle or remaining 
part of every such street shall be and remain as a ¢ar- 
riage way for public use, and shall have a gutter or 
kennel on each side thereof next adjoining the sidewalk 
or foot-path, and be arched in such manner as the City 
Surveyor in charge of such work shall direct. 

Sec. 166. The grades of all streets and highways in 
the City of Hoboken shall be regulated and established 
from time to time by resolution of the Common Council, 
and a profile thereof with the regulations distinctly 
marked thereon shall be deposited and kept in the office | 
of the City Surveyor. 

Sec. 167. No ordinance shall hereafter be introduced 
or reported to the Common Council to provide for regu- 
lating grading, gravelling, paving, flagging, macadam- 
izing or otherwise improving or regulating any street cr 
section of a street, unless such ordinance shall be accom- 
panied by a certificate in writing, signed by the City 
Surveyor in charge of the work, or by a majority of the 
Committee on Streets and Assessments, setting forth 
that a suitable and proper grade for such street or sec- 
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tion of a street, has been duly advertised by the Common 
Council. 

Sec. 168. No sidewalk or foot-path in any street in 
the City of Hoboken heretofore constructed and made 
under the authority of the Common Council, or by resolu- 
tion of any City officer, duly authorized to act in the 
premises, shall be altered in width so as to conform to 
the provisions of this ordinance, unless. by special ordi- 
nance or direction of the Common Council. 

Sec. 169. All curb stones which shall hereafter be 
laid for the purpose of supporting the sidewalks shall 
be not less than three feet in length, four inches thick and 
twenty inches wide throughout, and shall be of the best 
hard blue or grey granite,.and to be cut prepared and laid 
in the following manner, that is to say: The top of the 
stone shall be cut to a bevel of one inch, the front to be 
cut smooth, and to a fair line to the depth of twelve 
inches; the ends from top to bottom be truly squared so 
as to form close and even joints; and the front so laid 
so as to present a fair and unbroken line, under a penalty 
of ten dollars for each and every violation of any of the 
provisions of this ordinance, to be forfeited and paid by 
the person or persons laying and fixing the same, and 
the owner or owners of the lot fronting on the sidewalk 
so fixed, severally and respectively. But provisions of 
this section may be modified by resolution of the Coun- 
cil, passed by two-third vote. 

SKC. 170. All gutter stones which eral hereafter 
be laid.in this City shall be not less than three feet in 
length, four inches thick and fourteen inches wide 
throughout, and shall be of the best hard blue or grey 
granite, and be cut to a fair and bevelled surface, without 
winding, with true and parallel! sides, and the ends truly 
squared so as to form close and even joints, under the 
penalty of ten dollars for each and every violation of 
any of the provisions of this section, to be forfeited and 
paid by the person or persons laying and fixing the same, 
and the owners or owners of the lot fronting on the side- 
walk or street, severally and respectively. 
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Sec. 171. All sidewalks in the City of Hoboken 
shall be raised from the curb stone to the proportion of 
five inches on ten feet, under the penalty of ten dollars, 
to be forfeited and paid by the person or persons laying 
and fixing the same, and the owner or owners of the lot 
fronting on the sidewalk or street severally and 
respectively. 

SEc. 172. No sidewalk or any part of a sidewalk in 
any part of the City of Hoboken, shall hereafter be taken 
up or removed therefrom, for any purpose whatever, 
without the written permission of the Street Commis- 
sioner, under a penalty of twenty-five dollars for every 
such offense. 

Sec. 173. All sidewalks in any street or section of 
a street in the City of Hoboken, whereof the said side- 
walks have been levelled, graded and curbed, shall be 


paved or flagged to such width as the Common Council 


shall by resolution or by special ordinance direct, with 
square, oblong or flat stone of the best hard blue or grey 
eranite hewn and laid closely together, and not with 
brick or round or paving stone, under penalty of twenty- 
five dollars, to be forfeited and paid by the owner or 
owners of the lot or lots in front of which such sidewalk 
shall be, severally and respectively. . But the provisions 
of this section may be modified by resolution of 
Council passed by a two-thirds vote. 

Stal 174.) All private cartways crossing any of the 
paved or flagged sidewalks in any street or section of a 
street in the Citv of Hoboken shall be paved or flagged 
to such width as the Common Couneil shall by resolution 
or by special ordinance direct for paving or flagging the 
sidewalks in such street or. section of a street, with 
square, oblong or flat stone of blue or grey granite, and 
not with brick or with round or paving stones, and the 
remaining part of such cartway, crossing any paved or 
flagged sidewalk as aforesaid, shall be paved or flagged 
with square, oblong or flat stones, hewn and laid closely 
together, or with round or paving stones, well and prop- 
erly laid, and not with brick or other material, under the 
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penalty of twenty-five dollars, to be forfeited and paid 
by the owner or owners of the lot or lots. in front of 
which such private cartway shall be, severally and re- 
spectively. But the provisions of this section may te 
modified by a resolution of Council passed by a two- 
. thirds vote. 

Sec. 175. The owner or owners of any dwelling house, 
store or other building, or lot or lots of ground, fronting 
on any street or section of a street in the City of Hoboken, 
whereof the sidewalks have been levelled, graded and 
curbed, shall at his, her or their charge and expense, 
well and sufficiently pave or flag the sidewalks, accord- 
ing to the ordinances, and keep and maintain in good 
repair the sidewalks and curb and gutter of such street 
in front of any such dwelling house, store or other build- 
ing, or lot or lots of ground. 

Sec. 176. It shall be lawful for the persons employed 
to pave or repave any street or section of a street in the 
City of Hoboken, to place proper obstructions acros such 
street or carriageway for the purpose of preserving the 
pavement then newly made, or to be made, until the 
same shall be fit for use; leaving at all times a sufficient 
passage for foot passengers, and giving at least three 
days’ notice of such obstruction by written or printed 
notices, put up in at least three of the most conspicuous 
_ places in said street. 

Srec.177. No person or persons shall, without the con- 
sent of the Street Commissioner in writing, or without 
the consent .of the person superintending said paving, 
‘throw down, displace or remove any such obstruction 
mentioned in the last preceding section of this ordinance, 
under penalty of ten dollars for every such offense. 

Sec. 178. Whenever any such person or persons shall 
have authority under any contract of the Corporation or 
any officer thereof, or under any permit authorizing the 
same, to remove the pavement or flagging from, or to 
excavate, or to occupy or use any part of the public 
streets or highways in the City so as to obstruct the 
travel in any streets or any highways, and to prevent the 
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the same from being used for the time being for the pur- 
poses of travel, such person or persons shall erect or 
cause to be erected in conspicuous positions, at the sev- 
eral points of intersection of such street or highway so 
obstructed, with the cross streets nearest to such ob- 
struction, a suitable notice of such construction; which 
notice shall be in such manner and form as the Street 
Commissioner may at any time direct. Every person 
who shall violate any provisions of this section shall for- 
feit and pay ten dollars for every such offense. 

Sec. 179. It shall be the duty of every person or 
persons engaged in digging down any street or highway, 
in paving any street or section of a street, building any 
sewer or drain, digging any trench for gas pipes or water 
pipes, or digging and building any cistern or well in any 
of the public streets and highways, under contract with 
the Corporation of this City, or to any officer thereof, or 
by virtue of any permission which may have been granted 
to them by the Common Council or Street Commissioner, 
where such work if left exposed would be dangerous to 
passengers, to erect a fence or railing at such excavation 
or work in such a manner as to prevent danger to passen- 
gers who may be travelling such streets or highways, and 
to continue and uphold the said railing or fence until the 
said work shall have been completed or the obstruction 
or danger removed; and it shall also be the duty of such 
persons or persons to place upon such railing or fence, 
at twilight in the evening, suitable and sufficient lights 
and keep them burning through the night, during the 
performance of such work, under the penalty of fifty dol- 


lars for every neglect or violation of any of the provisions 


of this ordinance. 

Sec. 180. It shall not be lawful for any person or 
persons to break up or displace any of the paved streets 
of this City without permission of the Committee on 
Streets, and such permission shall not be given until the 
party applying therefor shall enter into a stipulation 
satisfactory to the Committee on Streets to replace and 
repair the said pavement (to the satisfaction of the 
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Street Commissioner) ,at his or their own expense, by a 
day to be named in said permit, and if any person or 
persons shall neglect and refuse to repair and replace the 
Same in accordance with such stipulation and permit, 
he or they shall forfeit and pay the sum of fifty dollars 
for each offense, and in addition thereto shall pay the 
expense of repairing and replacing such pavement, which 
Shall be done by and under the direction of the Street 
Commissioner. 

Sec. 181. It shall not be lawful for any person or 
persons other than the ‘‘Board of Water Commissioners” 
or persons properly authorized by them, to break up or 
displace any pavement or to excavate any of the streets, 
highways, lanes, alleys or public grounds in or of the City 
of Hoboken for the purpose of placing therein water 
pipes, or of making connections with the pipes of the 
said “Board of Water Commissioners,’ under the pen- 
alty of fifty dollars for each offense, to be forfeited and 
paid by the person or persons causing, ordering, doing or 
procuring said work to be done, either of whom shall 
also be liable to pay the expense of repairing said street 
or other place so as aforesaid broken up, displaced or 
excavated, which repairs shall be done by or under the 
direction of the Street Commissioner. 
 Sxc. 182. It shall be the duty of the Street Commis- 

sioner to charge and receive the sum of one dollar for 
the use of the City for each permit granted to break up 
or displace any of the paved streets of this City or any 
part thereof,. and at the end of each month to pay said 
-moneys to the City Treasurer. 


CHAPTER XVI. 
OF OBSTRUCTIONS AND INCUMBRANCES AND 
THE STREETS AND PUBLIC PLACES, AND 
OF ENCROACHMENTS THEREON. 


‘Src. 183. No person shall encumber or obstruct any 
street, highway, public lane or alley or other public 
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place in the City of Hoboken by placing therein, or 
thereon, any building materials or any article or thing 
whatsoever, without having first obtained the written 
permission of the Committee on Streets and Assessments, 
under penalty of ten dollars for each offense, and the 
further sum of five dollars for every day such encum- 
brance or obstruction shall continue. 

Sec. 184. The Street Commissioner, Mayor or Chief of 
Police is hereby authorized and empowered to order any 
article or thing whatsoever, which may encumber any 
street, highway, public lane or alley, public wharf, dock 
or slip, or other public place, to be removed; and if such 
article or thing shall not be removed within two hours 
after notice to the owner thereof to remove the same; if 
the owner can not be readily found for the purpose of such 
notice, to cause the same to be removed to some suit- 
able place to be designated by the said Street Commis- 
sioner, Mayor or Chief of Police. And the owner of any 
article or thing so removed shall forfeit and pay five 
dollars in addition to the cost of such removal. 

Seco. 185. Any article or thing which may be removed 
in accordance with the provisions of the last preceding 
section, shall be advertised and sold by the Street Com- 
missioner at the end of thirty days after such removal, 
unless the same shall be sooner reclaimed, and the pen- 
alty and costs paid by the owner thereof, and the Street 
Commissioner making such sale shall immediately there- 
after pay the proceeds into the City Treasury and fur- 
nish the Comptroller with a statement of the article or 
thing sold, and the amount for which the same was sold, 
and the balance if any, after deducting the penalty and 
costs, shall be paid to any person or persons furnishing 
satisfactory proof of ownership. 

Src. 186. No person shall remove or cause to be re- 
moved ,or aid or assist in removing any building into, 
along or across any street, highway, public lane or alley 
in the City of Hoboken, without having first obtained 
the written permission of the Committee on Streets and 
Assessments, and conforming to such restrictions and 
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conditions as they may prescribe, under the penalty of 
twenty-five dollars, to be forfeited and paid by the owner 
of the building, or any person aiding or assisting in its 
removal, and the further penalty of twenty-five dollars 
for every day the same shall remain in’or upon any 
street, highway, public lane or alley. 

Sec. 187. Every such permit granted by the Com- 
mittee on Streets and Assessments shall specify the time 
to be occupied in such removal, which time shall in no 
case be longer than is actually necessary, but such time 
may be extended for good and sufficient cause. 

Sec. 188. The owner of any building or the con- 
tractor for its removal, either or both, who shall suffer 
the same to be or remain in or upon any street, highway, 
public lane or alley for any time longer than that speci- 
fied in the permission of the Committee on Streets and 
Assessments, shall forfeit and pay the sum of ten dollars, 
and the further sum of ten dollars for every day the same 
shall continue. 

Sec. 189. No person shall erect or place in building, 
in whole or in part, upon any street, highway, public 
lane or alley or other public ground within the City of 
Hoboken, under the penalty of fifty dollars for each of- 
fense, and the further sum of twenty-five dollars for 
every day the same shall continue. 

Sec. 190. The owner of any building, fence or any 
encroachment or obstruction now standing, or which may 
hereafter be erected or placed upon any street, highway, 
. public lane or alley or other public ground within the 
City of Hoboken, shall remove the same within thirty 
days from and after the time when he shall be required 
to move the same by a notice in writing signed by the 
Street Commissioner, under the penalty of fifty dollars 
for every such offense. 

Sec. 191. Whenever the owner of any building, fence 
or other encroachment or obstruction upon any street, 
highway, public lane or alley or other public ground with- 
in the City, shall refuse or neglect to remove the same, 
after notice as provided in the last preceding section, the 
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same shall be deemed a nuisance, and it shall be lawful 
for the Street Commissioner to cause the same to be 
removed or taken down; and every person who shall op- 
pose or resist the orders of the Street Commissioner in 
the premises shall forfeit'and pay the sum of fifty dollars. 

Sec. 192. No person or persons shall construct or 
continue any platform, stoop or steps in any street in 
the City of Hoboken, which shall extend more than one 
twelfth part of the width of the street, nor more than 
six feet; nor with any other than open backs or sides 
or railing; nor of greater width than is necessary for the 
purpose of a convenient passageway into the dwelling 
house, store or other building; nor any stoop or steps 
Which shall exceed five feet in height, under the penalty 
of fifty dollars for each offense. 

SEc. 193. No person or persons shall construct or 
continue any bay window or other window which shall 
extend into any street more than one foot from the wall 
of any dwelling house, store or other building, under the 
penalty of fifty dollars for each offense, to be forfeited 
and paid by the owner or owners thereof or the person 
or persons who constructed the same, severally and 
respectively. | 

Sic. 194. No person or persons shall construct or 
continue any cellar door which shall extend more than 
one twelfth part of any street, nor more than five feet 
into any street, under penalty of fifty dollars for each 
offense. 

Sc. 195. No person or persons shall hereafter con- 
struct any porch over his cellar door, in any street, under 
the penalty of fifty dollars for each offense. 

Sec. 196. No owner or occupant of any dwelling 
house, store or other building or premises, shall fix, put 
up or erect, or permit or suffer the same to remain fixed, 
put up or erected, any wooden shed or any covering of 
wood or other material, without a written permit from 
the Committee on Streets and Assessments, except cloth 


or canvas for the purpose of an awning or for any other 


purpose, which shall project into or be erected over and 
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upon the street or sidewalk in front of any such build- 
ing or premises, under the penalty of fifty dollars, to be 
forfeited and paid by the owner or occupant thereof, sev- 
erally and respectively. 

Snc. 197. No person shall place or fix or continue in 
any street in this City, any awning post or any hitching 
post, any cloth or canvas for an awning, unless by the 
direction of the Committee on Streets and Assessments, 
and made conformably to the next succeeding section of 
this ordinance, under the penalty of ten dollars. 

SEc. 198. Posts for the purpose of hitching or fasten- 
ing horses may be placed on the sidewalk in front of any 
building, immediately within the curb stone or outer 
line of the sidewalk, but no more than two of such posts 
shall be placed in front of a twenty-five foot lot, and such 
post when of wood shall be round and not exceeding four 
feet in height and six inches in diameter. 

Src. 199. The owner or occupants of any dwelling 
house, store or other building in this City, shall be and 
is hereby authorized and permitted to construct from 
their respective buildings thereon, wrought iron brack- 
ets or frames for the support of awnings, which said 
brackets or frames shall be firmly secured to the build- 
ing and shall be not less than eight feet nor more than 
ten feet in height above the sidewalk, and shall not pro- 
ject over the sidewalk beyond the line of curb stone, nor 
more than ten feet in-------------------- any case whatever; and 
any owner or occupant as aforesaid, who shali violate 
any of the provisions of this section, shall forfeit and pay 
ten dollars, and the further sum of two dollars for every 
day such violation shall continue after notice to alter 
or remove the same. 

Sec. 200. That the Street Commissioner is hereby 
authorized and directed to take out, remove and abate or 
cause to be taken out, removed or abated, any stoop, step, 
platform, bay window, cellar door, area, descent into a 
celar or basement, sign, tree, or any post or erection, or 
any projection or otherwise, in, over or upon any street 
or avenue, contrary to the provisions of this ordinance, 


* 
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and the expense thereof shall be recoverable of the owner 
or occupant of the premises appertaining to the same, 
respectively. 

Sec. 201. No person shall cut down, destroy, break, 
or in any manner injure any tree or shrub standing in 
any public place or highway, unless by direction of the 
Common Council or the-Street Commissioner, for the pur- 
pose of regulating and improving such street or highway, 
under the: penalty of twenty-five dollars for each offense. 

Sec. 202. No person shall at any. time fasten any 
horse or animal to any ornamental or shade tree in any 
of the streets in this City, or to any box or case around 
such tree, without the consent of the owner of such tree, 
under the penalty of five dollars for each and every 
offense. 

Sec. 203. No person shall obstruct the cross-walks 
laid across the public streets or highways by placing or 
stopping his horse or horses, cart, wagon, sleigh, sled, 
or other vehicle upon or across any of the said cross- 
walks, or by placing or putting any obstructions or 
things across or on the same, under the penalty of five 
dollars for each and every offense. 

Sec. 204. No person shall at any time fasten any 
horse or horses in such manner that the reins or lines 
shall be an obstacle to the free use of any sidewalk or 
cross-walk, under the penalty of five dollars for each and 
every offense. 

SEc. 205. No person shall push, lead, ride, draw, back 
or drive any horse or other animal, cart wagon, sleigh, 
sled or other vehicle, over or upon any sidewalk, unless 
it be in crossing the same to go into a yard or lot, under 
the penalty of ten dollars for each and every offense. 

Sec. 206. No owner or occupant of any dwelling 
house, store or other building, shall suffer or permit any 
horse, cart, wagon, sleigh, sled or other vehicle to be 
driven or otherwise to pass or go over or upon the side- 
walk or footpath in front of such building, for the 
purpose of loading or unloading such cart, wagon, sleigh. 
sled or other vehicle, or for any other purpose whatever. 
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under the penalty of five dollars for each offense. 

Smo. 207. Nothing contained in the last preceding 
section of this ordinance shall be construed to prohibit 
any person or persons from having free access for horses 
and cattle, carts, wagons or other vehicles belonging to 
them or used or employed by them, in going or returning 
across the sidewalk in front of any alley, gateway or 
passageway leading to their premises. 

Sec. 208. No owner or occupant of any dwelling 
house, store or other building shall place or denvosit, or | 
suffer or permit to be placed or deposited upon any side- 
walk or footpath in this City, any coal or sawed wood, 
which shall remain on such sidewalk longer than two 
hours, under the penalty of five dollars for each offense. 

Sec. 209. If any cartman or other person or persons 
shall break or otherwise injure any sidewalk or footpath 
in this City, he or they shall cause the same to be well 
and sufficiently repaired and amended within twenty- 
four hours thereafter, under the penalty of five dollars 
for every such offense. 

Sec. 210. No obstruction of any kind shall be placed 
on the streets, sidewalks or public places within the lim- 
its of the City of Hoboken within twelve feet of any fire 
hydrant, and the space around such hydrants shall at all 
times, within the. limit aforesaid, be kept open and 
unobstructed. 

Sec. 211. Any person who shall place any obstruction 
upon any street, sidewalk or public place within twelve 
_ feet of any such hydrant, or, being the owner of the prer- 
ises, shall refuse or neglect immediately to remove the 
same upon being notified to do so by the Chief of the Fire 
Department, shall for each offense forfeit and pay, for the 
use of the City, the sum of twenty-five dollars. 

Sec. 212. That hereafter no permission shall be 
given to any person or corporation to use the streets or 
public places of the City for any private purpose, except 
upon the terms, conditions, and in the manner herein 
provided, provided, however, that nothing in this ordi- 
nance shall be construed or relate to or effect jeddlers 
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and other small dealers doing business under permits or 
established license fees. ) 

Sec. 213. Any person or persons or corporation de- 
siring to obtain permission to use the streets and public 
places of the City for any such purpose or purposes, shall 
first make application in writing therefor to the Mayor, 
stating therein particularly the use or uses they desire to 
make of such street or public places, and what structures 
or works they propose to erect or place therein. 


CHAPTER XVII. 
OF THE REMOVAL OF SNOW, ICE, DIRT, ETC. 


Sec. 214. The owner or occupant, or person having 
charge of each and every dwelling house, store or other 
building, or lot or lots of eround in the City of Hoboken, 
shall within the first six hours after every fall of snow 
or hail, or after the formation of any ice upon the side- 
walks and in the gutters, unless the said ice shall have 
been covered with sand or ashes, cause the same to be 
removed entirely from off the sidewalks, and to the 
breadth of one foot out of the gutter, opposite such dwell- 
ing house, store, building, or lot of ‘land, under the pen- 
alty of five dollars for every such neglect, to be forfeited 
and paid by the said owner, occupant or person having 
charge thereof, severally and respectively. 

Sec. 215. In case the gutter opposite any dwelling 
house, store or other building, or lot or lots of ground, 
in the City of Hoboken, shall at any time become ob- 
structed with snow, ice, dirt or anything whatsoever, the 
owner or occupant or person having charge thereof, shai] 
cause the said gutter to be cleaned out to the width of 
two feet, so that the water may run freely along the 
same, under the penalty of five dollars for every “such 
neglect, to be forfeited and paid by the owner, occupant 
or person having charge thereof, severally and 
respectively. 

Suc. 216. Any contractor or contractors cr other 
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person or persons, who shall cause or permit any cart or 
wagon or other vehicle to be heaped up with manure, 
sand, earth, mud, clay or rubbish, so that the contents 
or any part thereof shall be scattered in the street, high- 
way, public lane or alley, or other public place in this 
City, shall forfeit and pay five dollars for each offense. 

Snc. 217. No person, without the permission of the 
Street Commissioner, shall take up, remove or carry 
away, or cause to be taken up, removed or carried away, 
any turf, stone, sand, clay or earth from any public street 
or highway in the City of Hoboken, under the penalty 'f 
ten dollars for each offense. 

Snc. 218. No person without the permission of the 
Street Commissioner shall dump or deposit earth, dirt, 
rubbish or other article, contrary to the provisions of 
this ordinance, either upon the carriage-way vor side- 
walks of any public streets or highways in the City 
of Hoboken, under the penalty of ten dollars for each 
offense. 


CHAPTER XVIIL. 
OF THE PUBLIC USE OF THE STRELETS. 


Sec. 219.. No person shall ride or drive any horse, 
horses or other animal in the City of Hoboken with 
greater speed than at the rate of six miles an hour, under 
the penalty of five dollars for each offense, to be for- 
feited and paid by the owner or driver thereof, severally 
and respectively. 

Sec. 220. No person upon turning the corner of any 
street in the City of Hoboken shall ride or dtive any 
horse, horses or other animals otherwise than a walk, 
under the penalty of five dollars for each offense, to be 
forfeited and paid by the owner or driver thereof, sever- 
ally and ‘respectively. 

Sec. 221. No person shall suffer or permit to go, or 
lead, or drive any horse, horses or other animal, upon 
any sidewalk in the City of Hoboken, under the penalty 
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of five dollars for each offense, to be forfeited and paid by 
the owner or person having the care, charge or keeping 
thereof, severally and respectively. 

SEC. 222. No person shall run or race any horse in 
any public street or highway in the City of Hoboken, nor 
shall consent to or suffer such racing, under the penalty 
of fifty dollars, to be forfeited and paid by the person or 
persons who shall so race, or suffer or permit such racing, 
and the owner, rider and the person having charge of any 
animal which shall so race and run, severally and 
respectively. 

SHC. 223. No person shall drive any horse and sleigh 
or Sled through any public street or highway in the City 
of Hoboken, tnless there shall be a sufficient number of 
bells attached to the harness of such horse and sleigh or 
sled to warn persons of their approach, under penalty 
of five dollars for each offense, to be forfeited and paid 
by the owner, driver or person having care, charge or 
keeping thereof, severally and respectively. 

SEC. 224. No person or persons shalldrive or leadan+ 
horse, sheep, swine, goat, cow, calf, or cattle of any de- 
scription upon and along and lengthways thereupon ary 
sidewalk or footpath within the City of Hoboken, unde 
the penalty of five dollars for each and every offense, to 
be forfeited and paid by the owner of such ‘animal and 
the person or persons driving or leading the same. 

SEeo 220.) Lo shall not be lawful for any person or 
persons or corporation to deposit any lime, mortar, sand, 
or other building material for use in the construction of 
any building, sidewalk or other structure, on the line 
of any asphalt pavement in the City of Hoboken, unless 
the said pavement be first protected by a platform of 
boards, or other substantial material, to prevent damage 
by suc h deposit of building materials to the said asphalt 
pavement, under the penalty of ten dollars for the first 
offense and five dollars additional for every offense there- 
after, provided that the maximum penalty in any case 
shall not exceed twenty-five dollars. 

Sec. 226. That it shall not be lawful hereafter for 
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any person to drive or cause to be driven or permit his 
or her servant to drive or cause to be driven upon the as- 
phaltum pavement, laid or to be laid on any street in the 
City of Hoboken, any wagon or other vehicle having upon 
it a weight which together with the weight of the wagon 
or vehicle shall exceed two thousand pounds, unless the 
tires upon such wagon or vehicle shall be at least three 
inches in width; for any wagon or vehicle having upon 
it a weight which together with the weight of the wagon 
or vehicle shall exceed three thousand pounds, unless 
the tires of such wagon or vehicle shall be at least four 
inches in width, or any wagon or vehicle having upon it 
a weight which together with the weight of the wagon or 
vehicle shall exceed four thousand pounds, unless the 
tires upon such wagon or vehicle shall be at least five 
inches in width; or any wagon or vehicle having upon it 
a weight which together with the weight of the wagon or 
other “vehicle shall exceed five thousand pounds, unless 
the tires upon such wagon or other vehicle shall be at 
least six inches in width; or any wagon or vehicle having 
upon it a weight which ‘together with the w eight of the 
wagon or other vehicle shall exceed six thousand pounds, 
unless the tires upon such wagon or vehicle shall be at 
least seven inches in width; or any wagon or vehicle hay- 
ing upon it a weight which together with the we eight of 
the wagon or other vehicle shall exceed seven thousand 
pounds, unless the tires upon such wagon or other vehicle 
shall be at least eight inches in width: or any wagon or 
vehicle having upon ‘it a weight which together Ww ith the 
weight of the wagon or other vehicle shall exceed eight 
; thousand pounds, unless the tires upon such wagon or 
vehicle shall be at least nine inches in width; or any 
wagon or vehicle having upon it a weight which together 
with the weight of the wagon or other vehicle shall ex- 
ceed nine thousand pounds, unless the tires upon such 
wagon or other vehicle shall be at least ten inches in 
width; or any wagon or other vehicle having upon it a 
weight which together with the weight of the w agon or 
other vehicle shall exceed ten thousand pounds, unless 
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the tires upon such wagon or vehicle shall be at least 
eleven inches in width; under penalty of not less than 
five dollars nor more than twenty-five dollars for each 
and every offense. 

Suc. 227. That the foregoing section shall not apply 
to wagons or other vehicles used in conducting a business 
located on said asphalt streets, or for wagons or other 
vehicles used for the delivery of supplies or removing 
food or merchandise along said asphalted streets, pro- 
vided such wagons or other vehicles enter and leave said 
asphalted streets at the nearest cross street to the point 
where delivery or removal of supplies or goods are to be 
made. 


CHAPTER XIX. 
OF i PHN PUBLIC: GROUNDS: OFF “TEE. SORT: 


SEC. 228. No person shall play ball, quoits, or any 
other game or play whatever, in any of the enclosed pub- 
he grounds or squares of this City, under the penalty 
of five dollars for each and every offense. 

SEC. 229. No person shall pull up, break down or 
injure any of the trees, grass or shrubbery in any public 
ground or square, nor shall any person climb, bend, cut, 
mar, or in any manner injure any of the trees in such 
public grounds or squares, under the penalty of twenty- 
five dollars for each and every offense. 

Sec. 230. No person shall break, cut, deface, or injure 
any bench or benches, or any post, chain, fence or gate 
belonging to or enclosing any public ground or square, 
or Swing or hang upon the chains or gates thereof, or 
unfasten or open such chains, or gates for the purpose of 
giving admission to any. horse or cattle to such public 
erounds or squares, under the penalty of five dollars for 
each and every offense. 

Src. 231. No person shall be permitted on public 
holidays or at any other time to place, put up or erect any 
booth or booths, shed or other convenience, or to station 
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any wagon or other vehicle for the sale of any liquor, 
provisions or other articles, in or upon any public ground 

square, or any public street or highway, except by 
permission of the Mayor or the Committee on Public 
Grounds and Buildings, under the penalty of five dollars 
for each and every offense. 


CHAPTER XX. 
RELATING TO SEWERS AND DRAINS. 


Sec. 232. The manner of piercing or opening to any 
of the public sewers or drains and the form, size and 
materials of which connections therewith shall be com- 
posed shall be prescribed by the Street Commissioner, 
under the direction of the Committee on Sewers of the 
Common Council. , 

Sec. 233. The Street Commissioner, on application 
for that purpose, is hereby authorized and empowered to 
grant permission to persons to construct at their own 
expense sewers or drains, or to lay pipes, to connect with 
any sewers or drains, built in.any of the public streets 
and highways of the City, which he may deem proper and 
judicious, on being furnished by the applicants with the 
written consent of a majority of owners of property of the 
street or highway in front of which said sewer, drain or 
pipe is to pass; such permission to be so con ditioned that 
the persons applying therefor shall comply with the ordi- 
nances of the City in relation to excavating the streets, 
to be responsible for damages for injuries: caused to 
persons, animals or property by reason of any neglect or 

carelessness connected with the work permitted ; that ne 
claim be made by them or their successors in interest 
if the same be taken up by authority of the “ommen 
Council; nor exemption from assessment for building 
sewers or drains in the vicinity of their property; such 
permission to be concurred in by the ee on 
Sewers. 

Sec. 234. No connection shall be made ry any 
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sewer or drain without the written permission of the 
Committee on Sewers, and if any connection or opening 
shall be made into any sewer or drain without such per- 
mission or in a manner different from the mode 
prescribed for such opening by the Street Commissioner, 
the person or persons making the same and the owner 
or occupant of the premises directing it to be made shall 
severally and respectively forfeit and pay the sum of fifty 
dollars for every such offense. 

Sec. 235. All such permissions given by the Com- 
mittee on Sewers to connect with sewers and drains, and 
all sewers, drains or pipes constructed and laid by per- 
mission of the said committee to connect with any sewers 
or drains in any of the streets or highways of the City, 
shall be upon the express condition that the Common 
Council of the City of Hoboken, may at any time revoke - 
and annul the same; and the persons making such con- 
nections or their successors in interest shall have no 
right to demand or claim any damages in consequence 
of such permission being revoked or annulled. 

SEc. 236. All openings into any sewers or drains for 
the purpose of making connection therewith from any 
dwelling house, cellar, vault, yard, or other premises, 
shall be made by the persons duly licensed.to perform 
such work; the said person shall execute a bond to the 
Mayor and Common Council of the City of Hoboken, in 
the penal sum of one thousand dollars, with sufficient 
sureties, conditioned that they will carefully make the 
opening into any sewers or drains in the manner pre- 
scribed by the Street Commissioner, without mjuring 
them; that they will leave no obstructions of any de- 
scription whatever in them, and properly close up the 
sewer or drain around the connection made by them, and 
make no opening into the arch,of any sewer or drain; 
that they will faithfully comply with the ordinances re- 
lating to opening and excavating streets, and be 
responsible for any damages or injuries that may occur 
to persons, animals or property, by reason of any neglect 
or carelessness on their part, connected with said work, 
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and that they will properly refill and ram the earth and 
suitably restore the pavement taken up for excavating, 
and repave the same should it settle or become out of 
order within six months thereafter; and in case any 
person so licensed shall neglect to repair the pavement 
aforesaid within twenty-four hours after being notified, 
the said Street Commissioner may cause the same to be 
done and charge the expense thereof to the person so 
neglecting. 

Sec. 237. Ten dollars shall be paid to the Street 
Commissioner to connect with each dwelling house, store 
or building with any sewer or drain. Each hotel, board- 
ing house or public building covering more ground than 
twenty-five feet by fifty feet, shall pay proportionately 
for such additional space of ground covered by each, re- 
spectively. Manufactories, breweries, distilleries and 
the like, for permission to connect with sewers or drains 
for the purpose of carrying off water or fluid that will 
not deposit sediment or obstruction, shall pay such sum 
as shall be fixed and determined by the Street Commis- 
sioner under the direction of the Committee on Sewers. 
All payments for permits as aforesaid shall be paid to 
the Street Commissioner prior to the delivery of the same 
to the person or persons making the application therefor 
to the Committee on Sewers. 

SEc. 238. No owner or occupant of any dwelling 
house, store or other building, or of any Manufactory, 
brewery, distillery or the like, having permission to con- 
nect with any sewer or drain, as aforesaid, shall permit 
any substance to flow into any sewer, drain or receiving 
basin which shall form a deposit that tends to fill said 
sewer, drain or receiving basin, under the penalty of fifty 
dollars fer each offense. 

SEc. 239. No butcher’s offal or garbage, dead ani- 
- mals or obstruction of any kind whatever, shall be 
placed, thrown or deposited in any receiving basin or 
sewer; and any person so offending or causing any such 
obstruction or substance to be placed so as to be carried 
into such receiving basin or sewer shall forfeit and pay 
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ten dollars for each offense; and any person who sha!l 
injure, break or remove any portion of any receiving 
basin, covering flag, man-hole, vent, or any part of any 
sewer or drain, or who shall obstruct the mouth of any 
sewer or drain or obstruct the flow of water in any sewer 
or drain or water course in the City of Hoboken, shail 
forfeit and pay twenty-five dollars for every such offense. 
Sec. 240. No owner or occupant of any manufactory. 
brewery or any other building in which steam is used, 
Shall be permitted to discharge exhaust from steam 
engines directly into any public or private sewer or 
drain; also to discharge them into any public highway, 
under the penalty of fifty dollars for each offense. 


CHAPTER XXI. 


RELATING TO THE CONSTRUCTION AND RE- 
PAIR OF SIDEWALKS. 


Sec. 241. That in any case where the Common 
Council shall be resolution determine to construct, repair 
and maintain any sidewalk, the work shall be done 
under the supervision, control and direction of the Street 
Commissionerand Committee onStreets and Assessments. ° 

Smo. 242. The resolution shall specify the general 
‘character of the work intended to be done, and the 
Street Commissioner, immediately after the passage of 
such resolution, shall cause a notice in writing to be 
served upon the owner or occupant of any lands to be 
effected. | Whenever any lands are unoccupied and the 
owner can not be found within the City, the same may 
be mailed, postage prepaid, to his or her post office ad- 
dress, in case the same can be ascertained. In case 
such owner is a non-resident of the City, and his or her 
post office address can not be ascertained within the 
City, notice shall be inserted for four weeks, once a week, 
in one of the official newspapers of this City; such notice 
shall specify the work to be done and the manner in 
which it shall be executed if done by the owner or occu- 
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pant. In case the owner or occupant shall not within 
thirty days from the date of the service of such notice 
perform the work as required therein, upon filing proof 
of the service or publication of such notice, it shall be the 
duty of the Street Commissioner to cause the required 
work to be done. 

Sec. 243. In case the work is done ie the City, the 
cost of the same shall be paid out of the moneys appro- 
priated in the annual tax levy to the construction, repair 
and maintenance of sidewalks in the same manner as 
other work done by the Street Department is now paid 
for, and the cost of such work when finished shall. be 
certified to by the Street Commissioner, and a certificate 
thereof filed with the Collector of Revenue, who shall 
proceed according to law for the collection of the same. 

Sec. 244. Any person who shall throw or deposit 
on any sidewalk or crosswalk in any street, avenue or 
public place within the corporate limits of the City of 
Hoboken, any fruit or vegetable or other substance, or 
any part or portion thereof, which is Hable to cause or 
does cause, any one passing along said sidewalk or cross- 
walk to slip or fall, shall, on conviction thereof before 
the Recorder, be punished by a fine of not less than one 
dollar nor more than five dollars for each offense. 

Sec. 245. No occupant of any store, dwelling or 
building of any description, within the City of Hoboken, 
shall sweep or deposit or permit to be swept or deposited 
any paper, dirt or rubbish of any kind from his store, 
dwelling or other building, on, into or upon the side- 
walk or gutter in front of the premises occupied by him, 
‘under the penalty of ten dollars for each offense. 


CHAPTER XXII. 
CONCERNING THE MANUFACTURE, STORAGE 
TRANSPORTATION AND SALE OF POW- 
DER, NITRO-GLYCHRINE, ETC. | 


Suc. 246. No person shall manufacture, have, keep 
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or give away any gunpowder, blasting powder. gun cot- 
ton, nitro-glycerine or dualin within the limits of the 
City of Hoboken, except in quantities limited in the man- 
ner and upon the conditions herein provided and under 
such regulations in special cases as the Board of Fire 
Commissioners shall prescribe. Permits may be issued 
to persons desiring to sell gunpowder or any of the arti- 
cles herein mentioned at retail at a particular place in 
said City, to be named in said permit (provided that the 
same be not in a building used in any part thereof as a 
dwelling, unless especi ially authorized by such permit), 
and persons having a permit from the Board of Fire Com- 
missioners may have on their premises, if actually kept 
for sale, a quantity not execeeding at one time, of gun 
cotton five (5) pounds; of gunpowder fourteen (14)pounds; 
blasting powder, twenty-five (25) pounds; and all said 
articles. shall be put up in tight metallic canis- 
ters containing or capable of containing not more 
than one (1) “pound each, and the person having 
such permit shall place on some conspicuous part 
of the front of each of the stores or buildings, in which 
they may be permitted to sell powder or any OF the arti- 
cles herein named, a sign on which shall be distinctly 
painted in characters le egible to persons passing such 
stores or buildings, the words “Gunpowder, by permit of 
the Board of Fire Commissioners,” or designating such 
other of the articles herein named; and every barrel, 
cask, canister, bottle, can, vessel, box or parcel in which 
the same is sold, or into which the same is delivered on 
being sold, shall be distinctly labelled with a printed 
sign or label printed upon or firmly affixed thereto, de- 
scribing the articles contained therein, with the word 
“Danger” distinctly painted before the same. No nitro- 
elycerine, dualin or gunpowder greater than above shall 
be kept, carried or conveyed, except that for the purposes 
of distribution to or delivery from stores and buildings, 
a quantity not more than five quarter casks may be car- 
ried at any one time during the daytime for the purpose 
of transportation from any vessel or car, or sending the 
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Same to stores or buildings or any vessel, car or place 
outside of the limits of the City, provided,that in carrying 
and conveying it shall be protected by being completely 
and securely covered with a leather or canvas cover or 
case and marked “Gunpowder.” The commander, owner 
or owners of any ship or other vessel arriving in the har- 
bor, and having more than twenty-eight (28) pounds of 
gunpowder, dualin or nitro-glycerine on board, shal! 
within forty-eight hours after the arrival and before such 
ship or vessel shall approach nearer than three hundred 
feet of any wharf, pier or ship, immediately give a writ- 
ten notice to the Board of Fire Commissioners of the fact 
that such gunpowder or nitro-glycerine is on such vessel; 
but any vessel may proceed either to sea within forty- 
eight hours after arrival and may tranship such gunpow- 
der or nitro- glycerine from one ship or vessel to another 
forthe purpose of immediate transportation, without land- 
ing the same; provided, however, that the provisions of 
the preceding sections shall not apply to any vessel re- 
ceiving gunpowder or freight in any one day, provided 
such vessel does not remain at any wharf or be within 
three hundred feet after sunset. Nothing herein con- 
tained shall be construed to apply to any ship or vessel 
of war in the service of the United States or of any for- 
eign government which-is lying distant three hundred 
feet or upwards from any wharf, pier or ship. A greater 
quantity of gunpowder or of any of the articles herein 
named may be stored or used in’such manner as the 
Board of Fire Commissioners may designate, under a 
special permit issued therefor. Any person, persons or 
corporation for the violation or non-compliance with any 
of the several provisions of this ordinance, or who shall 
continue to use, allowed to be used or kept for use on 
any premises owned or occupied by him, her or them, after 
notice from said Commissioners, any article for sale or 
use or which is hereby prohibited, shall severally forfeit 
and pay a fine or penalty in the sum of fifty dollars for 
each.and every offense, and shall also be severally liable 
and pay the further penalty of fifty dollars for each and 
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every day’s delay to comply with the rules and directions 
herein contained; and said fines and penalties to be re- 
covered pursuant to the Charter of the City of Hoboken 
and the supplements thereto. 

Sec. 247. No fireworks, detonating works, cartridges, 
powder train, percussion caps, matches, or explosive com- 
pounds shall hereafter be manufactured, stored or kept 
upon sale in the corporate limits of the City of Hoboken, 
except at such places in such manner and in such quan- 
tities as shall be determined by the Board of Fire Com- 
missioners in the exercise of their discretion, under a 
permit issued therefor, and subject to be revoked at any 
tine by said Commissioners. Fireworks consisting of 
Chinese crackers, rockets, blue lights, candles, colored 
pots, lance wheels and other works of brilliant colored 
fires may be kept upon sale intervening the tenth day of 
June and the tenth day of July in each year by retail 
dealers under such regulations as may be prescribed un- 
der a permit issued therefor, and no quantity of the 
following named chemicals, acids and combustible ma- 
terials greater than as hereinafter enumerated shall be 
stored or kept in or upon any one building, namely: 
Sulphus, one thousand (1,000). pounds; manufactured 
matches, five hundred (500) pounds; salt petre, nitrate 
of soda, five hundred (500) pounds in the whole; nitrate 
of silver, collodium, ether, phosphorous, fifty (50) pounds 
in the whole; aquafortis, muriatic acid, nitric acid and 
sulphuric acid, not exceeding one thousand (1,000} 
pounds in the whole; tar, pitch, rosin, turpentine and 
varnish, one hundred (100) barrels in the whole, except 
the same shall be stored and kept in such buildings and 
manner as may be required under a special permit is- 
sued therefor. Any person, persons or corporation for 
the violation and non-compliance with any of the several 
provisions of the foregoing ordinance, when the penalty 
is not herein specially provided, or shall continue to use, 
or allow to be used, or keep, for use, on any premises 
owned or occupied by him, her or them, after notice from 
said Commissioners, any articles the sale or use of which 
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is prohibited, shall severally forfeit and pay a fine or 
penalty in the sum of fifty dollars for each and every 
offense, and shall also be severally liable and pay the 
further penalty of fifty dollars for each and every day’s 
delay to comply with the rules and directions herein 
contained; the said fines and penalties to be recovered 
pursuant to the Charter of the City of Hoboken and the 
supplements thereto. 

Sec. 248. No person shall kindle any fire or furnish 
the material, or in any way authorize or allow any fire 
to be made in any street or road, alley, lane, or upon any 
pier, wharf or bulkhead, except by special permit issued 
therefor, under a penalty of ten dollars for each and 
every offense; said penalty to be recovered pursuant to 
the Charter of Hoboken and the supplements thereto. 

Sec. 249. All lights used in theatres and all other 
places of public amusement, manufactories, stables, or 
in show windows, shall be properly protected by globes, 
glass coverings, or in such other manner as the Board 
of Fire. Commissioners shall prescribe, under the penalty 
of ten dollars for each omission to do so; said penalty 
to be recovered pursuant to the Charter of the City of 
Hoboken and supplement thereto. . 

Sec. 250. No persons shall have, keep upon sale or 
store in any place or building within the corporate limits 
of the City of Hoboken, any crude petroleum, coal, or any 
similar oil, nor any of their products, either of which 
shall emit an inflammable vapor at a temperature below 
one hundred degrees farenheit, except under the follow- 
ing conditions: These oils or any of their products may 
be stored in detached and properly ventilated ware- 
' houses, the outer wall of which shall be stone, brick or 
iron, especially adapted for the purpose by having raised 
sills at least two feet high, on the ground floor of which 
Shall be at least two feet below the level of the street 
or adjoining yard, or so constructed as to actually pre- 
vent the overflow of such substance below the premises 
where the same may be kept or stored, which said ware- 
houses shall not be occupied in any part as a dwelling, 
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and, if less than fifty feet from any adjacent dwelling, 
the same must be separated by a brick or stone wall at 
least ten feet in height and twelve inches thick, con- 
structed in such manner as the Board of Fire Commis- 
sioners may prescribe. 

Sec. 251. No refined petroleum, kerosene, coal or 
Similar oil, or any product thereof, to be used for illum- 
inating or heating purposes which shall emit an inflam- 
mable vapor at a temperature below one hundred degrees 
fahrenheit, shall be kept upon sale, stored or used within 
the corporate limits of the City of Hoboken; all said 
articles may be tested and their quality determined by 
competent persons authorized by the Board of Fire 
Commissioners. 

Sec. 252. No refined petroleum, kerosene, gasoline, 
naphtha or benzine, camphene, or burning fluid, or prod- 
ucts or compounds containing any of said substances, 
shall be placed above the cellar or basement of any 
building, except the same shall be contained in metallic 
vessels or tanks of a construction to be approved by the 
committee of the Board of Fire Commissioners, and of 
a capacity not to exceed in the whole quantity the con- 
tents of fifty barrels of fifty-five gallons each; provided, 
however, that the whole quantity of said refined oils 
that may be temporarily stored or kept over night in a 
building, no part of which shall be occupied as a dwell- 
ing, shall not exceed the contents of ten (10) barrels, 
unless stored in the manner provided for storing crude 
petroleum; and when stored in cellars or basements, 
surrounded by walls of brick or stone, and at least two 
(2) feet below the level or grade of the sidewalk, the 
street or land adjacent, the whole quantity shall not ex- 
ceed the contents of one hundred and fifty (150) barrels, 
unless stored in warehouses especially adapted for that 
purpose as required for the storage of crude petroleum 
under the foregoing sections, provided also, that no quan- 
tity of said oils oreater than two (2) barrels shall be 
stored or kept in any building occupied in any part 
thereof as a dwelling. 
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Suc. 253. No refined petroleum, kerosene, gasoline, 
naphtha, benzine, bensole, camphene, burning “fluid, or 
products or compounds containing any of said substances 
shall be allowed to remain on the sidewalk beyond the 
front line of any building or in or upon the streets, docks, 
piers, bulkheads, slips, highways, or public places of the. 
City of Hoboken for a longer time than is actually 
necessary for the removal or loading of the same, except 
by special permission. 

Sec. 254. The committee of the Board of Fire Com- 
missioners may establish and enforce by and with the 
consent of the Board of Fire Commissioners, general reg- 
ulations, and issue such orders and special directions 
relative to the handling, lightering, carting, loading, un- 
loading and transportation of the several articles under 
these sections as shall be deemed necessary for the pub- 
lie protection. No person, firm or company shall deal in, 
sell or give away any refined petroleum or products 
thereof, kerosene or other burning fluid, without first 
obtaining a permit therefor from the said Board of Fire 
Commissioners, to be issued under such rules and regu: 
lations as they may prescribe, which permit shall be 
for the term of one year and shall not be transferrable. 
Said permit shall be posted up in a conspicuous place 
in the store of the person or persons to whom the same 
is issued, and may be revoked for cause by the Board of 
Fire Commissioners. — | 

Sec. 255. Any persons who shall sell any of the com- 
pounds above mentioned in these sections above men- 
tioned, without first obtaining a permit therefor, shali 
forfeit and pay the sum of twenty-five dollars, and any 
dealer who shall present and deliver for sanitary survey 
a sample of oil different from and which does not repre- 
sent the quality of oil actually kept by him or her for 
sale, and not taken from the actual stock being offered 
for sale and of the same quality therewith, or shall re- 
fuse to furnish a sample or samples to the Surveyor on 
his applying for the same, shall forfeit and pay the addi- 
tional sum of fifty dollars. 
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SEc. 256. Any person or persons or corporation for 
the violation or non-compliance with any of the several 
provisions of the foregoing sections or directions, regula- 
tions or the orders issued thereunder, when the penalty 
was not therein specially provided, shall forfeit and pay 
a fine of fifty dollars for each and every offense, and shall 
also forfeit and pay the sum of fifty dollars for each and 
every day’s delay to comply with the directions, regula- 
tions or orders issued by said Board of Fire Commission- 
ers; and said fines and penalties or either of them to 
be recovered pursuant to the Charter of the City of Ho- 
boken and supplement thereto. 

Sec. 257. Any building, structure, chimney or other 
thing which the Board of Fire Commissioners shall deem 
unsafe or unusually tending to produce or extend con- 
flagrations, shall be taken down, removed or made secure 
as the said Board shall direct by written or printed 
notices to be served as hereinafter provided. 

Sec. 258. <All doors, blinds or shutters on stores or 
storehouses shall be closed upon the completion of the 
business of each and every day by the occupant having 
the use and control of the same, and all fireproof shut- 
ters or blinds that now or may hereafter be put upon the 
front or sides of any building on the street front, must 
be so constructed that they can be closed and opened 
from the outside above the first story. 

Sec. 259. All hoist-ways, elevators or well-holes now 
or hereafter placed in any store or building shall be pro- 
vided with and protected by substantial railings on each 
floor, and also shall have good and sufficient trap doors 
with which to close the same, and such trap doors shali 
be kept closed at all times, except when in actual 
use by the occupant or occupants of the building hav- 
ing the use or control of the same. 

Sec. 260. All buildings of a public character here 
after erected such as hotels, churches, theatres, school 
houses, restaurants, railroad depots, public halls, and 
other buildings used or intended to be used for purposes 
of public amusement or instruction, shall have the halls, 
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doors, stairways, seats and aisles so arranged so as to 
facilitate egress in cases of fire or accident. 

Sec. 261. All skylights less than three feet above the 
level of the roof of any building hereafter erected shall 
be provided with and protected by a substantial railing 
or iron grating. 

SEC. 262. All buildings, except dwelling houses, and 
all livery and other stables, hay-boats or vessels and 
places where any merchandise, gunpowder, hemp, flax, 
tow, hay, shavings or other combustible materials may 
be lodged, may be entered and examined at any time by 
the Fire Commissioners, their officers, agents or either 
of them. 

Sec. 263. All chimneys shall be kept clean and free 
from soot, and for every fire originated in a chimney 
caused by an accumulation of soot,.the owner, lessee or 
person in charge of such chimney shall be liable to a fine 
of five dollars. All stoves, ranges, furnaces and heating 
apparatus, including pipes, with which the same may be 
connected, and all engines, boilers, theatrical machinery 
or other things which the Board of Fire Commissioners 
may deem unsafe or unusually tending to produce or ex- 
tend conflagration shall be removed, altered or made 
secure as the said Board shall direct by written or printed 
notice, to be served as hereinafter provided. 

Sec. 264. All notices of the violation of any of the 
several provisions of the foregoing sections, and that may 
be required to be issued thereunder, and also any notice 
that any building, structure or chimney or any part are 
deemed unsafe or dangerous, shall be issued in the name 
of the Board of Fire Commissioners of the City of THo- 
boken, and shall have the name of the president and clerk 
of said board affixed thereto, and may be served by any 
officer or employee of said board by leaving a copy of the 
Same with any person or persons violating or who may 
be liable ‘under the several provisions of these sections, 
and the person or persons so served with notice shall be 
allowed five days in which to commence the securing or 
removal of any building, structure, chimney or other 
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thine which the said Board of Fire Commissioners may 
direct i in such notice. 

Sec. 265. Any person, persons or corporation for the 
violation or non-compliance with any of the several pro- 
visions of the foregoing sections or directions, regulations 
or the orders issued thereunder, where the penalty is not 
otherwise stated, shall forfeit and pay a fine or penalty 
of fifty dollars for each and every offense, and shall alse 
forfeit and pay the further sum of fifty dollars for each 
and every day’s delay to comply with the directions, reg- 
ulations or orders issued by the said Board of Fire Com- 
missioners; and said fines and penalties or either of them 
to be recovered pursuant to the Charter of the City of 
Hoboken and supplement thereto. 

Sec. 266. For the purpose of covering the expense of 
scorns permits under the foregoing sections a fee of one 
‘dollar will be charged for each and every permit issued. 

SEc. 267. The owner or owners of any factory or fac- 
tories shall cause the smoke-stack or chimneys connectec 
with their said factory or factories to be covered and pro- 
tected by a covering of wire or other material so that 
sparks and embers can not issue therefrom to the injurv 
and damage of surrounding property. 

SEC. 268. Any owner or owners not covering and pr. 
tecting his or their said chimneys as aforesaid shall upon 
being notified by the chief of Police so to cover and pro- 
tect the same, and if he or they fail so to do within one 
week from the receipt of said notice he or they shall be 
liable to a fine not to exceed twenty-five dollars. 

Sec. 269. That if any person shall knowingly or will- 
fully give or cause. to be given any false alarm of fire 
within the corporate limits of the City of Hoboken, such 
person so offending shall on conviction thereof before 
the Recorder of said City, forfeit and pay a fine not ex- 
ceeding twenty-five dollars. 

SEc. 270. Any person who shall obstruct or cause 
to be obstructed any fire hydrant in the City of Hoboken, 
by placing against the same or immediately in front cf 
the same at a distance less than twenty feet on either side 
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of said fire hydrants, any wagons, brick, lumber, building 
materials or any obstruction of any kind whatsoever, so 
as to make access to the said fire hydrant inconvenient sr 
difficult to the Fire Department, without first having ob- 
tained written permission from the Chief Engineer of the 
Fire Department so to do, shall upon complaint of suck 
fact made to the Recorder by the said Chief Engineer 
of the Fire Department or the Street Commissioner of 
said city, and after hearing by the said Recorder, be fined 
the sum of twenty-five dollars by the said Recorder. 

Sec. 271. That it shall be the duty of any police of- 
ficer of the City to report any violation of this ordinance 
as soon as discovered to police headquarters, and the 
Chief of Police or other person in authority of the Police 
Department shall immediately notify either the Street 
Commissioner or the Chief Engineer of the Fire Depart- 
ment of the existence of such obstruction, to the end that 
the fire hydrants of the City may at all times Re kept free 
of obstructions and in readiness for use by the Fire 
Department. 


CHAPTER XXIII. 
RELATING TO THE OVERSEER OF THE POOK:. 


Sec. 272. The Overseer of the Poor shall have the ex- 
clusive care and charge of the poor of the City of the 
Hoboken, and furnish relief to such as in his judgment 
are in circumstances to require it. 

SEc. 273. He shall keep in a book to be provided for 
that purpose a record of the names of all applicants for 
relief and those receiving relief, the amount given to 
each, and of all persons taken to the poorhouse or placed 
under the care of the City Physicians, which list shal! 
specify the age, sex, birthplace, residence and occupaticn 
of such patient, and whether married or single, citizens 
or aliens, whether legally chargeable to the City, how 
long they have resided therein, the place from whence 
they came, and the time of their discharge or death. 


80 CITY ORDINANCES. 


Sec. 274. He shall receive applications from persons 
seeking relief and diligently and faithfully inquire into 
the circumstances and condition, and shall distribute 
such sums of money and such quantity of fuel or food to 
the outdoor poor as their circumstances in his discretion 
require. | 

Sec. 275. No person shall be admitted into the poor- 
house without the written permission of the Overseer of 
the Poor, and if it shall appear that the applicant for 
admission is legally settled elsewhere, an entry thereot 
specifying the legal settlement of such Borsone shall be 
made in “the register required by the 273rd section of 
this ordinance. 

Sec. 276. It shall.be the duty of the Overseer of the 
Poor on receiving the reports of the City PhySicians of 
the sickness of any indigent person, to visit and inquire 
into the circumstances and ability of such person and cu 
finding him or her unable to procure medical aid at his 
or her own ‘expense, he shall direct the City Physician 
to continue his attendance as long as necessary. 

Sec. 277. The Overseer of the Poor shall be paid for 
his services the annual sum of one thousand dollars in 
equal een payments. 

Sec. 278.. That whenever any person shall make ap- 
plication to the Overseer of the Poor for relief that he 
shall consult with one or more of the Committee on Alms 
of said City, who together shall examine into the state 
and circumstances of such persons so applying as afore- 
said, and if it shall appear to such inember or members 
of the Committee on Alms that such person is in such 
poor circumstances as to deserve relief, then said member 
or members of said committee shall give an order in writ- 
ing to said Overseer to make such allowance, weekly or 
otherwise, to such poor person as he or they shall think 
his necessities may or shall require; which order shall 
be a voucher for the payment or expending of so much 
money by the said Overseer, and shall be allowed in ad- 
justing his accounts, but no charge or expenditure of 
said Overseer of the Poor shall be audited or allowed 
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by the Council unless upon the presentation of said 
voucher. 

Sec. 279. That the said Overseer shall be provided 
with the folio book, well bound, wherein the name or 
names of all poor persons applying for relief and being 
ordered the same as aforesaid, shall be registered by him 
with the day and year when they were first admitted to 
relief, have weekly or other sum or sums of money al- 
lowed by the said order for their relief, and the occasion 
which brought them under the necessity, and no person 
or persons shall be entered into the said book or receive 
relief from the said Overseer without such order procured 
as aforesaid, and in case the said Overseer shall enter into 
the book and receive any such poor person or persons 
without such order, he shall forfeit all such money and 
goods paid and distributed to such poor person or pei- 
sons; nor shall any allowance be made to him for the 
same in passing his accounts. 

Sec. 280. That at the end of each month he shall 
make out and present to the Council at their first regular 
meeting thereafter, a full and true account of all moneys 
received and paid out by him during the month, and 
names of the persons relieved by him, and the amounts, 
whether in money or orders severally bestowed upon 
them and the balance, if any, remaining in his hands at 
the end of the month. 

Sec. 281. He shall meet the Committee on Alms 
twice every week at such time and place as the said com- 
mittee may from time to time appoint. - 

Sec. 282. He shall receive applications from person 
seeking relief, and shall diligently and faithfully inquire 
into their circumstances and situations, and shall, under 
the advice and direction of the Committee on Alms, dis- 
tribute such sums of money or such quantity of fuel or 
food to the poor of the City as their circumstances may 
require, and he shall perform such other duties as may 
be required of him by the Committee on Alms, and he 
shall keep a book wherein shall be recorded the name 
and residence of each applicant for charity and the orders 
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and directions relative thereto, which book shall at all 
times be subject to the inspection of any member of the 
Council. 

Sec. 283. He shall take charge of all indigent sick 
persons, idiots and lunatics, and provide such temporary 
care and relief as in his judgment their circumstances 
may require, and shall cause inquiry to be made to ascex- 
tain their last place of legal settlement, and as soon as 
practicable, in case the place of legal settlement is other 
than the City of Hoboken, to cause them to be removed 
thereto. 


CHAPTER XXIV. 


RELATING TO THE INSPECTOR OF BUILDINGS 
AND THE CONSTRUCTION OF BUILDINGS. 


Sec. 284. That the Common Council shall annually 
appoint in such a manner as they may determine, a ma- 
jority of all the Council elected being necessary to a 
choice, an Inspector of Buildings, who shall perform such 
duties hereinafter mentioned. 

SEc. 285.. That such Inspector of Buildings shall exer- 
cise and make a careful inspection of all buildings in the 
course of erection, or any or all buildings undergoing re- 
pairs or alterations, and all buildings, church structures 
and their several parts which have become dangerous 
or unsafe, and to see and compel proper precautions to 
be taken for the protection of life and property. 

Sec. 286. He shall have charge of the erection of all 
public buildings, for all repairs of alt work done on all 
public buildings owned by the City, and certify to the 
correctness of all bills incurred in the erection and re- 
pairing of any such buildings. | 

Spec. 287. He shall keep a record of his proceedings 
and a permit book and complaint book which shall be 
open at all times to public inspection. 

Sec. 288. That before any person or persons shall 
erect, move, raise or commence to erect, move or raise 
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any building or buildings the person or persons intending 
or desiring to erect, move or raise any building or build- 
ings shall first apply for and obtain from the said Inspect- 
or of Buildings a permit in writing, and shall pay for 
such permit the sum of ten dollars, and any failure to 
comply with the requirement shall be eed by a fine 
not exceeding fifty dollars. 

SEC. 289. “Eyery application for a permit for the erec- 
tion of any buildings or the alteration thereof shall be 
in writing, signed by the person proposing to make the 
alteration or erect the building, or his agent, which shall 
state where the building is proposed to be erected and 
the description thereof, or the alteration proposed to be 
made, and a copy of the plans and specifications of the 
said building to be erected shall accompany the said 
application and shall be filed by the said Inspector in his 
office as a public record. Alterations estimated to cost 
more than one thousand dollars shal! be accompanied by 
drawings and specifications, as in the case of a new build- 
ing, and shall be filed with the said application as in the 
case of a new building. ; 

Sec. 290. He shall have power to order the removal 
or demolition of any building or structure or part thereof 
left standing after a fire, explosion, storm or other calam- 
ity, if in his judgment the same is dangerous and Hable 
to fall from its situation or condition, jeopardizing life 
and property. 

Smo. 291. That said Inspector shall have power and 
it shall be his duty to inspect all buildings or structures 
or parts thereof which shall be complained of as danger- 
ous, unsafe or liable to fall, and to order the repair or 
removal of any part thereof, if in his judgment the same 
is necessary for the protection of life and property. 

Sec. 292. He shall serve a written notice upon the 
owner or agents of any such building or structure so com- 
plained of, commanding him, her or them to repair or re- 
move the same, as the case may be, within twenty-four 
hours thereafter if in his judgment such a necessity ex- 
ists, within time not exceeding five days if in his judg- 
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ment such time is reasonable and just. In case of failure 
of the owner or agent to comply with said notice, to im- 
mediately upon the expiration of the time so allowed to 
make complaint before the Recorder or acting Recorder 
of the City, and the penalty prescribed for such failure 
shall be fifty dollars, and a further penalty of ten dollars 
for every day the said failure shall continue. 

SEc. 293. That it shall not be lawful for any person 
or persons, corporation or company hereafter to erect or 
cause to be erected any frame or wooden building or 
frame or wooden additions to buildings already existing 
or hereafter to be built in any portion of the City of 
Hoboken east of a line distant one hundred feet west of 
the westerly line of Willow avenue to the easterly bound- 
ary line of the City, and from the northerly to the 
southerly boundary line of the City. 

Sec. 294. That it shall not be lawful to move or cause 
to be moved any wooden building to any lot or plot of 
ground. 

Sec. 295. That any violation of thé provisions of 
either of the aforesaid sections shall subject the offender 
to a fine of ten dollars for every day that such building 
or buildings shall be allowed to remain in such district 
after forty-eight hours’ notice from the said Inspector of 
Buildings to the owner of such building or the person 
constructing such buildings to remove the same. 

Sno. 296. For the purpose of properly construing this 
ordinance a frame or wooden building shall be considered 
to be any building of which the front, back or either side 
is constructed of wood or is supported by a wood frame, 
whether sheeted outside with metal or not. 

Sec. 297. That it shall not be lawful hereafter to 
erect in theCity of Hoboken a frame or wooden building of 
a greater height than forty-five feet, measured from the 
curb line of the street to the highest point of said build- 
ing, under a penalty of fifty dollars for every day that 
such building is allowed to remain above the height here- 
inbefore specified, after notice in writing from the In- 
spector of Buildings served upon the owner or owners 
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thereof, to remove the same within forty-eight hours. 

Sec. 298. That the walls of all brick buildings here- 
after to be erected in the City of Hoboken, and the found- 
ations when of brick, of all frame buildings hereafter to 
be erected shall not be less than twelve inches in thick- 
ness, under a penalty of fifty dollars for each and every 
day that such foundation and wall is allowed to remain 
standing after written notice of twenty-four hours from 
the said Inspector of Buildings served upon the owner 
or owners thereof or the contractor in charge to remove 
the same. 

Sec. 299. That in all buildings hereafter to be erected 
there shall be constructed in the roof thereof a bulkhead 
or a scuttle opening of not less than three feet square, 
inside measurement, properly fastened with a hook at- 
tached to the scuttle top’ so that the same may be re- 
moved from the inside by any persen seeking access to 
the roof, and there shall also be provided by the owner 
of every building hereafter to be erected, a ladder of 
sufficient strength and kept in proper repair leading to 
the roof through said scuttle opening, which ladder shall 
be at least two feet wide, provided with a sufficient hand 
rail and shall reach within twelve inches of the roof of 
said building, and in buildings already erected there shall 
be a ladder of proper strength and kept in proper repair 
leading to the said scuttle opening and reaching within 
twelve inches of the roof, which ladder shall be perma- 
nently fixed and adjusted in the place aforesaid so that 
the same will be at all times ready for use in case of fire; 
that the opening between the ceiling and the roof of all 
scuttle shafts in buildings now erected or hereafter to be 
erected shall be effectually closed up with boards or 
plaster so as to prevent the entrance of smoke into the 
said scuttle-way in case of fire. 

Sec. 300. That in every building hereafter to be con- 
structed containg dumb waiters, elevators or light shafts, 
the same shall be constructed of fire proof material, 
which material must be approved of by the In- 
spector of Buildings in accordance with the ordi- 


86 CITY ORDINANCES. 


nances regulating his duties. 

Suc. 301. That in all buildings hereafter to be con- 
structed with party walls, such party walls shall be 
carried at least eighteen inches above the roof beams of 
such buildings. 

Sec. 302. That in case of the violation of any of the 
provisions of the preceding sections of this ordinance 
commencing with section 299 and concluding with section 
201 inclusively, the Inspector of Buildings shall cause 
written notice of such violation to be served on the owner 
or owners, contractor or person in charge of any building 
or buildings in which such violation of the provisions of 
this ordinance is allowed to exist, to cause the same to 
be removed or to desist from the prosecution of the work 
within twenty-four hours from the service of such notice 
upon him or them.; and in the event of the failure or 
refusal of such person or persons to comply with the re- 
quirements of such notice, the said Inspector of Buildings 
shall make written complaint before the Recorder or the 
acting Recorder of the City, setting forth the facts and 
the violation of law complained of, and the Recorder or 
the acting Recorder of the City shall proceed thereafter 
upon such complaint as in other cases for violation of 
City ordinance, and if the person or persons complained 
of be adjudged guilty of the charge they shall be fined 
by said Recorder or acting Recorder the sum of fifty 
dollars. 

Sec. 303. That for the purpose of complying with the 
duties and requirements of his office as established by 
law, and for the purpose of properly enforcing the pro- 
visions of this and other ordinances concerning his duties, 
the Inspector of Buildings shall have the right and it 
shall be his duty whenever he deems it necessary, to 
enter any public hall or theatre and any and all parts 
thereof at any reasonable time, especially when occupied 
by the public, or may enter any dwelling house between 
the hours of nine o’clock in the morning and five o’clock 
in the evening in order to properly judge of and discharge 
his duties, and it shall be unlawful for any person or 
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persons to refuse admission to such officer or to place 
any obstacle in the way of the enforcement and perform- 
ance of the duties of his office. 

Suc. 304. It shall be lawful for the Committee on 
Public Grounds and Buildings of the Council at any time 
to grant permission to any owner of real estate to erect 
for temporary purposes only, a frame or wooden structure 
not higher than one story, subject to the supervision of 
the Inspector of Buildings. 

Sec. 305. If any building shall project beyond the 
range of the street, road or public erounds as laid down 
and. ascertained by the City Surveyor, the person erect- 
ing the same shall within twenty day s after notice there- 
of, if given by a City Surveyor, remove such building to 
_ the range so laid down as aforesaid, under the penalty 
of fifty dollars, and a further penalty of five dollars for 
every twenty-four hours during which such building shall 
continue to project. 

Sec. 306. That whenever excavations hereafter com- 
menced for building or other purposes on any lot or 
piece of land shall be intended to be carried to the depth 
of more than eight feet below the curb or grade of the 
street, and there shall. be any party or other wall wholly 
or partly on adjoining lands and standing upon or near 
the boundary lines of said lot, the person causing such 
excavations to be made, if afforded the necessary license, 
to enter on the adjoining land and not otherwise, shall at 
all times from the commencement until the completion of 
such excavation at his own expense preserve such wall 
from injury and support the same by a proper foundation, 
that it shall remain as stable as before such excavations 
were commenced. 

Sec. 307. All brick or frame buildings shall have 
foundation walls to be laid on earth or a level surface of 
rock or concrete. Where solid earth is not obtainable 
foundation walls shall be supported by piles sufficient in 
number to properly support the wall. All foundations 
shall be built of brick or stone. 

Sec. 308. Before the walls of buildings are carried 
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up above the foundation walls, all cellars shall be con- 
nected with the street sewers. Should there be no sewer 
in the street or if the cellar be below water level, then 
provision shall be made by the Inspector of Buildings 
to prevent accumulations of water in the cellar. 

SEc. 309. All flues or party walls shall be at least 
four inches from centre line of said wall, and all chim- 
neys shall have walls at least eight inches built of brick, 
excepting where terra cotta or fire clay linings are used, 
in which case four inches of brick may be omitted. 
Chimney flues shall be at least eight inches by eight 
inches, interior measurement; and no chimney shall be 
lower than five feet above the top of the roof of the build- 
ing of which it forms a part. All hearths for fire places 


shall rest on trimmer arches of brick, concrete or tile - 


at least four inches from the chimney breast. The backs 
of all fire places shall not be less than eight inches thick. 
Chimneys with flues larger than two hundred and fifty 


square inches and less than five hundred square inches 
shall have surrounding walls not less than twelve inches - 


of brick; such walls from a point ten feet above the inlet 
funnel shall have an extra lining of four inches fire brick 
laid in fire clay, or in place of fire brick, fire clay flue 
lining. Top of such chimneys to be at least eight feet 
above the highest part of any building within fifty feet 
of such chimney. Chimneys with flues of more than five 
hundred square inches and less than eight hundred 
square inches shall not have less than twelve inch walls. 
The wall, from a point two feet below to a point fifteen 
feet above the inlet funnel, shall have an extra lining of 
four inches of fire brick laid in fire clay, or in place of fire 
brick, fire clay flue lining. The top of such chimney to be 
at least ten feet above the roof or seven feet above the 
highest part of the roof of any building within fifty feet 
of such chimney. Chimneys with more than eight hun- 
dred or less than eighteen hundred square inches shall 
have surrounding walls not less than twelve inches thick 
and shall have four-inch lining of fire brick laid in fire 
clay, with four-inch air space opposite the inlet funnel. 
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The lining to commence four feet below the inlet and ex- 
tend twenty feet above the same, to have opening from 
flues into the air space at top and bottom of lining. The 
tops of such chimneys shall be built not less than twelve 
feet above the roof and not less than ten feet above the 
roof of any building within the radius of fifty feet of such 
chimney. Isolated chimneys shall have hollow walls in 
addition to the requirements herein set forth. 

In business or manufacturing buildings metallic chim- 
neys or smoke-pipes shall not. be used in such manner 
as to pass through the floors or roofs of the same, unless 
such metallic smoke-pipes or chimneys are enclosed in 
brick or tile walls with an air space between the enclos- 
ing wall and the pipe from bottom to top inside of said 
building, where such metallic chimney or smoke-pipe 
passes through the roof only, it shall be separated from 
the woodwork of such roof by at least twelve inches: of 
incombustible materials. 

Where smoke-pipes pass through a wood or plastered 
stud partition or furred wall or floor, they shall be sur- 
rounded by a body of hard incombustible » ma terial 
measuring at least four inches around sucd, smoke- pipe, 
or they shall be surrounded by a sheet nietab thimble’ 


>) 


made of two concentric rings of sheet -metal at least one | ¥ &, 


inch apart, and the entire thimble so constructed that 
there will be a circulation of air between che: Bye rings 
forming the same. 

Smoke- -pipes of less than twelve Penes sere > ’ dhall 
be kept at ‘least six inches from any, wood wrk, Lalas, 
the same is protected by a shield of four ‘inch porous terra.’ 
cotta, in which case the distance shall: Bet, Me less than’ 
‘SIX inches. 13 G3? 23,555 

Smoke-pipes of larger area than six fect enlidte shall > 
be kept at least three feet from any woodwwoz lz, ‘unless 
the same is properly protected by a shield of two -inch 
porous terra cotta, in which case the distance shall not 
be less than eighteen inches. 

SkEc. 310. The owner or owners of any factory or 
factories shall cause the smoke-stack or chimney con- 
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nected with their said factory or faciories to be covered 
and protected by a covering of wire or other material 
so that sparks or embers can not issue therefrom to the 
injury and damage of surrounding property. 

Sec. 311. Any owner or owners not covering and pro- 
tecting their said chimneys as aforesaid shall upon being 
notified by the Inspector of Buildings to so cover and 
protect the same, and if he fails to do so within one week 
from the receipt of said notice, he or they shall be liahle 
to a fine not to exceed twenty-five dollars. 

Sec. 312. All steam pipes passing through floors, 
ceilings or partitions of combustible materi al shall be 
protected by a metal tube one inch larger in diameter 
than the pipe. All wooden boxes or casings enclosing 
steam pipes, and covers to recesses, shall be lined with 
iron or tin plate. All cold-air boxes shall be made of 
_hard, incombustible material for a distance of at least 
three feet from the furnace 

Hot-air pipes in wood partitions or between joists must 
be made of metal. Such pipes are to be made with tight 
points aud. to be securely fastened to the partitions. The 
“openings sin. floors for hot-air registers shall be sur- 
“‘thounted with borders of some incombustible material 


c, «not less than two inches wide. 


Where the air conveyed to the pipes is heated in the 
ordinary hot-air furnace by direct contact of the air with 
the, fire 0x the material used for these double ducts, 
pipes ‘and revister, boxes shall be bright tin. 
cs. Where the airds: heated with hot water or steam pipes 
‘Any othe? sheet, metal may be used. 

SEC. 313.2. AJl' brick laid in non-freezing weather shall 
be wet-‘imme ediately before being laid. The brick used 
in all buildings s shall be good, merchantable, well-burned 
brick. The bond of brick work shall be formed by laying 
one cross of headers to every six courses of stretchers. 
The sand used for mortar in all buildings shall be clear 
sharp sand. The loads allowed on brick work including 
its own weight shall not be greater than as follows: 

Best hard burnt brick in cement mortar, two hundred 
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and fifty (250) pounds per inch; 

Best hard burnt brick in lime mortar, two hundred 
(200) hundred pounds per inch; 

Ordinary burnt brick in lime mortar, one hundred and 
fifty (150) pounds per inch. 

Where hollow tile blocks are used for building parti- 
tions or as enclosing walls, the joints shall be well filled 
with mortar and the effective bearing part of the tiles 
shall not be loaded more than eighty pounds to the 
square inch for hard fire clay tiles; nor more than sixty 
pounds per square inch for hard ordinary clay tiles; nor 
more than forty pounds per square inch for porous tiles. 
All stones used for the facing of any building and known 
as Ashler, shall not be less than four inches thick. Stone 
Ashler shall be anchored to the backing. The front, rear, 
side and party wall shall be properly bonded together 
or anchored to each other by suitable wrought iron 
anchors. 

The walls and piers of all buildings shall be properly 
bonded and solidly put together with close joints filled 
with mortar. They shall be built to a line and be ear- 
ried up plumb straight. The walls of each story shall 
be built the full thickness to the top of the beams above. 

Sec. 314. All bearing piers are to be built of dimen- 
sion stone or of brick, shall not be higher than eight 
times the least width of the base, nor shall they have a 
smaller cross section than twelve inches by twelve inches. 

Sec. 315. The outside walls of -all public halls and 
theatres and other buildings, the roofs or ceilings of 
which are carried on trusses or girders of a span of fifty 
feet or more, shall have walls as follows: 

Walls less than twenty-five feet high and not less than 
twenty inches thick; if more than twenty-five feet and 
less than forty-five feet, the walls shall not be less than 
twenty-four inches thick; if more than forty-five feet and 
less than sixty feet, the walls shall not be less than 
twenty-eight inches thick; if the walls are over sixty 
feet and less than seventy-five feet, the walls shall not 
be less than thirty-two inches; if more than seventy-five 
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feet and less than ninety feet high, the walls shall not be 
less than thirty-six inches. An increase of four inches 
in thickness of walls shall be made in all cases where 
walls are over one hundred feet long without cross walls 
of equal height. For rooms less than fifty feet wide the 
thickness of walls before given may be reduced four 
inches. 

SEC. 316. In-all buildings having a basement or first 
story or both, designed for business purposes, and the 
upper stories for dwelling, when the walls are less than 
sixty feet long between cross walls, the thickness of such 
walls, if of brick, shall not be less than the number of 
inches given in the following table: 
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The thickness of brick walls for dwellings shall not be 
less than the number of inches given in the following 
table. 
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If any horizontal section of any part of any bearing 
wall in any building shows more than twenty-five per 
cent. area of flues and openings, the said wall shall be 
increased four inches in thickness for every ten per cent. 
or fraction thereof of flue or opening area in excess of 
twenty-five per cent. 

Sec. 317. No recess for water, sewer or other pipes 
shall be made in any wall more than one-third of its thick- 
ness, and the recesses around said pipes shall be filled up 
with solid masonry for the space of one foot at the top 
and bottom of each story. 

Seo. 318. The height of any basement used for 
dwelling purposes or for sleeping apartments to be not 
‘less than eight feet, and the height of ceiling of same 
above grade to be not less than four feet. No room in 
any dwelling, lodging or tenement hereafter built shall 
be considered habitable or used as a habitation, unless 
it is at least eight feet six inches in height in the clear. 

Sno. 319. Ceilings in basements or cellars in all 
buildings shall be lathed with wire lathing and _plas- 
tered three coats with fireproof plaster, or covered with 
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any other fireproof material approved of by the Inspect- 
or of Buildings. 

SEC. 320. <All wooden beams shall be trimmed away 
from the flues, whether the same be a smoke, air or any 
other flue, the trimmer to be at least eight inches from 
‘the inside face of the flue, and the header two inches 
from the outside face of the wall. Ends of all wooden 
floors or roof beams shall enter the wall to the depth 
of four inches, unless the wall is properly corbeled out 
four inches, in which case brick work is to extend to the 
top of beams. The ends of all beams shall be so shaped 
that in case of any deflection or breaking they may fall 
out without doing any or much injury to the brick wall. 
All beams entering any stone or brick wall shall be 
splayed one-quarter inch to one inch shorter at top edge. 
All wooden floor or roof beams shall be properly bridged 
with cross-bridging and the distance between bridging 
or bridgines and wall shall not be more than eight feet. 

Each tier of beams shall be anchored to the side, front, 
rear or party walls at intervals of not more than eight 
feet apart with good, strong wrought iron anchors. The 
ends of all beams resting on iron girders shall be butted 
together to end with wrought iron straps. They may 
lap each other at least twelve inches, to be well spoked 
or bolted together when lapped. 

Every pier and wall, front or rear, shall be well anch- 
ored to the beams with wrought. iron anchors, which 
anchors shall hook on the second beam. [Floor or roof. 
beams in all buildings, brick or frame, shall not be less 
than three inches by eight inches. Corner and centre 
posts of all frame buildings over two stories in height, 
unless balloon frame, shall not be less than four inches 
by ten inches. 

Src. 321. Floors shall be of sufficient strength in all 
their parts to carry the following superimposed loads, 
in addition to the weight of the materials of which they 
are composed, viz: per square foot: 

Dwellings, tenement houses, lodging houses, apart- 
ment houses and hotels, seventy pound loads, 
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On schools, seventy-five pounds, floor and roof; 

On office buildings, seventy pounds, floor and roof; 

On churches and theatres, eighty pounds, floor and 
roof; 

On public halls, stores and factories, one hundred to 
one hundred and fifty pounds, floor and roof; 

On drill rooms and riding schools, two hundred to two 
hundred and fifty pounds, floor and roof. 

Floors of warehouses and storage houses shall be pro- 
portioned to the load they are to carry. 

The roofs of all buildings shall be proportioned to bear 
safely thirty pounds upon every superficial foot of their 
surface in addition to the weight of the materials 
composing the same. 

Sec. 322. The walls and skeleton frame work of 
every building during the erection or alteration thereof 
shall be strongly braced from the beams of every story, 
and when required shall also be braced from the out- 
side until the building is enclosed. In ho case shall any 
wall or walls of any ‘puilding be carried up more than 
two stories in advance of any other wall, except by per- 
mission from the Inspector of Buildings. 

SEC. 323. Every temporary support placed under any 
structure wall, girder or beam during the erection, fin- 
ishing, alteration or repairing of any building or struc: 
ture or any part thereof, shall be of sufficient strength 
to safely carry the load to be placed thereon. 

Sec. 324. In all buildings: hereafter erected or al- 
tered, where any iron or steel column or columns are 
used to support a wall or part thereof, whether the same 
be an exterior or interior wall, the said column or col- 
umns shall be so constructed as may be approved by the 
‘Inspector of Buildings. Iron posts or columns with one 
or more open side or backs shall have solid iron plates 
on top of each to prevent the passage of fire or smoke 
through them from one story to another, excepting 
where pierced for the passage of pipes. AI] cast iron, 
wrought iron and steel columns shall have their bear- 
ings faced smooth and at straight angles to the axis of 
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the columns, and when one column rests upon another 
column they should be securely bolted together. Wooden 
columns supporting wooden girders and wooden floor 
and roof beams, in all buildings more than two stories 
high, shall have iron caps and base plates not less than 
one inch thick, or iron post caps. 

SEc. 325. Cast iron used in the shape of lintels or 
brackets shall be so proportioned that the compression 
stress upon the same shall not exceed 13,500 pounds 
‘per square inch, and that the tensil stress shall not ex- 
ceed 3,000 pounds per square inch. | 

All girders, beams, brackets and trusses made of steel 
shall be so proportioned that the maximum fibre stress 
will not exceed 16,000 pounds per square inch, or that, 
if made of iron, the maximum fibre stress shall not ex- 
ceed 12,000 pounds per square inch. 

SEC. 326. Any person or persons placing water tanks 
of iron or other. material on the roof of any building, 
where said tanks are to hold more than five hundred 
gallons of water, for fire protection or other purposes, 
such person or persons shall submit plans and specifica- 
tions for said tank and the supporting of the same to the 
Inspector of Buildings,,and remain on file in the office 
of the Inspector of Buildings. Said plans and specifica- 
tions to be approved by the Inspector of Buildings before 
permit is issued for the erection of the same. Upon 
completion of such tank or tanks and supports, and be- 
fore the using of the same, they shal! be inspected by the 
Inspector of Buildings and shall not be used until a 
certificate is issued by the Inspector. | 

Sec. 327. Any person or persons desirous of utilizing 
the space under the sidewalk in front of any building 
owned by him, her or them, shall construct a sufficient 
brick or stone wall not less than one-fourth of the height 
in thickness at the base, tapering gradually to not less 
than sixteen inches at the top, to retain the roadway 
of the street, and shall extend the sidewalk divisions 
and party walls of each building under the sidewalk to 
such curb walls. Said walls to be laid in cement mortar. 
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The sidewalks in all such cases shall be supported by 
walls, iron beams and columns. The arches turned be- 
tween the beams in hollow sidewalks shall sustain a 
safe load of not less than three hundred pounds per 
square foot. 

The Inspector of Buildings shall in all cases of the 
-erecton of new buildings require the sidewalk in front 
of such buildings to be made as high as the established 
grade thereof, and in no case shall he allow a sidewalk 
to be laid above or below such established grade. The 
rise of any artificial sidewalk, from curb line to building 
line, shall not be more than one inch to every five feet. 

Sec. 328. Whenever the distance between doors and 
windows of business buildings on opposite sids of alleys 
or courts shall be thirty feet or less such door or window 
openings shall be provided with metal covered shutters 
or others approved by the Inspector of Buildings. 

SEc. 329. Stairways in public halls and theatres 
shall be in width equivalent to eighteen inches for every 
one hundred persons of the seating capacity of such 
building. No such stairway in any such building 
shall be less than five feet wide in the clear. No 
such stairway shall ascend to a greater height than 
eleven feet without a level landing. All stairways shalt 
have a railing on either Side. 

Distinct and separate places of exit and entrance:shall 
be provided for each gallery. 

All aisles or passageways in said buildings shall be 
kept free from camp stools and chairs, sofas and other 
obstructions. 

All doors shall open outward and shall not be so placed 
so as to reduce the width of the passage above required. 
All doors to have fastenings on the inside only. I*asten- 
ings to be so arranged as not to obstruct or prevent in- 
stant and easy egress through same. 

‘All exits in public halls and theatres shall have the 
word “Exit” in letters applied to the auditorium side and 
to the stage side of every such exit. 

Kmergency exits and stairways shall be provided out- 
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side of the walls of all public halls the seating capacity 
of which is more than fifteen hundred persons, and of all 
theatres the seating capacity of which is more than eight 
hundred persons. No emergency stairways and exits 
Shall be less than three feet in width. 


SEc. 330. Stairways and steps may be built leading 


down to the basement of any building, but shall not ex- 
tend into the sidewalk more than three feet where the 
sidewalk is not more than twelve feet in width, and not 
more than three feet six inches where the sidewalk is 


more than twelve feet in width; provided that said stair-— 


way or steps shall be protected by metal posts and rails. 

Suc. 331. That it shall be hereafter lawful for any per- 
son or persons who may erect any building or buildings 
upon his, her or their lot or Jots fronting upon any street 
in said City (excepting Court street), to build, construct, 
place and put bay windows in and upon such building or 
buildings so erected as aforesaid, provided, that such pay 
windows so constructed as aforesaid shall not project to 
a ereater distance than three feet beyond the building 
line, the said three feet to be measured from the line of 
said building or buildings so erected as aforesaid. 

Src. 332. That all buildings now or hereafter erected 
in which twenty or more persons congregate or are em- 
ployed, temporarily or otherwise, above the first ground 
floor thereof shall have one or more, as the proper author- 
ity shall direct, external wrought iron fire escapes of 
such dimensions and character and subject to regulation 
and construction as the said proper authority shall 
designate. 

SHC) 333. An outside ee escape to consist of iroa 
balconies three feet wide, taking in one or more windows 
at every story, and connecting said balconies by iron 
stairs. and provided with an iron drop ladder to lead from 
the balcony at the first story to the round, all to be eon- 
structed as follows: 

Smo. 334. Brackets must not be less than $x? inch 
wrought iron, placed edgewise, or 1} inch angle iron well 
braced and not more than three feet apart; and the braces 
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to brackets must not be less than ? inch square wrought 
iron and must extend at least two-thirds of the width 
of the respective brackets or balconies. In all cases the 
bracket must go through the wall and the end be turned 
down three inches, or in cases of houses already built 
the ends must be secured by a wrought iron washer six 
inches in diameter with screw end and nut to bracket. 

Src. 335. Bottom rails must be ?x14$ inch wrought 
iron well leaded into the wall; the top rails of balcony 
must be 2xléinch wrought iron, and in all cases must go 
through the walls or studding and be secured by nuts 
and 4 inch washers; the filling in bars must not be less 
than 4 inch round or square wrought iron placed not more 
than six inches from centres and well riveted to the top 
and bottom rails, the latter to be riveted or screwed to 
the ends of brackets. 

The height of balcony railings must not be less than 
two feet nine inches and the ends of balconies shall un- 
der no circumstances extend more than nine inches over 
or beyond the brackets. 

The openings for stairs in all balconies shall not be less 
than twenty inches wide by thirty-six inches long. 

The flooring of balconies must be of wrought iron 1$x2 
inch slats placed not over 14 inches apart and secured 
and riveted to iron battens 1$x2? inches not over three 
feet apart, or to angle irons connected with the brackets. 

Sec. 336. The stairs in all cases must be eighteen 
inches or more wide, as the Council may direct, and con- 
structed of 4x34 inch wrought iron, sides or strings; 
steps may be of cast iron of the same width as strings, 
or 2inch round wrought iron double rungs well riveted 
to the strings. | 

The stairs must be secured to the iron brackets on top 
or bottom or be secured to extra cross-bars; all stairs 
must have ? inch wrought iron hand rails well secured 
and braced. : 

Drop ladders from lower balconies shall not be less 
than fourteen inches wide and shall be made of 2x2 inch 
sides and 3 inch rungs of wrought iron, and in no case 
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shall a drop ladder be over twelve feet in length. 

Sec. 337. In all school buildings the outside fire es- 
capes must be constructed as regular stairs, the balconies 
forming the landings; the stairs must be so constructed 
that the rise of steps be not more than six inches and the 
width of tread in proper proportion; the balconies must 
be accessible through doors opening out or rising sash 
windows reaching down to floors. 

That it shall be the duty of the Inspector of Buildings 
of the City of Hoboken, whenever directed so to do by 
the Mayor and Council, to give notice in writing to the 
owner or lessees or the person having charge or control of 
said building or buildings, of the requirements or the said 
act of the legislature mentioned and referred to in this or- 
dinance, and also of the requirements of this ordinance, 
and to set forth in said notice the number, kind and man- 
ner in which said external fire escape or escapes is or 
are to be erected as required by this ordinance, and the 
penalty which any such owner, lessee or person having 
charge or control of said building or buildings will incur 
by refusal or neglect to. comply with said law and this 
ordinance within ninety days after service of such notice. 

That any violation of any provision of this ordinance 
shall subject the offender, on complaint of the Inspector 
of Buildings before the Recorder or acting Recorder, to 
a fine of fifty dollars for every violation. 

Sno. 338. That before proceeding with the erection, 
alteration, raising or moving of any building or part of 
any building or platform, staging or flooring used for 
standing or sitting purposes, or the undermining of any 
such sidewalk permission shall be first obtained from 
the Inspector of Buildings by the owner, his agent or 
lessee, and it shall be unlawful to proceed with the erec- 
tion, alteration, raising or moving of any building or part 
of any building or any “such platform, staging or ‘flooring, 
or the undermining of any sidewalk in the. City of Ho- 
boken, unless permit shall first have been obtained from 
the Inspector of Buildings. 

The person or persons desiring such permit shall pay 
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the following fees: 

For a permit for the erection of a building costing less 
than one thousand dollars, $2; 

For a permit for the erection of a building costing from 
one thousand to five thousand dollars, $5; 

For a permit for the erection of a building costing 
from five thousand to ten thousand dollars, $7; 

For a permit for the erection of a building costing from 
ten thousand to fifteen thousand dollars, $10; 

For a permit for the erection of a building costing 
more than fifteen thousand dollars, one dollar additional 
for every one thousand dollars more of the cost; 

For a permit to move a building from its lot to any 
other lot or plot of ground, $5; 

For a permit to raise a building more than eight 
feet, five dollars. 
| Sno. o09. That in all brick buildings in which there 
are elevators, dumb-waiters and light-shafts to be con- 
structed the same must be constructed entirely of brick 
or iron, and the doors leading to such elevator or dumb- 
waiter shafts must be constructed of iron; the walls of 
said elevator, dumb-waiter and light-shafts to be con- 
structed shall be built at least nine inches above the roof 
of the building, covered with a metal skylight or a metal 
covered lid. 

That in all frame buildings in which there are ele- 
vators, dumb-waiters and light-shafts to be constructed, 
the same must be constructed in the following manner: 
In between the studding of the construction four inches of 
brick work must be built, laid in good mortar, and the in- 
side of such elevators, dumb-waiters and light-shafts to 
be lined with sheet iron. The shaft to reach at least 
nine inches above the roof of the building, covered with 
a metal skylight or metal covered lid. The doors leading 

to said elevator and dumb-waiter shafts to be covered 
with sheet iron. _ 

Sec. 340. That on all frame buildings hereafter erect- 
ed the side walls of same must be constructed in the fol-. 
lowing manner: The studding of both side doors from the 
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foundation sill to the top of the roof beams must be filled 
in with four inches of brick work laid in good mortar. 
Any failure to comply with the requirements of this sec- 
tion shall be punished by a fine not exceeding fifty 
dollars. : 

Suc. 341. Every application for a permit for the ereec- 
tion of any building or the alteration thereof shall be 
in writing, signed by the person proposing to make the 
alteration or to erect the building, or his agent, which 
Shall state where the building is supposed to be erected, 
the description thereof of the alterations proposed to be 
made, and the estimated value of the building and cost 
of alteration on such buildings to be verified by the affi- 
davit of applicant, where required by the Inspector of 
Buildings, and a copy of the plans and specifications of 
said building to be erected or alterations to be made on- 
buildings shall accompany the said application and shall 
be filed by the Inspector of Buildings in his office as a 
public record. Any failure to comply -with the require- 
ments of the above section shall be punished by a fine 
not exceeding fifty dollars. 

_ $c. 342. That said Inspector of Buildings shall have 

power to order the removal or demolition of any build- 
ing, buildings, structures and parts thereof which by 
reason of weakness, settling or insufficiency of the walls 
or foundation thereof, or left standing after a fire, ex- 
plosion, storm or other calamity, if in his judgment the 
same is dangerous or liable to fall from its situation or 
condition, jeopardizing life or property. He shall have 
power and it shall be his duty to inspect all buildings and 
structures and parts thereof which shall be in his judg- 
ment dangerous, unsafe or liable to fall, and to order the 
repair or removal of any part thereof, if in his judgment 
the same is necessary for the protection of life and 
property. | 

Sic. 343. That he shall serve a written notice upon 
the owner, agent, lessee, corporation or company of any 
such building, buildings, structures or parts thereof so . 
complained of, commanding him, her or them to repair 
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or remove the same, as the case may be, within twenty- 
four hours thereafter, if in his judgment such necessity 
exists, or within five days if in-his Judgment such neces- 
sity does not exist. 

In case of failure of the owner, agent, lessee, corpora 
tion or company to comply with said notice immediately 
upon the expiration of the time so allowed, the said In- 
spector shall make complaint before the Recorder or 
acting Recorder of the City of Hoboken of such failure, 
and the penalty for such failure shall be fifty dollars, and 
a further penalty of ten dollars for every day the said 
failure to obey such notice shall continue. 

‘Sno. 344. That if any such owner, agent, lessee, cor- 
poration or company can not be found or are beyond the 
jurisdiction of such Recorder or acting Recorder, said 
notice shall be affixed to the premises; and‘upon refusal 
or neglect to comply with said notice by the owner, agent, 
lessee, corporation or company, the said Inspector of 
Buildings shall proceed to repair or remove: such dan- 
gerous buildings, structures and parts thereof if in his 
judg oment the same is necessary, and the expense thereof 
shall be paid by the Council from the Contingent Fund, 
and the amount so paid by the Council shall be recovered 
according to law as a debt due from the owner of such 
buiding or structure to the Mayor and Council. 

Sec. 345. That if any such owner, agent, lessee, cor- 
poration or company being within the jurisdiction of 
the Recorder or acting Recorder, and being served with 
said notice, shall fail to comply therewith, the Inspector 
of Buildings shall immediately, if in his judgment such 
necessity exists, repair or remove such dangerous build- 
ings, structures or parts thereof, and the amount so paid 
shall be recovered according to law as a debt due from 
the owner of such building or structure to the Mayor and 
Council; but such action of the Council shall not relieve 
such owner, agent, lessee, corporation or company from 
liability to any fine previously incurred. 

Sec. 346. It shall be the duty of the Inspector of 
Buildings to notify the tenants in buildings declared un- 
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safe to vacate said premises, giving them such time as 
in his judgment he deems wise. If, after the expiration 
of such time allowed by the Inspector of Buildings such 
tenants refuse to vacate said premises, said Inspector 
of Buildings shall make complaint to the Chief of Police 
or acting Chief of Police, who shall immediately have 
such tenants removed. 

Sec. 347. Boiler rooms and smoke-houses which may 
hereafter be constructed shall be built throughout of 
incombustible material. All the openings to such boiler 
rooms and smoke-houses shall have shutters and doors 
of metal, or of wood covered on both sides and edged 
with metal in a manner approved by the said Inspector 
of Buildings. Any failure to comply with the require- 
ments of this section shall be punished by a fine not ex- 
ceeding fifty dollars, and a further penalty of ten dollars 
for every day the said failure shall continue, 

Sec. 348. Ladders to scuttles in all new buildings 
hereafter erected shall be constructed of iron, the same 
as the ladders of fire escapes. Any failure to comply 
with the requirements of this section shall be punished 
by a fine not exceeding ten dollars. - 

Sno. 349. Any person or persons. placing any incum- 
brance on the balconies of fire escapes shall subject the 
offender, on complaint of the Inspector of Buildings be- 
fore the Recorder or acting Recorder, to a fine of ten 
dollars for every violation. 


CHAPTER XXV. 


RELATING TO THE ERECTION OF TELEGRAPH 
AROLES. 


SEc. 350. No pole shall be hereafter erected in any 
street in this City by any telegraph company incorpor- 
ated under any law of this State, unless the consent of 
the Mayor and Common Council to such erection shall 
be first obtained, and also the consent in writing of the 
owner of the soil in front of whose property said pole 
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or poles are proposed to be erected. No wire shall be 
stretched across any street of this City or laid under the 
soul of any public street without permission of the Com- 
mon Council. 

Sec. 351. All telegraph poles erected by any com- 
pany organized under any law of this State and author- 
ized to erect a telegraph line within the limits of the 
City of Hoboken shall be straight and free from imper- 
fections; and in length shall be not less than thirty-five 
feet; and in diameter not less than ten inches at the butt 
and five inches at the top. All poles of the length and 
dimensions aforesaid shall be set not less than five feet 
from the ground. Poles exceeding thirty-five feet in 
length shall be set six inches deeper in the ground for 
each additional ten feet in length; and all poles fifty 
feet long and over shall be in diameter not less than 
twelve inches at the butt and six inches at the top. No 
pole shall be set whose diameter shall exceed fifteen 
inches at the butt. 

SEC. 352. All telegraph poles erected within the City 
shall be painted, and kept well painted in two colors, the 
first eight feet above the sidewalk in dark brown, the 
remaining portion in white. No bill posting, marking 
or signs of any kind shall be permitted on such poles, nor 
shall any horse or horses be hitched to the same. All 
telegraph poles erected under this ordinance shall have 
cast iron plates placed thereon, indicating by what com- 
pany the same are erected. 

Sec. 353. All telegraph wires shall be placed so as 
to hang not less than twenty feet above street crossings 
nor less than fifteen feet above the sidewalk over which 
they are drawn. 

Sec. 354. <All poles now erected which do not con- 
form to this ordinance shall be removed upon not less 
than ten nor more than thirty days’ notice, to be given 
by the Street Commissioner to the company controlling 
the same or its officers, and all poles erected in the place 
of those so removed shall conform to the provisions of 
this ordinance. 
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SHC. 355. <All decayed or unsafe poles on any tele- 
graph line shall be removed within twenty-four hours 
after notice given in writing by the Street Commissioner 
to the company or its officers in charge of said line. 

SEC. 356. No wire shall be attached to any pole 
erected by the City for fire alarm purposes without the 
permission of the Common Council. 

Sec. 357. All poles erected under the provisions of 
this ordinance shall be set under the direction and super- 
vision of the Street Commissioner, and the said Street 
Commissioner is hereby charged with the duty of enfore- 
ing a strict compliance with the terms hereof. 

SEC. 358. Any person or company who shall violate 
any of the provisions of this ordinance shall, for every 
such violation, forfeit and pay the sum of ten dollars, *o 
be recovered in the manner provided in the City Charter 
for the violation of City Ordinances. 


CHAPTER XXVI. 
CONCERNING LICENSES. 


Sec. 359. The Mayor and Council of the City of 
Hoboken is hereby authorized to grant licenses, to be 
countersigned by the City Clerk, to so many and to such 
persons as they shall think proper, of good moral char- 
acter, and otherwise qualified according to the provisions 
of this ordinance, and to incorporated companies to keep 
and use for hire, hacks, cabs, omnibuses, stages, carts, 
wagons, street cars, trucks, drays or other carriages or 
vehicles for the transportation of passengers or merchan- 
dise, goods or articles of any description within the City 
of Hoboken; and also to drivers, hackmen or cartmen 
of licensed vehicles other than the owners thereof; also 
to licensed musicians as hereinafter described; and also 
to bill posters, and also to erect and use bill-boards. The 
Common Council may from time to time grant license 
under the hand of the Mayor and the Seal of the City, 
attested by the City Clerk, to so many and such persons 
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as they shall think proper, of good moral character, and 
otherwise qualified according to the provisions of this 
ordinance, to carry on the trade or business or to act in 
the capacity of scavengers, hawkers, peddlers, licensed 
venders, auctioneers, pawnbrokers, junk shop keepers 
and junk dealers not having a permit and fixed place 
of business.. | ; 

Sec. 360. <All licenses granted for the purposes men- 
tioned in this ordinance, except those granted to 
passenger railway companies for the use of street cars, 
shall expire on the first. Monday of June next after the 
same shall be granted, and shall respectively state the 
purpose for which the same shall be granted, the number 
of the license and the location thereof, and ‘the name of 
the person licensed. All such licenses may be renewed 
annually by the Mayor and Common Council, subject in 
all things s to the same conditions, provisions and charges 
as in and for the original license. 

Suc. 361. There shall be charged to each person 
licensed as aforesaid, and paid to the City Clerk for the 
use of the City on issuing the licenses mentioned in this 
chapter, the following sums: 

For each hack, cab, omnibus, stage, carriage, cart, 
wagon, truck or dray, five dollars; 

For each hawker or peddler, five dollars; 

For each hawker, peddler or licensed vender with the 
privilege of using one wagon or cart, ten dollars; 

For each auctioneer, twenty-five dollars; 

For each pawnbroker, fifty dollars; 

For each junk shop keeper, with the DUNES of using 
one wagon or cart, ten dollars; 

Kor each junk dealer, with the privilege of using one 
wagon or cart, ten dollars; : 

For each and every licensed musician, ten dollars; 

For each bill-poster, ten dollars; 

Tor each person carrying on the trade of selling beer 
in bottles, fifty dollars. 

In addition to the payment of the above license fees 
each person shall pay to the City Clerk the sum of two. 


108 CITY ORDINANCES. 


dollars as his fee for issuing such license. 

SEc. 362. Whenever any license hereafter issued to 
the owner or driver of any hack, cab, omnibus or other 
carriage or vehicle for the transportation of passengers 
within the City of Hoboken, a badge containing the num- 
ber of such license shall be given to such owner or driver, 
who shall wear the same in a conspicuous plate upon his 
person while engaged in such occupation. 

Sec. 363. The said person so furnished with a badge 
shall deposit the sum of fifty cents with the City Clerk, 
which sum of money on the expiration of his license and 
the return of said badge to the City Clerk shall be re- 
turned to such person; and if such badge is not returned 
to the City Clerk within six months after the expiration 
of such license, such Clerk shall pay the money so remain- 
ing in his hands to the Comptroller, and the licensee shali 
forfeit the same. 

SEc. 364. Any person so licensed who shall refuse or 
neglect to procure or wear the badge as aforesaid shall 
pay a penalty of five dollars for every such offense, and 
his license shall be revoked. 

SEC. 365. Every person hereafter licensed as a ven- 
der, cartman, hackman, junk-man or. scavenger shall, on 
procuring such license, obtain from the City Clerk two 
plates, to be furnished by the City, indicating the number 
of such license and the time during which the same shall 
be in force, and shall cause one of said plates to be im- 
mediately thereafter fastened by firmly screwing or nail- 
ing the same in a conspicuous place on each side of the 
truck, omnibus, stage, cart, wagon, dray or other car- 
riage or vehicle so licensed; provided that one plate 
shall be firmly fastened in the lamp on each side of all 
the hacks, cabs, coupes and coaches, under a penalty of 
ten dollars for every day such carriage or vehicle shall 
be used or run without having such plates so fixed as 
aforesaid. : 

Sno. 366. Any person mutilating, disfiguring, loaning 
or selling or otherwise disposing of any plate or plates 
so furnished as aforesaid, shall pay a penalty of five 
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dollars for each and every offense. 

Sec. 367. No person shall play upon or use for the 
purpose of making music, any instrument called or com- 
monly known as a “hand organ” on the streets, avenues 
or public places in this City, without having first pro- 
cured a license for that purpose. AIl such licensees shali 
be called “organ grinders” and licensed as such. Any 
person violating the provisions of this section shall fox- 
feit and pay a penalty of twenty-five dollars for eaci 
and every violation thereof. 

Sec. 368. Every person and every member of any 
band of musicians using either string or wind instru- 
ments, who shall play thereon from house to house and 
ask for or receive any contributions of money from peo- 
ple for so playing, shall be required to take out a license 
for the privilege aforesaid, and every person who shali 
play upon any string or wind instrument in the publie 
street from house to house and ask or receive any con- 
tributions of money from people for so playing without 
first taking out a license, as hereinbefore provided, shall 
on conviction thereof forfeit and pay a penalty of fifty 
dollars for each offense. 

Sec. 369. The City Clerk is hereby authorized and 
directed to furnish every person so licensed a shield or 
badge with the words “Licensed Musician” printed across 
the face thereof, which shield or badge shall be worn by 
the licensee in some conspicuous place upon his person. 
All such licensees shall be called “Licensed Musicians” 
and shall be’ licensed as such. Any person licensed as 
aforesaid, who shall fail or refuse to wear said shield or 
badge as aforesaid as above required, shall on conviction 
thereof forfeit and pay a penalty of fifty dollars. 

Sec. 370. . Every person licensed as a hawker or a 
peddler shall on procuring such license obtain from the 
City Clerk, who is hereby directed to furnish the same, 
a suitable badge or shield, and shall deposit with the City 
Clerk therefor a sum equal to the cost thereof, not to 
exceed the sum of one dollar; at the expiration of said 
license or on the surrender thereof such badge or shield 
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shall be returned by the licensee to the City Clerk, who 
shall thereupon return the deposit fee made therefor, and 
if any licensee shall fail so to return his said badge or 
shield he shall be subject to a fine or penalty of five 
dollars. Every person licensed as aforesaid shall, while 
engaged in his business as a hawker or a peddler, expose 
his badge or shield to public view by wearing the same 
upon some conspicuous place upon his person; if any 
person so licensed shall fail so to do his license shalt 
thereupon be immediately revoked, and he shall be sub- 
ject to a fine or penalty of five dollars. 

Sec. 371. Any person who shall pursue or carry on 
the business or occupation of cartman, hawker, junk- 
man, scavenger owner or driver of any hack, car, omni- 
bus, stage, truck, carriage or vehicle used for the trans- 
portation “of passengers, baggage, merchandise, goods 
and articles of any kind within the limits of this “City, 
without first procuring a license therefor as provided by 
this ordinance shall forfeit and pay a penalty of ten 
dollars for each and every offense. 

SEC. 372. Any person who shall pursue or carry on 
the trade or business of an auctioneer or pawnbroker, 
of this City without first procuring a license therefor as 
provided by this ordinance, shall forfeit and pay a pen- 
alty of fifty dollars for each and every offense. 

Sno. 373. Any person who shall carry any bag, bas- 
ket or other thing used in the collection of rags, paper 
and other articles commonly known as junk or engage 
in the collecting of such rags, paper and other articles, 
without having first obtained a license for such purpose 
as required by this ordinance, shall forfeit and pay a 
penalty of twenty-five dollars for each and every offense. 

Sec. 374. Any person within the City engaging in the 
business of buying or selling old rope, old iron, brass, tin, 
copper, lead, rags, glass, paper and any other materia! 
commonly known as junk, and using in said business a 
wagon or cart, and not having a permanent and fixed 
place of business, without obtaining a license for that 
purpose as required by this ordinance, shall forfeit anc 


CITY ORDINANCES. 111 


pay a eneates of twenty- -five dollars for each and every 
offense. 

Src. 375. No person or persons, company or corpora: 
tion shall post bills or erect, maintain or use bill-boards 
in or upon the streets of this City without a license first 
had and obtained for that purpose. No person or per- 
sons, company or corporation shall post any bill or bills 
or erect, maintain or use any bill-board in front of any 
premises unless the consent of the owner of the premises 
in front of which said bill is posted or bill-board erected, 
be first obtained. No bill-board license shall be granted 
unless the person applying therefor shall first file with 
the City Clerk the written consent of the owner of the 
premises in front of which said bill-board is erected. 
Every bill-board shall have conspicuously painted upon 
it the name or names of the person or persons, Company 
or corporation owning and to whom a license has been 
issued for the same; and no person or persons shall post 
any bill upon any such board except the licensed owner 
of the same or his or her authorized agents. 

Any person or persons, company or corporation violat 
ing any of the provisions of of this section shall forfeit 
and pay a penalty of fifty dollars. 

Sec. 376. Every person to whom a license shall b> 
vranted as a scavenger or night scavenger shall enter 
into a bond with the Mayor and Common Council of the 
City of Hoboken, with eood and sufficient surety to be 
approved by the Mayor and Council, in the penal sum of 
five thousand dollars, conditioned for the due observance 
of all ordinances of the City of Hoboken and ordinances 
and regulations of the Board of Health now existing or 
which may be hereafter adopted, respecting scavengers, 
night scavengers or the conduct of their business. 

Sec. 377. No person shall carry on the business or 
act in the capacity of a scavenger or night scavenger 
or clean out or remove the contents of any sink or privy 
without being first licensed for that purpose by the Com. 
mon Council, and no person shall keep and use or drive 
any scavenger cart or wagon of any night scavenger, cart 
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or wagon within the City of Hoboken without the 
Same being licensed as aforesaid, under the penalty of 
fifty dollars for each and every violation of any of the 
provisions of this section. 

Sec. 378. Every person licensed as a night scavenger 
as soon as licensed shall cause his name to be marked 
in plain letters, and the number to be marked in plain 
figures at least ten inches in length, in a conspicuous 
place on each side of the cart or wagon so licensed, under 
the penalty of ten dollars for every day he shall use or 
employ any such cart or wagon, without having the same 
so designated. 

Sec. 379. It shall not be lawful for any person 
licensed as a night scavenger to hire out or sub-let anv 
night scavenger cart or wagon to any person or persons 
not licensed to act in the capacity of night scavenger, 
under the penalty of twenty-five dollars for each and 
every violation of the provisions of this section. 

Sec. 380. No night scavenger, collector of bones, or 
any person shall stop or leave any night scavenger 
wagon, cart or any other vehicle containing any offensive 
matter on any street, highway, avenue or alley for a 
longer period than is actually necessary to collect the 
material for which said wagon, cart or vehicle is then 
being used, nor leave any such wagon, cart or vehicle 
when not in use on any premises, street, avenue or alley 
where the same may become a nuisance to the occupants 
of other premises, under a penalty of not less than five 
dollars nor more than twenty-five dollars for each offense. 

Suc. 381. Every license heretofore granted or which 
shall hereafter be granted may be suspended or revoked 
by the Mayor and Council on satisfactory cause appear- 
ing to them for so doing; and during such suspension, 
or after such license shall be revoked, such license shall 
be inoperative and of no effect; and if any person shall, 
after such revocation of his license, continue to pursue 
the business or calling for which he may have been li- 
censed, he shall forfeit and pay the sum of twenty-five 
dollars for every offense, provided that the Mayor and 
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Council may, for good cause to them appearing, restore 
his license to any person whose license they may sv 
revoke. 

Sec. 382. It shall be the duty of the City Clerk to 
keep a register of all licenses eranted by the Mayor and 

Jommon Coune il, wherein shall be stated the number of 
the license, the location thereof, to whom issued, and the 
date thereof. The licenses of the different classes of 
vehicles mentioned herein shall be kept by distinct mem- 
bers in separate parts of said register. 

SEC. 383. Every hack, cab or other carriage for the 
transportation of passengers licensed as aforesaid, ex- 
cept omnibuses and stages, when driven or used in the 
night shall have fixed upon some conspicuous part of the 
outside thereof, two lighted lamps with plain g elass fronts 
and sides, and the number of the license of such vehicle 
in plain, legible figures at least two inches in length, 
without any other figures or device, painted with black 
paint upon each of the said lamps in such a manner that 
the same may be distinctly seen and known; and the 
owner or driver of every hack, cab or other carriage as 
aforesaid which shall be driven or used in the night with- 
out complying with this provision shall severally forfeit 
and pay the sum of ten dollars for each and every offense. 

Sec. 384. Every omnibus or stage for the transporta- 
tion of passengers, licensed as aforesaid, when driven or 
used in the night, shall have fixed upon the inside of the 
front of such omnibus or stage a sufficiently lighted lamp 
or candle, and shall have the number of its license in 
plain, legible figures at least three inches in length, with- 
out any other figures or device, painted on each front 
side sash-light of such omnibus or stage in such a man- 
ner that the same may be distinctly known and seen by 
persons either inside or outside; and the owner or driver 
of any omnibus or stage as aforesaid which shall be 
driven or used in the night without complying with this 
provision, shall severally forfeit and pay the sum of ten 
dollars for each and every offense. 

SeEc. 385. No person shall hawk or peddle any mer- 
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chandise, goods or articles of any description within the 
City of Hoboken or shall drive any peddler’s cart or 
wagon within said City without being licensed as a hawk- 
er, peddler or licensed vender by the Common Council 
as hereinbefore provided, under the penalty of ten dol- 
lars for each and every offense. | 

SEc. 386. All sales at public auction within the City 
of Hoboken shall be made by a licensed auctioneer. 

SEC. 387. Every license which shall be granted to 
an auctioneer shall designate the house or place in which 
the person receiving such license shall be authorized to 
carry on such business; but on special occasions such 
licensed auctioneer may act as an auctioneer at any other 
place or places where his services may be required. 

Sec. 388. No person or persons shall sell or attempt 
to sell at public auction within said City any goods, chat- 
tels or personal property whatever without being li- 
censed for that purpose by the Mayor and Council as 
hereinbefore provided, under the penalty of fifty dollars 
for each and every offense. 

Sec. 389. Nothing contained in the foregoing pro- 
visions of this ordinance shall be construed to apply to 
the sale made at public auction under and by virtue of 
legal process. 

Sec. 390. No license shall be granted to any person 
carrying on the business of a pawnbroker unless he shall 
be a resident of the City of Hoboken and a citizen of the 
United States. 

Srec. 391. No person shall be licensed as a keeper of 
a junk shop unless he shall be a resident of the City of 
Hoboken and a citizen of the United States. 

Sec. 392. Every person to whom license shall be 
eranted as the keeper of a junk shop shall enter into 
bonds to the Mayor and Common Council of the City of 
Hoboken, with good and sufficient surety to be ap- 
proved by the Mayor and Council, in the penal sum of 
five hundred dollars, conditioned for the due observance 
of all such ordinances of the City of Hoboken as may be 
passed or enforced respecting junk shops and the keepers 
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of junk shops at any time during the continuance of such 
license. | 

SEc. 393. Every license which shall be granted to any 
keeper of a junk shop shall designate the house or place 
in which the person receiving such license shall be 
authorized to carry on said business. 

Suc. 394. Every keeper of a junk shop so licensed 
as aforesaid shall be authorized to keep at such house or 
place what is commonly called a junk shop for the pur- 
pose and sale of junk, rags, old rope, old iron, brass, 
copper, tin, lead and other old metals, old bottles, old 
glass or old tinware, or any second hand article; and it 
shall be lawful for any keeper of a junk shop so licensed 
as aforesaid to keep, use and drive a cart or carts, wagon 
or wagons in the City of Hoboken for the purchase and 
sale of junk, rags, old rope, old iron, brass, copper, tin, 
lead and other old metals, old bottles, old glass or old 
tinware, provided that each cart or wagon so kept, used 
or driven by him shall be duly and separately licensed, 
and that every such cart or wagon shall be marked with 
his name, at length the street and number of his place 
of business, and the number of his license in plain let- 
ters and figures at least two inches in length. 

Src. 395. No keeper of a junk shop shall receive in 
the line of his business any article or thing by way of 
pledge or pawn; nor shall he loan or advance any sum 
of money on the security of any such article or thing, 
under the penalty of twenty-five dollars for each and 
every offense. 

Src. 396. No keeper of a junk shop shall receive or 
purchase any goods, article or thing whatsoever from 
any minor, apprentice or servant, under the penalty of 
twenty-five dollars for each and every offense. 

Sec. 397. No keeper of a junk shop shall receive or 
purchase in the way of his business, any goods, article 
or thing whatsoever from any person or persons 
whomsoever, between the setting of the sun and the hour 
of seven o’clock in the morning, under the penalty of 
twenty-five dollars for each and every offense. 
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Suc. 398. Every keeper of a junk shop shall provide 
and keep a book in which shall be fairly written at the 
time of each purchase a description of the article so 
purchased, the name and residence of the person or per- 
sons from whom such purchase was made, and the day 
and hour of such purchase. 

Src. 399. The said book shall, at all reasonable times, 
be open to the inspection of the Mayor and Council, 
Chief of Police, City Attorney and the Recorder in and 
for the City of Hoboken, or any or either of them; or 
of any person who shall be duly authorized in writing 
for that purpose by any or either of them, and who shall 
exhibit such written authority to such keeper of a junk 
shop. 

Sec. 400. Every keeper of a junk shop who shall 
violate or neglect or refuse to comply with any or either 
of the provisions of sections 398 and 399 of this ordinance, 
shall for every such offense forfeit and pay the sum of 
fifty dollars. 

Sec. 401. No pawnbroker shall, during the continu- 
ance of his license as such, receive or hold a license to 
carry on the business or trade of keeper of a junk shep; 
and no keeper of a junk shop shall, during the continu- 
ance of his license as such, receive or hold a license to 
carry on the business of a pawnbroker. 

Src. 402. No person shall use, exercise or carry on 


the business or trade of a pawnbroker or a keeper of a 


junk shop without being licensed for that purpose by 
the Common Council as aforesaid, or shall carry on any 
such business at any other house or place than the one 
designated in such license, or shall continue to carry on 
such business after such license may have been revoked, 
under the penalty of fifty dollars for each and every 
offense. 

Src. 403. Every pawnbroker and keeper of a junk 
shop licensed as aforesaid, shall have and keep a sign 
on the outside and in front of his shop or other place used 
by him for carrying on such business, on which shall be 
plainly set forth in conspicuous letters his name and his 
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licensed business, under the penalty of ten dollars for 
each and every week he shall make use of such shop or 
other place as aforesaid without having such sign so 
put up and maintained. 

Suc. 404. In case any person so licensed as aforesaid. 
shall remove his shop or place of business from the place 
designated in said license, he or she shall immediately 
give notice thereof to the Mayor and Common Council, 
and have the same endorsed upon such license, and the 
number of his shop and place of business shall there- 
upon be changed on the sides of the cart or wagon used 
by such licensed person and made to correspond with 
such change of shop or place of business. 

Sec. 405. If any goods, article or thing shall be ad- 
vertised in any daily newspaper printed and published 
in the City of Hoboken, as having been lost or stolen and 
if the said goods, article or thing, or any such answering 
to the description of the goods, article or thing so adver- 
tised, or any part or portion thereof, shall then be or 
thereafter come into possession of any pawnbroker or 
keeper of a junk shop, he or she shall forthwith give in- 
formation therefor in writing at the office of the Chief 
of Police, and shall also state from whom the same were 
received, under the penalty of fifty dollars for every neg- 
lect or offense. ° ‘ 

Sec. 406. Every pawnbroker or keeper of a junk shop 
who shall receive or be in possession of any goods, arti- 
cles or things which may have been lost or stolen, or 
alleged or supposed to have been lost or stolen, shall 
forthwith, on a demand to view the same, exhibit the 
same to the Mayor and Council, Chief of Police, or the 
Recorder, or any policeman who may be authorized by 
any of the. above mentioned officers or magistrate to 
make such demand, under the penalty of fifty dollars for 
every neglect or refusal so to do. 

Sec. 407. Any person who shall violate any or either 
of the provisions of this chapter to which no penalty 
is attached in any preceding section of this chapter shall 
forfeit and pay the sum of ten dollars for each and every 
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offense. 

Src. 408. The Common Council shall from time to 
time appoint some suitable person License Inspector of 
the City of Hoboken, who shall, under the supervision, 
direction and regulations of the Committee on Licenses 
of the Common Council, make inspection and examina- 
tion respecting all matters of licenses in the City of 
Hoboken, except such permits as are now collected by 
the police authorities of said City, and shall report 
monthly in writing to said Committee on Licenses, which 
said Committee shall present said report to the Common 
Council. 


CHAPTER XXVIII. 


RELATING TO THE REMOVAL OF ASHES AND 
GARBAGE. 


Src. 409. It shall not be lawful for any person to 
disturb or in any way interfere with the garbage or 
refuse matter deposited in some suitable receptacle for 
removal upon the streets or sidewalks by the owner or 
occupant of any dwelling or tenement in this City, except 
the authorized contractor of this City, their agents or 
employees, without the consent of such owner or occu- 
pant, and any person guilty of a violation of this ordi- 
nance shall on conviction thereof pay a fine of five dollars. 

Sec. 410. It shall be the duty of the contractor or 
contractors who shall agree to remove and carry away 
such ashes, offal, garbage and other refuse matter as, 
aforesaid, to furnish a suitable number of carts or wag- 
ons, without charge, and to employ such carts or wagons 
in removing and carrying away such ashes, offal, garbage 
and other refuse matter to such place or places as may 
be authorized in accordance with the terms of the 
contract. 

Src. 411. The inhabitants or housekeepers of the 
City are hereby required to have all ashes, offal, garbage 
and other refuse matter on their respective premises, 
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ready for the contractor, in light tubs, barrels, boxes or 
buckets; and on the ringing of a bell by the said con- 
tractor or upon such other and sufficient notice, the said 
inhabitants or housekeepers are required to permit the 
contractor to remove and carry away said ashes, offal, 
garbage and other refuse matter as aforesaid; and it 
shall be the duty of the owner or tenant of the premises 
to remove such receptacles within one hour after the 
same shall have been emptied by the contractor. 

Any person who shall neglect or refuse to comply with 
any of the provisions of this section, and shall allow or 
permit any offal or garbage to remain in or upon the 
premises occupied by him or her, after such premises 
have been so visited by a contractor as aforesaid, shall 
forfeit and pay ten dollars for every such offense. 


CHAPTER XXVIII. 


RELATING TO WEIGHTS AND MEASURES, AND 
PRESCRIBING THE DUTIES OF THE 
CITY SEALER OF WEIGHTS AND MEAS- 
URES. ¢ 


Sec. 412. It shall be the duty of the City Sealer of 
Weights and Measures and he is hereby authorized to 
inspect and examine, at least once in each and every 
year, and as much oftener as he may think proper, all 
weights, measures, scale-beams, patent balances, steel- 
yards and other instruments used in weighing or meas- 
uring any article intended to be purchased or sold in the 
City of Hoboken. 

Src. 413. All persons using weights, measures, scale- 
beams, patent balances, steelyards or any other instru- 
ment in weighing or measuring any article intended to 
be purchased or sold in the City of Hoboken, shall cause 
the same to be sealed and marked by the City Sealer of 
Weights and Measures in said City. All measures of 
extension on counters or other fixtures shall be marked 
by brass-headed nails, or nails of such other material and 


120 CITY ORDINANCES. 


of such size as may be plainly seen and distinguished. 

Suc. 414. Any person who shall in weighing or meas- 
uring any article for purchase or sale within the City of 
Hoboken, use any weight, measure, scale-beam, patent 
balance, steelyard or other instrument not sealed and 
marked as is required by section 413 of this ordinance, 
shall forfeit and pay twenty-five dollars for every such 
offense. 

Sec. 415. All weights, measures, scale-beams, patent 
balances, steelyards and other instruments for weighing 
or measuring, to be sealed and adjusted by the City 
Sealer of W eights and Measures in the City of Hoboken 
shall be made conformable to the standard of weights 
and measures of this State, and shall be marked by ‘him 
with the initials of his name, and the year in which the 
same shall be sealed and marked. 

Sec. 416. If any person shall use in the City of Ho- 
boken, in weighing or measuring as aforesaid, any 
weight, measure, scale-beam, patent balance, steelyard 
or other instrument which shall not be conformable to 
such standard, or shall use in weighing as aforesaid any 
scale-beam, patent balance, steelyard or other instru- 
ment which shall be out of order or incorrect, or which 
shall not balance, he, she or they shall forfeit and pay 
twenty-five dollars for every such offense; and if any 
such weight, measure, scale-beam, patent balance, steel- 
yard or other instrument shall be found in the possession 
of any dealer or vender, such possession shall be deemed 
and taken as prima facie evidence of the use thereof 
by the person or persons in whose possession the same 
is found. | 

Src. 417. The Weighmaster shall be entitled to re- 
ceive and demand the following fees for inspecting and 
examining weights, measures, “scale- -beams, patent bal- 
ances. steelyards and other instruments for weighing and 
measuring used in the City of Hoboken: 

For every weight of fourteen pounds or upwards, three 
cents; 

For every weight of a smaller denomination, one and 
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a half cents; 

For every liquid measure, two cents; 

lor every yard and dry measure, three cents; 

For every scale-beam, patent balance, steelyard or 
other instrument for weighing, three cents. 

SEc. 418. All weights, measures, scale-beams, patent 
balances, steelyards and other instruments used for 
weighing and measuring shall be inspected and exam- 
ined at the stores and places where the same may be 
used; but in case they or any of them shall be found not 
conformable to the standard of this State, they may be 
adjusted, sealed and marked by the said Weighmaster 
at the store or place where the same may be used, or 
they shall be sent by the owner thereof, at his expense, 
to the office of the, Weighmaster for the purpose of be- 
ing adjusted, sealed and marked within three days after 
the owner thereof shall be required so to do in writing 
by the said Weighmaster, under the penalty of ten dol- 
lars for every such neglect. . 

Suo. 419. It shall not be lawful for the said W eigh- 
master to make the aforesaid charges for inspecting and 
examining weights, measures, scale-beams, patent bal- 
ances, steelyards or other instruments used for weighing 
and measuring more than once in each year, unless they 
shall be found not conformable to the standard. 

Src. 420. The said Weighmaster shall be entitled to 
demand and receive the following fees for sealing and 

marking weights, measures, scale- beams, patent bal- 
ances, steelyards and other instruments for weighing and 
measuring used in the City of Hoboken: 

lor sealing and marking any scale- -beam, patent bal- 
ance, steelyard or other instrument in the City of 
Hoboken, as follows: 

If the same be gauged to weigh one hundred pounds 
and under, twelve cents; and if from one hundred pounds 
to two hundred and fifty pounds inclusive, twenty-five 
cents; from two hundred and fifty pounds to five hundred 
pounds inclusive, fifty cents; for five hundred pounds to 
one thousand pounds inclusive, seventy-five cents; for 
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. one thousand pounds to fifteen hundred pounds to two 
thousand pounds inclusive, one dollar and fifty cents, and 
over two thousand pounds, two dollars. 

lor sealing and marking measures of extension on any 
counter or other fixture, for one yard, together with its 
sub-divisions so measured, sealed and marked, the sum 
of twenty-five cents; and for every additional yard with 
its sub-divisions so sealed and marked, the sum of twelve 
cents. The owner of such counter or other fixture shall 
furnish the proper nails for marking such measures. For 
sealing and marking all other measures of extension, at 
the rate of twelve cents per yard, but not to exceed fifty 
cents for any measure. [or sealing and marking every 
weight, three cents. For sealing and marking: liquid 
and dry measures: For every measure under one gallon, 
three cents; for one gallon and over, five cents each 
gallon. For sealing and marking every measure of half 
a bushel, ten cents; and for every measure of a smaller 
denomination, five cents; and for every measure of one- 
half bushel or over, twenty-five cents. 

SEc. 421. The fees of the said Weighmaster shall be 
paid by the owner or person in possession of the weights, 
measures, scale-beams, patent balances, steelyard or 
other instruments used for weighing and measuring at 
the time the same shall be inspected and examined or 
sealed and marked as aforesaid; and in default thereof 
such owner or person shall forfeit and pay twenty-five 
dollars for such default. 

Sec. 422. The Weighmaster shall have charge of all 
the standard beams, weights and measures belonging to 
the City, and shall carefully keep and preserve the same; 
and upon the expiration of his term of office or his resig- 
nation thereof, or removal therefrom, deliver the same 
to his successor in office or to any person duly author- 
ized by the Council to take possession thereof. 

Src. 423. That in lieu of the fees allowed by this 
ordinance the Weighmaster shall charge for and receive 
for inspecting and examining every weight of fourteen 
pounds or upwards, two cents; 
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For a weight of smaller denomination, one cent; 

For every liquid measure, two cents; 

lor every yard and dry measure, two cents. 

For every scale-beam, patent balance, steelyard or 
other instrument in the City of Hoboken, as follows 

If the same be gauged to weigh one hundred pounds 
and under, nine cents; and if from one hundred pounds 
to two hundred and fifty pounds inclusive, eighteen 
cents; from two hundred and fifty pounds to five hun- 
dred pounds inclusive, thirty-five cents; from five hun- 
dred pounds to one thousand pounds inclusive, fifty 
cents; from one thousand pounds to fifteen hundred 
pounds inclusive, seventy-five cents; from fifteen hun- 
dred pounds to two thousand pounds inclusive, one dol- 
lar; and over two thousand pounds, one dollar and 
twenty-five cents. 

Sec. 424. No person. shall refuse to exhibit any 
weights, measures, scale-beams, patent balances, steel- 
yards or other instruments to the City Sealer of Weights 
and Measures for the purpose of being examined and 
inspected as aforesaid, under the penalty of twenty-five 
dollars for every such offense. 

Sec. 425. No person shall in any way or manner ob- 
struct, hinder or molest the said Sealer of Weights and 
Measures in the performance of his duties as hereby im- 
posed upon him, under the penalty of twenty-five dollars 
for every such offense. 

Sec. 426. All weights, measures, scale-beams, patent 
balances, steelyards and other instruments used for 
weighing and measuring, shall be inspected and exam- 
ined at ‘the stores and places where the same may be 
used; but in case they, or any of them, shall be found 
not conformable to. the standard of this State, they may 
be adjusted, sealed and marked by the said City Sealer 
of Weights and Measures at the store or place where the 
Same may be used, or they shall be sent by the owner 
thereof, at his expense, to the office of the City Sealer 
for the purpose of being adjusted, sealed and marked, 
within three days after. “the owner thereof shall be re- 
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quired so to do in writing by the said Sealer, under the 
penalty of ten dollars for every such neglect. 

Suc. 427. It shall be the duty of the said Sealer 
of Weights and Measures to keep a register of all the 
weights, measures, scale-beams, patent balances, steel- 
yards and other instruments used for weighing or meas- 
uring, inspected and examined by him, in which he shall 
State the names of the owners of the same, and whether 
the same on inspection were found to be correct; and, 
if found to be incorrect, whether the same were properly 
adjusted, sealed and marked by him. Such register 
Shall be kept in his office in a book to be provided for 
that purpose, and at the close of each and every fiscal 
year he shall file a duplicate of said register in the office 
- of the City Clerk. ; 

SEC. 428. It shall not be lawful for the City Sealer 
of Weights and Measures to sell any weights, measures, 
scale-beams, patent balances, steelyards or other instru- 
ments to be used for weighing, or measuring or to offer 
or expose the same for sale in the City of Hoboken, under 
the penalty of fifty dollars for every such offense. 

Sec. 429. The City Sealer of Weights and Measures 
Shall have charge of all the standard beams, weights and 
measures belonging to the City, and shall carefully keep 
and preserve the same; and upon the expiration of his 
term of office or his resignation thereof or removal there- 
from, he shall forthwith, on demand, deliver the same | 
to his successor in office or to any person duly author- 
ized by the Common Council to take possession thereof. 


CHAPTER XXIX. 


RELATING TO ASSESSMENTS FOR LOCAL IM- 
PROVEMENTS. 


Suc. 430. That when the Commissioners of Assess- 
ment of the City of Hoboken shall have determined upon 
any assessment for any improvement and shall have 
made a table or statement showing each lot or parcel 
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of land which may be assessed, and the amount to be 
assessed thereon, and the name of the person or persons 
to whom such parcels will be respectively assessed, they 
shall before reporting such assessment to the Council, 
give a written or printed notice to each person proposed 
to be assessed, which notice shall be served personally 
upon the owner of each parcel or lot so to be assessed, 
if such owner can be found in the City, and if such owner 
can not be found in the City then such notice shall be 
mailed to him or her if his or her post office address can 
be ascertained, postage pre-paid; and if such address 
can not be found, then such notice shall be posted on 
the property to be assessed ten days before the time of 
hearing objections hereinafter mentioned, which notice 
shall inform the person to be assessed of the property 
which will be assessed, and of the amount of such as- 
sessment, and what the same is for, and shall inform 
such owner of the time and place, when and where any 
objections to said proposed assessment will be heard. 

SHC. 431. That at such time and place said Commis- 
sioners shall hear and consider any objections presented, 
and having considered the same they shall correct said 
proposed assessment if they shall determine any correc- 
tions to be necessary, and shall thereupon report such 
assessment to the Council, and in case no one shall ap- 
pear to object such assessment shall forthwith be re- 
ported to the Council, and any report shall state what 
objections were made, if any, and what corrections were 
made, if any. 

Snc. 432. That said Commissioners shall determine 
the proper expense to be incurred in each case for the 
giving of the said notices, and shall include the said ex- 
pense as part of the incidental cost of such improvement, 
and shall assess the same according to law. 

Suc. 433. The compensation to be paid to the Com- 
missioners of Assessment shall be a percentage on the 
total amount of contractor’s bill for each improvement 
for which assessment is made, which percentage shall 
be equally divided among the said Commissioners. 
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Sec. 434. That the percentage to be paid to said 
Commissioners shall be as follows, to wit: On all im- 
provements the contract cost of which does not exceed 
five thousand dollars ($5,000), one and one-half per 
centum on such cost; on such costs over five thousand 
dollars and not exceeding fifteen thousand dollars, eight- 
tenths of one per centum; on such costs over fifteen 
thousand dollars and not exceeding twenty-five thou- 
sand dollars, five-tenths of one per centum; on such 
costs over twenty-five thousand dollars and not exceed- 
ing fifty thousand dollars, three-tenths of one percentuin; 
on such costs over fifty thousand dollars and not exceed- 
ing one hundred thousand dollars, two-tenths of one per 
centum; and on such costs over and above one hundred 
thousand dollars, one-tenth of one per centum. 

Sec. 435. That in case a re-assessment of any im- 
provement previously assessed by said Commissioners 
shall be directed by the Council, the said Commissioners 
shall not be entitled to extra compensation. 

Sec. 436. That the compensation to which said Com- 
missioners are entitled to under this ordinance shall be 
added to and included in the cost of the improvement on 
which the compensation is payable, and shall be assessed 
in the same manner as other costs of said improvement. 

Sec. 437. That the map entitled “Assessment Map 
of the City of Hoboken, Hudson County, N. J., made 
from joint surveys by Messrs. Charles B. Brush and 
Beyer & McCann, City Surveyors, 1891,” be and the same 
is hereby constituted the official map of the City for the 
purposes for which the same was made. 

Sec. 438. That it shall be the duty of the City Clerk, 
Water Registrar, Assessor, Collector and City Surveyors 
and other officials in making out bills for taxes, water 
rents and assessments to conform to the method of desig- 
nating property and numbering blocks, lots and houses 
by using the system laid down on said map. 

Sec. 439. That all buildings erected or to be erected 
in the City of Hoboken shall be numbered hereafter to 
correspond with the numbers shown on said map. 


CITY ORDINANCES. IF 
CHAPTER XXX. 
RELATING TO THE SINKING FUND. 


Sec. 440. That there shall exist in the City of 
Hoboken a board to be known as the Sinking I-und Com- 
missioners, to be constituted of the Mayor, City Treas- 
urer, Comptroller, Chairman of the Committee on I[‘i- 
nance of the Council and the Corporation Attorney, of 
which number the Mayor shall be ex-officio President. 

Sec. 441. That the members of such board shall 
serve without salary or other compensation than that 
received for the performance of the duties for the respect- 
ive offices to which they are elected or appointed, and 
they shall have full power and authority, and it shall 
be their duty to order the safe investment of any and 
all moneys which the City may receive from the collec- 
tion of taxes, assessments or other sources which may 
be specially pledged in the tax appropriation of any year 
by legislative act or otherwise for the payment of the 
principal and interest, or either, on any bonds heretofore 
issued or hereafter to be issued by authority of law by 
the Mayor and Common Council of the City of Hoboken. 

Sec. 442. That the said Sinking Fund Commission- 
ers shall have power to invest and re-invest the moneys 
which shall come to their hands as aforesaid in bonds 
of the City, County, State or of the United States, at the 
best rate of interest which the said Sinking ['und Com- 
missioners may be able to receive upon said investment. 

Sec. 443. That the said Commissioners shall create 
a fund to be known as the “Sinking Fund” into which 
all moneys collected by any department of the City gov- 
ernment for the purpose aforesaid shall be placed, under 
the jurisdiction and control of the said “Sinking Fund 
Commissioners” so to be invested as aforesaid. 

And the said Commissioners shall have power and they 
are hereby authorized to designate the bank or banks 
where the moneys in the fund so created shall be de- 
posited; and said money shall be deposited only in the 
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name of the “Sinking Fund Commissioners of the City 
of Hoboken,” and not in the name of any official. That 
Said money so deposited shall be drawn out for the pur- 
poses aforesaid only upon a warrant or draft properly 
signed by the Mayor of said City as President of said 
board, countersigned by the Comptroller of the City as 
Secretary of such board; and that the members of the 
said board before entering upon the performance of the 
duties of their office shall qualify for the same in a bond 
to be approved by the Mayor and Common Council of 
the City of Hoboken in the sum of five thousand dollars, 
excepting when said members have already furnished 
in their official capacity to the City a bond for the per- 
formance of the duties of their respective offices. 

Sec. 444. That the said “Sinking Fund Commission- 
ers” shall meet at the City Hall on the first Monday in 
June-in each year and as often thereafter as the Mayor, 
as President of said board, may find it necessary to con- 
vene the said commission for the purpose of performing 
their duties under this ordinance. | : 


CHAPTER XXXII. 


CONCERNING THE LICENSING AND REGULA- 
TION OF. THEATRES “AND «CONCERT 
HALLS. 


Sec. 445. No person or persons shall manage or ex- 
hibit within the limits of the City of Hoboken any 
theatre or theatrical establishment, unless such person 
or persons shall first obtain a license for said purpose 
as hereinafter mentioned, under a penalty of one hun- 
dred dollars for each and every exhibition given in such 
theatre or theatrical establishment. 

Src. 446. That the Mayor and Council of the City 
of Hoboken, on written application to them for that pur- 
pose made, in their discretion, give or grant permission 
to any person or persons to manage or exhibit any the- 
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atre or theatrical establishment within the limits of 
said City. 

Sec. 447. That prior to opening to the public any 
such theatre or theatrical establishment, and after the 
permission granted as aforesaid, the person or persons 
desiring said license shall obtain from the City Clerk of 
the City of Hoboken, a license in writing, permitting the 
opening of such theatre or theatrical establishment and 
exhibitions therein, upon first paying to said Clerk one 
hundred dollars as a license fee to the City, and two 
dollars to the said Clerk for his fee, upon receipt of 
which the City Clerk shall endorse upon said license the 
payment of said fees, which license shall expire at the 
period of one year from the time of the granting thereof, 
and no person or persons shall exhibit in any theatre or 
theatrical establishment until said license has been ob- 

-tained and the payment of said fees endorsed thereon, 
under the penalty aforesaid. 


CHAPTER XXXII. 


TO PREVENT VICE AND IMMORALITY, TO PRE- 
SERVE PUBLIC PEACE AND GOOD OR- 
DER, AND FOR’ OTHER PURPOSES. 


Sec. 448. No person or persons shall on the first. day 
of the week, commonly called Sunday, sell, dispose of 
or deliver for money or any other thing of value, or on 
credit, or shall cause or permit to be sold or delivered, 
any spirituous, malt, vinous, fermented or intoxicating 
liquors, or lager beer, or sour wines, in any saloon, res- 
taurant or other place within the limits of the City of 
Hoboken. And no person or persons shall, on the first 
day of the week, commonly called Sunday, cause or 
permit the store, shop, saloon, cellar or place of busi- 
ness or other place by him, her or them occupied, to be 
open for the sale of any spirituous, malt, vinous, fer- 
mented or intoxicating liquors, or any lager beer, or 
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sour wines. And no person or persons shall on the first 
day of the week, commonly called Sunday, cause, suffer, 
or permit any person to assemble in his, her or their 
store, shop, saloon, cellar or other place of business by 
him, her or them occupied, for the purpose of there 
drinking of any such liquors as aforesaid. 

And any person who shall violate any of the provisions 
of this section shall for every such offense forfeit and pay 
the sum of ten dollars or be imprisoned for the term 
of a days. : 

1c. 449, No person or persons shall on the first day 
of as week, commonly called Sunday, sell, dispose of 
or offer or expose for sale, or cause or permit to be sold, 
disposed of or offered or exposed to sale, any. cigars, 
oysters or confectionery, yaar the penalty of ten dol- 
lars for each offense. 

SEC. 450. No person Sia keep or maintain a disor- 
derly house or house of ill-fame, under the penalty of 
fifty dollars for each and every offense. Every person or. 
persons who shall allow or permit his, her or their house, 
shop, store or other place -connected therewith to he 
used, frequented or resorted to by riotous or disorderly 
persons, gamblers, vagrants or common mendicants be- 
tween the hours of five o’clock in the evening and seven 
o’clock in the morning, shall forfeit and pay the sum of 
fifty dollars for each and every offense. Any person 
who shall make or assist in making any riot, noise or 
disturbance at any house, shop, store or other place with- 
in the City of Hoboken where dancing or other amuse- 
ments are permitted, shall forfeit and pay the sum of 
fifty dollars for each and every offense. 

Src. 451. No person or persons shall set up, keep or 
maintain, or permit to be set up, kept or maintained 
in any house or premises occupied by him, any faro table, 
faro bank, roulette or other device or game of chance, 
hazard or address for the purpose of gaming; or any 
boxing ring, cock pit or other place for the exhibition of 
animals in fight, under the penalty of fifty dollars for 


each offense. And it shall be the duty of the police 
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Ye: 
and they are hereby authorized and empowered to enter 
upon any premises where any instrument or devices em- 
ployed in gaming shall be used contrary to the pro- 
visions of this ordinance; and, except in the case of 
ball alleys, bowling alleys and billiard tables, to carry 
away and destroy the same. 

Sec. 452. No person shall deal, play or engage in 
faro, roulette or other device or game of chance, hazard 
or address either as banker, player, dealer or otherwise, 
for the purpose of gaming, under gle ie tihag of ten 
dollars for each offense. 

Src. 453. No person or persons, antes aly licensed 
according to law, to keep an inn and tavern or a victual- 
ling house with the privilege of retailing spirituous 
liquors, shall sell, dispose of or deliver for money or any 
other thing of value, or on credit, or shall knowingly 
permit or cause to be sold, disposed of or delivered for 
money or any other thing of value, or on credit, on his, 
her or their account or on account of any other person 
or persons whatsoever, by less measure than one quart, 
any distilled or ardent spirits or spirituous liquors, or any 
other liquid of which distilled or ardent spirits. or spir- 
ituous liquors form a component: part, except such as 
are compounded, used and approved for medicine; or 
having sold, disposed of or delivered as aforesaid to one 
or more persons one quart, or any greater measure than 
one quart, of any distilled or ardent spirits or spirit- 
uous liquors or any other liquids of which distilled or 
ardent spirits or spirituous liquors shall form a com- 
ponent part, shall encourage, permit or allow any person 
or persons to drink and tipple thereof in his, her or their 
house, outhouse, shed, garden, tenement or in any place 
in his, her or their occupancy, under the penalty of ten 
dollars for each and every violation of the provisions 
of this section. | 

Sec. 454. If any person shall be drunk or shall be 
in the state of intoxication in any street, highway, thor- 
otghfare or public place within the City or in any private 
house or place, to the annoyance of any citizen or person, 
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he shall on conviction thereof forfeit and pay the sum 
of two dollars or be imprisoned for a term not exceed- 
ing ten days. 

Sec. 455. It shall be the duty of each and every 
police officer to arrest, on his personal view, any person 
so drunk or intoxicated, and him or her forthwith to 
bring or cause to be brought before the Recorder of the 
City of Hoboken; and it shall be lawful for the said 
Recorder before whom such person shall be brought, 
on his personal view or on the confession of such per- 
son or on due proof that such person has been so drunk 
or intoxicated, to convict such person thereof, and on 
such conviction to sentence such person to forfeit and 
pay a fine as aforesaid, or to imprisonment as aforesaid, 
and to pay as the costs of such conviction to the Re- 
corder of the City of Hoboken as may be allowed by law. 

Src. 456. Each and every person being a vagrant, 
common mendicant or street beggar, shall on conviction 
thereof, forfeit and pay a sum not execeeding twenty- 
five dollars or be imprisoned for a term not exceeding 
ten days. 

Src. 457. No person shall appear in any street or 
public place in a state of nudity or in a dress not belong- 
ing to his or her sex, or in an indecent or lewd dress, 
or sball make any indecent exposure of his or her per- 
son, or be guilty of any lewd or indecent act or behavior, 
or shall exhibit, sell or offer to sell, any indecent or lewd 
book, picture or thing, or shall exhibit or perform any 
indecent, immoral or lewd play or other representation, 
under the penalty of ten dollars for each and every 
offense. 

Src. 458. Any person or persons who shall make, aid, 
countenance or assist in making any improper noise, riot, 
disturbance or breach of the peace in the streets and 
highways or elsewhere within the City, and all persons 
who shall collect in bodies or crowds for idle or unlawful 
purposes to the annoyance or disturbance of citizens or 
travelers, shall severally forfeit and pay a sum not less 
than one dollar nor more than twenty-five dollars. 
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Src. 459. Any person or persons who shall dequiet 
or disturb any congregation or assembly met for relig- 
ious worship in any church or other building, by mak- 
ing a noise or by rude or indecent behavior or profane 
discourse within their place of worship, shall severally 
forfeit and pay a sum not less than one dollar nor more 
than twenty-five dollars. 

Sec. 460. No person shall inhumanly, unnecessarily 
or cruelly beat, injure or otherwise abuse any dumb ani- 
mal, under the penalty of ten dollars for each and every 
offense. 

Sec. 461. No person shall engage in any practice, 
sport or exercise having a tendency to frighten horses 
or other animals or to annoy persons passing in the 
streets or on the sidewalks of the City, under the pen- 
alty of five dollars for each and every offense. 

Sec. 462. Any person who shall injure or destroy or 
assist in injuring or destroying any public building or 
other property belonging to the City, shall forfeit and 
pay a sum not less than three dollars nor more than 
twenty-five dollars, or be imprisoned for a term not ex- 
ceeding ten days; and shall furthermore be lable for 
all damage or injury done. 

SEec. 463. No master, owner or agent of any steam- 
boat, ship, vessel or boat whatever, or any stage, car or 
other land carriage or vehicle, shall land or put down 
or cause or permit to be landed or put down from any 
other such steamboat, ship or other vessel, stage, car 
or other vehicle, any alien pauper, vagrant, sick, infirm 
or insane person or such other alien that may appear 
to have no visible means of support or that can not make 
it appear that he or she is entitled to a residence in the 
City of Hoboken, unless such owner, master or agent 
shall first execute a bond to the Mayor and Common 
Souncil of the City of Hoboken in the pena! sum of three 
hundred dollars, with good and sufficient security to be 
approved by the Mayor, conditioned that no such passen- 
ger shall become a charge upon the said City for the 
term of one year from the date of said bond, under the 
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penalty of fifty dollars for each and every passenger 
as aforesaid so landed or put down within the City 
limits. ; 

Sec. 464. It shall be the duty of the police and they 
are hercby authorized and empowered to apprehend and 
detain until daylight, all offenders against the peace and 
ali persons who may obstruct or endanger them, or any 
of them,’ in the execution of their office, or who shall 
be guilty of any disorderly conduct, or shall be engaged 
in any riots, rows, unlawful assemblages, outeries, 
noises, insurrections or other alarm or disturbance what. 
ever, or Shall aid, abet or assist or countenance others 
in the commission of either of the said offenses. The 
policemen are also authorized to enter any dwelling 
house, store, shop or other building where any felon is 
harbored or secreted, or where persons are who have 
during the night and in their presence and hearing com- 
mitted any breach of the peace, or where any felony or 
breach of the peace is about to be committed, or where 
any noise or alarm, outery or other disturbance shail 
be made, in like manner as Constables and other peace 
officers are authorized by law. All persons so appre- 
hended by the police officers shall be detained at the 
station house without danger from the severity of the 
cold, and the sexes shall be kept apart. 


CHAPTER XXXII. 


CONCERNING THE DRIVING AND SLAUGHTER- 
ING OF CATTLE. 


Sec. 465. That if any person or persons shall drive 
or cause to be driven in or upon any sidewalk in said 
City any cattle, horses, sheep, swine or other animals, 
or if any person driving or having in charge any cattle 
or other animals aforesaid, shall permit, suffer or allow 
the same or any of them to go upon any sidewalk in said 
City, every person or persons so offending in the prem- 
ises shall be liable to pay a fine of five dollars for every 
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head of cattle, horses or other animals aforesaid which 
shall be so driven or permitted to go upon said sidewalk. 

Sec. 466. That if any person driving or having in 
charge any cattle, sheep or swine shall suffer, permit or 
allow any such cattle, sheep or swine to stop, stand 
still or lodge in or upon any street or sidewalk in said 
City, every person so offending in the premises shall be 
liable to pay a fine of ten dollars for every such offense. 

Sec. 467. That hereafter droves of cattle, horses, 
sheep, swine or other animals shall not be driven through 
the streets of Hoboken between eight o’clock in the 
morning and six o’clock in the evening, under a penalty 
of: ten dollars for each and every offense. 

Sec. 468. That no person or persons shall keep or 
maintain a slaughter-house within the limits of the City 
of’ Hoboken, under a penalty of fifty dollars for every 
day the same shall be kept and maintained for the pur- 
pose of slaughtering animals therein. 

Src. 469. That no person or persons shall slaughter 
or in any way assist in slaughtering any cattle, animal 
or animals within the City limits of the City of Hoboken. 
under a penalty of fifty dollars for each offense. 


CHAPTER XXXIV. 


CONCERNING LOCOMOTIVE ENGINES. AND 
RAILROAD CARS. 


Sic. 470. It shall be lawful for the Common Council 
of the City of Hoboken, by resolution, to direct and re- 
quire any railroad company to station a signal man at 
any point or place where the railroad track or tracks 
of such company shall or may cross or run along any 
street of such City, to give warning both by day and 
night of the approach of the locomotive engines and rail- 
road cars of any description of said company. Every 
such resolution duly passed by the Common Council 
and approved by the Mayor shall be published for the 
space of twenty days in the official newspaper printed 
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and published in the City of Hoboken, and a copy there- 
of, duly certified by the City Clerk, shall be served on 
any officer or agent of said company residing or found 
in the City of Hoboken. And such railroad company, 
from and after the time of such publication and service 
as aforesaid, shall station a signal man at the point or 
place designated in the resolution of the Common Coun- 
cil to give warning of the approach of the locomotive 
engines and railroad cars of any description of said com- 
pany, under the penalty of ten dollars for every time 
any locomotive engine or railroad car shall pass at such 
point or place without such flagman being stationed and 
such warning being given, to be forfeited and paid by 
the said company or the engineer or conductor in whose 
charge such locomotive engine or railroad car may be, 
severally and respectively. 

Sec. 471. No locomotive engine or railroad car or 
train of cars shall encumber or obstruct any sidewalk 
or cross-walk or any street in the City of Hoboken for 
a longer period than is absolutely necessary for the safe 
and expeditious discharge of passengers only, under the 
penalty of twenty-five dollars for each offense, to be 
forfeited and paid by the railroad company owning or 
using such locomotive engine or railroad car or train 
or cars or the agent, engineer or conductor in whose 
charge such locomotive engine, railroad car or train or 
cars may be, severally and respectively. 

sec. 472. No railroad company shall lay down any 
rail or rails, or railroad track or tracks, or shall alter 
the grade or location of any rail or rails or railroad 
track or tracks in, across or along any street in the 
City of Hoboken, except when directed and required by 
the Common Council to alter the grade or location there- 
of, without having first given thirty days’ notice to the 
Common Council of the desire and intention of the said 
railroad company to Jay down or alter the grade or loca- 
tion of such rail or rails, railroad track or tracks, under 
the penalty of fifty dollars for each and every violation 
of any of the provisions of this section, to be forfeited 
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and paid by the said company and the person or per- 
sons laying or altering the same, severally and 
respectively. 

Suc. 473. At the several points or places where the 
railroad track or tracks of any railroad company shall 
or may cross or intersect any street that is now or may 
hereafter be regulated, graded and curbed, such railroad 
company shall cause the said railroad track or tracks, to 
the full width of said street, to be paved, flagged or 
planked, and eight feet on either side thereof to be flag- 
ged with good and sufficient flagging stenes not less 
than four inches in thickness, or with round or paving 
stones well and properly laid. All such paving, flag- 
ging or planking shall be executed to the satisfaction of 
the Street Commissioner and shall be kept and main- 
tained in good repair by the said railroad company. 

Sec. 474. No locomotive engine shall be run and 
driven or propelled over or upon any railroad track or 
tracks within the City of Hoboken, unless the same 
shall be furnished with the most approved apparatus or 
adjustment to prevent the communication of fire from 
flying sparks and cinders to property near to the said 
track or tracks, under the penalty of fifty dollars for 
each and every violation of any of the provisions of this 
section, to be forfeited and paid by the railroad com- 
pany running or using such locomotive engines. 


CHAPTER XXXYV. 
CONCERNING STREET RAILWAYS. 


Sec. 475. All street railroad companies in the City of 
Hoboken and all individuals to whom any right or priy- 
ilege of laying down any railroad track or tracks in 
_Said City shall be granted, shall be (as shall such grant 
also be) subject to the limitations, provisions, terms and 
conditions hereinafter set forth and provided, and every 
such company and all such individuals shal! be held and 
deemed to hold their rights and privileges to lay and 
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use such track or tracks under, upon and subject to all 
and singular of the said terms, limitations, restrictions, 
provisions and conditions. 

Spc. 476. It shall be the duty of every such company 
and all such individuals to employ careful, sober and 
prudent agents, conductors and drivers to take charge 
of their car or cars when upon their road, and for the 
violation of the City ordinance on the part of any such 
officer or officers, employee or employees upon such road, 
and for all injuries caused by any neglect, misconduct 
or carelessness of its agents, servants or employees, or 
any of them, the company or individual, proprietor or 
proprietors of the road shall be liable to all fines, for- 
feitures, penalties and damages arising therefrom or 
by ordinance attached thereto, provided, however, that 
nothing in this ordinance shall be deemed or taken to 
excuse, discharge or in any manner free any such officer 
or employee fromthe penalties or responsibilities of 
any such violation or other acts by them committed. 

Sec. 477. The Common Council reserves and shall 
have the power to prescribe the frequency of the trips 
of the cars of any street railway company, when in their 
judgment necessary or proper for the public convenience. 
Every street ‘ailway company owning or operating a 
street railway in this City shall cause its time tables of 
trips, adopted pursuant to the preceding section and ap- 
proved by the Committee of the Common Council on 
Streets, to be printed in suitable and convenient form 
and posted conspicuously in each of its cars. All cars 
shall be run in strict compliance with said schedule and 
at a uniform rate of speed. No car shall be run with 
increased speed at or near points where its line meets 
a competing line, and each car shall be promptly stopped 
on call. 

Sec. 478. All street railway companies in this City 
to whom the right of laying down any railroad track or 
tracks in the streets of this City has been heretofore or 
shall hereafter be granted, shall use cars having a front 
and back platform and double brakes. 
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Sec. 479. The cars of any street railway company 

shall not be allowed to obstruct the cross-walks nor to 
stop at the corner of any street or elsewhere to solicit 
passengers. It shall also be the duty of the conductors 
and drivers of the cars to give ample notice to drivers 
of vehicles and pedestrians of their approach, and also 
to afford all reasonable opportunity for them to avoid 
collision or accident; and any neglect by any such con- 
ductor or driver to comply with the provisions of this 
section shall be punishable by a fine of five dollars, to 
be recovered before the Recorder of the City; and the 
Mayor and Common Council of the City are, in case of 
the violation of either of the provisions of this section, 
empowered to revoke the license of any car the con- 
ductor or driver whereof shall be guilty of such violation 
of the provisions of this section, or either of them, and 
such car shall not be permitted to be again placed: upon 
the road until such license is renewed. 
- Suc. 480. Should any such company, corporation or 
individual, proprietor or proprietors neglect to run cars 
upon their road or roads for the accommodation of the 
public for the space of three consecutive months, the 
Common Council reserve the right to rent said road or 
roads to any other person or persons, company or com- 
panies who will be willing to run cars on the same; or 
in the event of the Common Council being unable so 
to rent said road or to place cars upon the same for six 
months after the same shall have been abandoned as 
aforesaid by the company or individual or individuals 
owning the same, then and in such case the Common 
Council reserve the right to cause the said road or roads 
to be removed from the streets and highways of the 
City, and to sell or dispose of the materials thereof, and 
after paying therefrom all expenses of such removal and 
sale and of repairing said street or highway, pay the 
balance, if any, to the legal representative of said de- 
faulting company or owner or owners. 

Sec. 481. No greater sum shall be charged or re- 
ceived as fare or toll for the carrying of passengers for 
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any distance within the City limits than five cents for 
each passenger over ten years of age; and no greater 
sum shall be charged or received as fare or toll for the 
carrying of children between the ages of seven and 
twelve years on any street railway within the City 
limits than three cents for each child. The Committee 
on Licenses hereby are empowered to revoke the license 
of any car which is not run in accordance with the pro- 
visions of this section. 

SHC. 482. Bells of proper size and tone to notify foot 
passengers and others passing in or crossing the streets 
or highways in which any railroad shall be constructed, 
of the approach of the cars. 

SEC. 483. The cars used upon all railways in the 
City of Hoboken shall be of proper and convenient size 
and number for the proper accommodation of the trav- 
elers thereupon, and shall be in all respects convenient 
for the purpose. 

SEc. 484. Every street railway company or the pro- 
prietor or proprietors of any such company to whom the 
right has heretofore been given or may hereafter be 
‘given to lay track or tracks in any of the paved streets 
of this City, shall pave the roadway between the tracks 
of such railway and at least twelve inches on the out- 
side of each rail with such material and in such manner 
as shall be required by the Common Council, when the 
consent necessary by law to be obtained for the paving 
of such track or tracks shall be given, or at any time 
thereafter; such pavement when laid, to be one-half of 
one inch above the rail, and such paving shall be done 
under the supervision and satisfaction of the Street Com- 
missioner, and said railway shall be kept in good condi- 
tion and repair by the company and to the satisfaction of 
the Street Commissioner. Whenever any unpaved 
street through which or upon which street railway 
tracks are laid is ordered paved by the Common Council 
then the company owning or operating such railway 
tracks, or the proprietor or proprietors thereof, shall 
pave the same in the manner above described and shall 
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also pave at the intersection or crossing of any other 
railway tracks the whole distance between the rails at 
the said crossing, and at all cross-walks the said pave- 
ment shall be continued along the rail. The proprietor 
or proprietors of such railway tracks shall be subject 
to all other paving now required by the ordinance of the 
City of Hoboken, and at the crossings. at streets or the 
gutters thereof, which said railway shall pass over a 
proper culvert covered with iron or stone, the whole 
width of the street shall be laid at the cost or expense 
of the proprietor or proprietors of such railway tracks, 
and shall be constructed under the direction of the City 
Surveyor and Street Commissioner, subject to the ap- 
. proval of the Street Committee of the Common Council, 
and no person or persons shall be permitted to lay more 
than one track for horse cars in any street in the City 
of Hoboken, unless by consent of the Common Council. 

Sec. 485. The proprietor or proprietors of any street 
railway shall remove any gravel, dirt, materials or other 
obstructions placed by him or them on any street within 
forty-eight hours after notice shall have been given to 
him or them or to any officer of said proprietor or com- 
pany by the Street Commissioner, and if he or they shall 
fail to comply with the provisions of this section accord- 
ing to the terms of the notice served upon him or them, 
the Street Commissioner shall cause such paving, re- 
paving and repairing said street to be done and remove 
such gravel, dirt, materials or other obstructions, the 
cost of which shall be collected of and from such pro- 
prietor or proprietors by the City of Hoboken. 

Sec. 486. Each and every street railway company or 
the individual or individuals owning any such passen- 
ger railway, shall pay to the City Clerk in the month of 
January of each year, for the use of the City of Hoboken, 
ten dollars for each car to be run on their road, and 
for each and every car placed upon any road before the 
time herein provided for paying the license a propor- 
tionate sum shall be paid until the succeeding January, 
and no car shall be placed or run upon any road or street 
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until it shall be regularly licensed and a certificate duly 
numbered hung in a conspicuous place in said car. 

Sec. 487. No connection of one railroad with an- 
other shall be made in the City of Hoboken without the 
consent and authority. of the Common Council first had 
and obtained; and the Common Council may authorize 
any such connection at their discretion for the purpose 
of ‘completing a route or making a circuit, and also the 
use for such purpose by the owners of any railroad of 
the railroad wherewith the same shall be so connected, 
from the place of said connection for any distance not 
exceeding one mile, the owner or owners of the railway 
with which such connection may be so made to receive 
from the owner or owners of the connecting railway such 
compensation and that road to be used on such terms 
and conditions as they may mutually agree upon, for 
such use of the railway with which such connection may 
be made, or in case of their failure to come to a mutual 
agreement thereupon, then on such terms and conditions 
and for such sum as may be fixed by the Mayor of the 
City of Hoboken and two disinterested persons to be 
chosen by the proprietors of the railways (one by each 
party), or a majority of them. 

Sec. 488. The track or tracks to be laid down for 
any railway shall be five feet two inches gauge, of the 
best and most approved pattern and description for city 
railways, and shall be approved by the Common Coun- 
cil, shall be such as to present the least obstruction in 
every respect to ordinary wagon travel, and calculated 
and laid to facilitate, as much as is practicable, the use 
thereof by ordinary wagons and vehicles. 

Sec. 489. All persons driving vehicles on any 
street railway in the City in the direction that the cars 
travel on said roads shall have the right to the railway 
track when meeting any other vehicle going in the op- 
posite direction; and the driver of the vehicle going in 
the opposite direction shall be compelled to turn entirely 
off the track, under a penalty of five dollars to be re- 
covered before the Recorder. 
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Sec. 490. Whenever it shall be found necessary for 
the City of Hoboken to occupy all or any portion of any: 
street or highway, whereupon a street railroad may be 
constructed, for the purpose of making improvements 
thereon, such as culverts, laying of water pipes or any 
other alteration or improvement that may from time to 
“time be found necessary, the said City shall have full 
and entire power and authority to make such alteration 
oF improvement without recourse on the part of the ee 
prietor or proprietors of any railroad against the said 
City, for any obstruction or embarrassment that the said. 
proprietor or proprietors of said railroad may meet with 
consequent upon such alteration or improvement3. pco- 
vided, however, that on the occasion of any alteration 
or.Improvement as hereinabove recited, directed to be 
‘done or to be performed by the authority of the Cum- 
mon Council, no unnecessary delay shall be made or 
caused in any manner that shall work prejudicially to 
the interests of the railroad company or proprietor or 
proprietors. 

Sec. 491. For each and every violation of any of the 
foregoing provisions of this chapter to which a penalty 
is not hereinbefore attached such railroad company or 
other proprietor or proprietors of any railroad shall pay 
a penalty of fifty dollars, and for every continued vicla- 
tion of any of the provisions thereof, after notice by the 
Street Commissioner, the penalty shall be five dollars 
for each and every day the violation continues; and the 
Street Commissioner shall have authority, when directed 
by the Common Council, to stop the running of all ears 
upon any road whose company or proprietor or proori- 
etors refuses or refuse to pay the penalties, or anv of 
them, as provided in this ordinance. 

Sec. 492. Nothing in this chapter contained, nor any 
grant of any right to lay a railway in the City of Ho- 
boken, shall be deemed, construed or held in any way 
to impair the right of the Common Council to grant any 
right to lay or use any other railway whatsoever in the 
Citv of Hoboken; nor shall any grant by the Common 
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Council of any right or privilege to lay a railroad track 
or tracks in the City of Hoboken confer or be deemed, 
construed or held to confer any right to the grantees 
thereof to affect the grade of any street or highway, ex- 
cept by and with the consent and authority of the Com- 
mon Council; but all railroad tracks shall be laid on the 
streets or highways at the established grade thereof, 
and shall be without delay taken up and relaid by the 
proprietor or proprietors thereof at his or their own 
expense and costs and without recourse to the City for 
any damages on account or by reason thereof, conform- 
ably to the grade of streets and highways through 
which the same shall be laid, upon the alteration by the 
Common Council of the grade of such streets and 
highways. 


CHAPTER XXXVI. 


RELATING TO THE USE OF BICYCLES, TRI- 
CYCLES, ETC. 


Sec. 493. It shall be unlawful for any person or 
persons to ride a bicycle or tricycle or other vehicle in 
the limits of the City at a greater speed than at the 
rate of ten miles per hour, or to ride such vehicle or 
vehicles after one hour after sunset until sunrise without 
a lighted lamp attached thereto of sufficient illuminating 
power to be seen at least two hundred feet away, and 
without an alarm bell attached to the handle bar of such 
vehicle which when rung may be heard one hundred 
feet distant and which shall be rung not less than twenty- 
five feet before reaching any cross-walk. 

Sec. 494. It shall be unlawful for any person or per- 
sons to use any bicycle, tricycle or similar vehicle, ex- 
cepting carriages for the care of children, upon any side- 
walk in the City; and it shall be unlawful for any per- 
son or persons while riding any bicycle or tricycle upon 
the public street, roads or highways of theCity to carry on 
such bicycle or similar vehicle any child of tender years. 
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Sec. 495. It shall be unlawful for any person or per. 
sons to throw or cause to be thrown upon any sidewalk, 
street or roadway any ashes, cinders, glass, crockery, 
tinware, wire, tacks, nails or scrap iron or other sub- 
stance of any nature likely to cause injury to travelers 
or pedestrians or to carriages, bicycles or other vehicles 
traveling or moving on such streets, highways or public 
roads, or which might disable or injure any horses or 
other animal, or which might injure, cut or puncture 
anv pneumatic tire or tires of any bicycle or similar 
vehicle. | 

-SEc. 496. That for the violation of any of the pro- 
visions or sections of this chapter, the person or per- 
_sons so offending, upon complaint made by any person 
before the Recorder or acting Recorder of the City, shail 
upon being found guilty be subjected to a fine of five 
dollars for each and every offense. 
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SUPPLEMENTAL ORDINANCES. 


AN ORDINANCE granting to the Jersey City, Hoboken 
and Rutherford Electric Railway Company (a street rail- 
way) a location of its tracks within the limits of theCity of 

Hoboken, and the right and authority to so locate, con- 
~ struct and maintain the said tracks and its said railway, 
and to use, operate and maintain thereon cars propelled 
by electricity or electric motors instead of horses, and 
to erect, construct, string, place and maintain the poles, 
wires and other necessary appurtenances for the pur- 
_pose of operating said railway, and prescribing the man- 
ner in which and the places where such poles shall be 
located and the manner in which the wires shall be 
strung thereon. 


The Mayor and Council of the City of Hoboken do ordain 
as follows: 


SECTION 1. That the location of the tracks of the 
Jersey City, Hoboken and Rutherford Electric Railway 
Company in the part of the streets hereinafter named in 
the City of Hoboken shall be conformably to the route 
mentioned in said petition and designated in the articles 
of incorporation of said company and its amended. cer- 
tificate of incorporation, that is to say: Commencing at 
the intersection of the Paterson plankroad and the 
boundary line between Jersey City and the City of Ho- 
boken; thence running (1) easterly along said Paterson 
plankroad in the City of Hoboken to its intersection 
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with [Tirst street; thence (2) southeasterly along Virst 
street in the City of Hoboken to its intersection with 
River street; thence (3) southwesterly along River street 
to its intersection with Newark street or avenue; thence 
(4) easterly along Newark street to the Hudson river. 

Then commencing again at the intersection of River 
and [first streets and running thence (1) northerly 
along River street to its intersection with Second street; 
thence (2) northwesterly and along Second street to its 
intersection with Harrison street; thence (3) southwest- 
erly and along Harrison street to its intersection with 
First street. | 

Src. 2. That there shall be a single track laid in 
First, Second, Harrison, Newark and River streets as 
described in this ordinance, excepting in River street 
between Newark and Iirst streets where there shall be 
a double track. 

Sec. 3. That said tracks and the appurtenances 
thereof shall be located, laid and constructed in said 
streets or parts of streets as hereinbefore mentioned con- 
formable to and as shown on a map entitled “Map show- 
ing the location of tracks, poles and other appurtenances 
of the Jersey City, Hoboken and Rutherford Electric 
Railway Company in the City of Hoboken as located 
and prescribed under and by virtue of an ordinance en- 
titled ‘An ordinance granting to the Jersey City, Ho- 
boken and Rutherford Electric Railway Company (a 
street railway) a location of its tracks within the limits 
of the City of Hoboken and the right and authority to 
so locate, construct and maintain the said tracks and its 
said railway, and to use and operate and maintain there- 
on cars propelled by electricity or electric motors instead 
of horses, and to erect, construct, string, place and main- 
tain the poles, wires and other necessary appurtenances 
for the purpose of operating said railway; and prescrib- 
ing the manner in which and the places where such poles 
shall be located and the manner in which the wires 
shall be strung,’” bearing date November twenty- 
seventh, eighteen hundred and ninety-five, and filed with 
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the Clerk November twenty-seventh, eighteen hundred 
and ninety-five. 

Suc. 4.) That in ¢ase the propelling power shall be 
electric motors supplied with electricity from overhead 
wires, the poles thereof shall be located on the side- 
walks adjacent to and within the curb lines and at 
such places ‘as indicated and shown on the map herein- 
after mentioned,/and shall be of tubular iron thirty feet 
in length, sunk six feet below the curb, secured by con- 
crete and painted with two coats of good water-proof 
paint. To these poles there shall be attached, with not 
less than two half-inch bolts, span clamps of soft steel 
not less than one and one-half inches by three-sixteenths 
of an inch in size; they shall be set on the poles so as 
to bring the trolley wire at a height of not less than 
Seventeen feet above the surface of the street. To each 
span clamp shall be attached a strain insulator with at 
least three inches take-up; and at distances not to ex- 
ceed two thousand feet along the line there shall also 
be attached an additional strain insulator so as to fur- 
nish double insulation for the span wires at these points. 
All span wires shall be of galvanized iron wire not less 
than three-eighths of an inch in diameter and of seven 
strands. The trolley wire attached to said span wires 
shall not be less than O hard drawn copper and not less 
than 98 per cent. conductivity. The feed wires shall 
be supported on glass insulators and shall be so strung 
that the said wire shall in no place be less than seven- 
teen feet above the sidewalk, and at all places where 
it is necessary to make joints or connections shall be 
wrapped with okronite or some other insulating tape 
equally as good. All necessary anchors shall be of num- 
ber three white galvanized ~wedish iron, sustained or 
connected by i.sulators. The line when finished shall 
present a neat and workmanlike. appearance, all poles 
be evenly raked, wires straight and free from kinks or 
bends, the span wires of uniform sag and trolley wires 
pulled up straight. 

\)SHc. 5. Said company shall pave with Belgium 
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blocks, not exceeding forty-two to the square yard, or, 
if required by the City, with such other pavement as the 
City may place from time to time in such street, and 
keep and maintain in good repair all that part of the 
carriage way of the street in which its tracks shall be 
laid lying between the outer rails of its track or tracks 
and to the extent of eighteen inches beyond the said 
outer rails on said tracks; said pavement and all re- 
pairs thereof to be laid with sharp sand. 

Sec. 6. All rails to be laid shall be of a pattern to 
be approved by the Committee on Streets of said Council, 
and shall be so laid as not to project above the street 
grade; and said rails shall be laid and said posts or 
poles erected and said paving executed under the super- 
vision and to the satisfaction of the said Committee on 
Streets. 

Suc. 7. That said company shall immediately after 
every snow-storm remove the snow falling upon their 
tracks in a manner satisfactory to the said Committee 
on Streets, and the chairman of said committee shali 
have the right to require said company to remove the 
snow falling upon its said tracks entirely off of the line 
of any street; and in case said company shall fail to 
commence to remove such snow from any such street 
within six hours after receiving notice in writing from 
said chairman, and thereafter to remove the same with 
all possible dispatch, the City shall have the right to 
remove the same at the expense of the company, and 
the same shall be repaid to the City on demand, and the 
certificate of the chairman of said committee shall be 
conclusive evidence of the costof such removal; and the 
notice above mentioned may be left at the office of the 
company at its terminus in the City of Hoboken. 

Sec. 8. That the City shall have the right from time 
to time to make reasonable regulations governing the 
speed of cars, the manner of stoppage thereof and the 
number of cars in a train. 

Src. 9. That no freight cars shall be operated or 
run upon said railway within the limits of the City of 
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Hoboken, but this limitation shall not be so construed 
as to prevent the carriage or transportation of parcels, 


_ packages, express, mail matter or personal effects or sup- 


plies to be used by said company. 

Sec. 10. That if said company shall consolidate with 
or lease or be leased to any other railway or traction com- 
pany within the limits of the City of Hoboken then trans- 
fer tickets shall be issued for a continuous ride inter- 
changeably between said lines for one rate of fare of 
five cents to or from any point within the City of Ho- 
boken upon the lines so consolidated or leased. 

Sec. 11. That in case of fire the Fire Department of 
the City shall have the right, without notice and with- 
out compensation, to cut or remove any overhead wires 
of said company for the purpose of more readily and 
safely extinguishing said fire. 

Sec. 12.{ That the City shall have the right to con- 
struct and repair, or cause to be constructed and repaired, 
in any part of such streets so designated as aforesaid, 
any sewer, water pipe, gas pipe or other underground 
conduit, and also to repair, alter, widen, change the 
grade of, or otherwise improve such streets, and all ex- 
penses attending the removal and replacing of the tracks 
and appurtenances of said company, for the purpose of 
making such improvements or repairs, shall be borne 
by said company and not by the City. | 

Sec. 18. That said company shall pay all taxes 
which may be lawfully imposed upon it and its property 
in the City of Hoboken from time to time. _ 

Sec. 14. That any injury or damage done or oc- 
casioned in the construction of said railway to any 
sewer in any of the aforesaid streets or parts of streets, 
shall be repaired by said company at its cost and expense. 

Sec. 15. That all the cars of said company shall be 
provided with fenders of the most approved pattern. 

Sec. 16. That said railway shall be completed on 
or before the first day of December, eighteen hundred 
and ninety-seven, provided, however, that the time of 
the company to construct its said tracks and the neces- 
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Sary poles, wires and appurtenances for operating said 
road shall be extended by any period during which it 
may be prevented or delayed by legal proceedings or 
causes beyond its control. 

Sec. 17. That said location, together with the right, 
power and authority to: locate, construct and maintaiu 
thereon its tracks and its said railway as herein pro- 
vided, and the right, power and authority to use, operate 
and maintain thereon cars propelled by electricity or 
electric motors instead of horses, and to erect, construct, 
place and maintain the poles, wires and other necessary 
appurtenances thereto for the purpose of operating said 
railway,as also hereinbefore provided, are hereby granted 
“to the said The Jersey City, Hoboken and Rutherford 
Electric Railway Company, its successors and assigns. 

SEC. 18. That said company shall, within thirty (80) 
days after its said railway is completed and in operation 
in said streets or parts of streets hereinbefore mentioned 
in the City of Hoboken, pay to the Mayor and Council 
of said City, as compensation for the rights, powers, priv- 
ileges and authority by this ordinance granted and con- 
ferred, the sum of twenty thousand dollars, and said com- 
pany shall thereafter be exonerated and discharged 
from the payment of any further or other compensation 
to or imposition by the Mayor and Council of said City; 
except as provided in section thirteen of this ordinance. 

Sec. 19. That said company shall, within thirty days 
after the adoption of this ordinance, file with the Clerk 
of the City of Hoboken a written acceptance of the pro- 
visions, terms and conditions of this ordinance, executed 
in due form, under the corporate seal, and signed by its 
president and secretary, and a failure so to do within 
the time aforesaid shall be deemed and taken as a re- 
fusal so to do on the part of said company, and all rights 
and privileges to it hereby granted shall cease and be 
at an end. 

Passed April 8, 1896. 

ar Ee UAT ie TN 
Chairman of the Council. 
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AN ORDINANCE, granting permission and authority 
to the North Hudson County Railway Company to change 
the motive power u used on its railways and granting said 
company permission to use electric power as the pro: 
pelling power of its cars on its railways, and to erect 
poles on certain roads, streets, avenues or places for the 
purpose of stringing wires thereon necessary to operate 
its railways with electric power and to lay and relay 
street railway tracks in certain roads, streets, avenues 
or places, and to construct, maintain and operate a street 
railway by the overhead electric system, and locating 
the tracks of the said street railway in said roads, streets, 
avenues or places, and determining and fixing the places 
at which poles shall be located in the said roads, streets, 
avenues or places to support wires for the purpose of, 
conducting electricity for the propulsion of its cars upon 
all of its railways to be constructed, operated and main- 
tained under the provisions of this ordinance. 

BE IT ORDAINED by the Mayor and Council of the 
City of Hoboken and the said May or and Council of the 
City of Hoboken do hereby ordain as follows: 

SECTION 1. That the permission and consent of the 
municipality of said City of Hoboken is hereby given 
to the said North Hudson County Railway Company 
and the said railway company be and it hereby is per- 
mitted and authorized to use electric power as the pro- 
pelling power of its cars upon the following streets, av- 
enues or places in the said City and upon which it is 
now operating or controlling a street railway, to wit: 
On Hudson place from the westerly line of the land now 
or late of the Hoboken Ferry Company, lying at the 
foot of Hudson place to Hudson street; on Hudson 
street, from Hudson place to Newark street; on Newark 
street, from Hudson street to Washington Streetcar 
Washington street, from Ferry street to F ourteenth 
street: on Fourteenth street, from Willow avenue to the 
westerly line of the land now or late of the Hoboken 
Ferry Company; on Willow avenue or street, from Four- 
teenth street to a point one hundred and fifty feet north 

w 
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of fourteenth street; on Ierry street, from Washington 
street to the right of way of the North Hudson County 
Railway Company east of Hudson street, and thence on 
said right of way to the westerly line of land now or late 
of the Hoboken Ferry Company; on Newark street, from 
Washington street to Willow street or avenue; on New- 
ark avenue, from Willow street or avenue to the right 
of way of your petitioner at the north end of Grove 
street; thence on said right of way to the City line; on 
Ferry street, from Paterson avenue to Washington 
street; on Paterson avenue, from Terry street to the 
right of way of your petitioner leading to the elevator 
leading to Jersey City Heights, and along the said right 
of way to the Hoboken City line; on Willow street or 
avenue, from Ferry street to Fourteenth street; alse 
connections with the car-house of said railroad company 
situate on I"erry street between Garden and Bloomfield 
streets; on Second, from Willow street or avenue to 
Marshall street; on Marshall street, from Second street 
to the right of way of said railway company leading ‘to 
the old elevator; and permission and authority are here- 
by given to said railway company to relay all of the 
present railway tracks in the streets, avenues and places 
aforesaid, within new rails upon their present location 
of said streets, avenues and places, and so that the gauge 
of the said track shall be when relaid four feet eight and 
one-half inches,-and when so relaid shall not project 
above the established grade of the said streets, avenues 
and places, nor above the surface thereof as the same 
are now or may be hereafter constructed and paved 
Src. 2. And be it further ordained that consent and 
permission are hereby given to the said North Hudson 
County Railway Company to construct, operate and main- 
tain a single track street railway, to be operated by elec- 
tric motors supplied with electric power from overhead 
wires strung on poles, said railway to be what is com- 
monly known as a “trolley railway,” the tracks of which 
shall be of girder rail construction on wooden cross ties, 
and to be constructed on the best and latest plans and: 
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appliances governing the construction of such a system, 
on the following roads, streets, avenues and places in 
the said City, viz: On Clinton street, from Newark av- 
enue to Eleventh street; on Eleventh street, from 
Clinton street to Willow avenue or street; on Hudson 
place, from Hudson street to River street; on Hudson 
street, from Ferry street to Hudson place, and that the 
railway tracks to be laid, constructed and maintained 
as aforesaid in the said streets, avenues and places, shall 
be so constructed that the gauge of said track shall be 
when laid four feet eight and one-half inches and shali 
not project above the established grade of said streets, 
avenues and places, nor above the surface thereof, when 
the same are constructed and paved. | 

Sec. 3. And be it further ordained that the location 
of the tracks of the said The North Hudson County 
Railway Company upon the routes above described and 
herein set forth, including the tracks to be relaid, shal] 
be the satrae as shown and designated and described 
upon maps filed in the office of the City Clerk of the said 
City of Hoboken by the said North Hudson County 
Railway Company on the 23d day of September and the 
14th day of October, 1896, and which said maps are 
lettered respectively A, B, C and D and are each signed 
by Charles B. Brush & Co., Engineers and Surveyors, 
maps A, B and C being dated respectively January 31, 
1896, inap D being dated October 14, 1896, and the said 
locations as they are therein and thereon set forth 
and designated are hereby fixed and determined as the 
true location of the tracks of the said railway company 
in the said roads, streets, avenues and places at which 
poles shall be located for the support of wires to conducr 
the electricity for the propulsion of cars within the lim- 
its of all of said roads, streets, avenues and places are 
hereby fixed and determined to be the place or places 
designated and described in and on the said maps for the 
location of poles, and reference is hereby made to the 
said maps for the more definite description of the same, 
and the said maps are hereby made a part of this ordt- 
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nance, and the said City Clerk is hereby ordered and 
directed to cause the said maps to be filed and directed 
as a part of the records of the said City of Hoboken 
and shall hereafter remain in his office of record. That 
the poles to be erected under the provisions of this ordi- 
nance shall be of tubular iron and shall be placed as 
shown upon the aforesaid maps inside of and abutting 
against the curb of said roads, streets, avenues or places, 
and shall not occupy, at any point above the surface of 
the sidewalks thereof, a space for each pole of more 
than ten inches in diameter. The foot of each pole shali 
be buried in the earth to a depth of at least four feet 
from the surface of said sidewalks and packed in con- 
crete below said surface, and shall not extend in-height 
from the established grade of any of the said roads, 
streets, avenues or places more than twenty-five feet nor 
less than seventeen feet, and shall stand, when wires are 
strung thereon, as nearly vertical as will be practicable, 
and all of said poles shall be of sufficient strength to 
withstand double the amount of strain to which they will 
be subjected. All wires, including span wires, trolley 
wires and feed wires, which shall be strung upon the said 
poles are to be strung in the following manner: ‘The 
supporting or span wires shall be strung from opposite 
poles upon the said roads, avenues, streets and places, 
and shall be of galvanized .twisted iron cable and fast- 
ened to each pole by substantial soft steel clamps, and 
shall be thoroughly insulated and at least seventeen 
feet above the established erade of the said roads, streets, 
avenues and places, and the same distance above inter. 
secting streets, avenues or places. All feed wires shall 
be strung longitudinally from pole to pole to be thor- 
oughly insulated and securely fastened to each of said 
poles by means of iron cross arms placed at the top of 
said poles and not less than twenty feet from the es- 
tablished grade of said roads, streets, avenues and 
places, and the same distance above intersecting streets, 
avenues and places, provided that where there is an 
artificial obstruction which shall prevent said feed wires 
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from being suspended the said distance above said 
grade and in the manner herein provided, then the same 
shall be suspended under such artificial obstruction 
and as near thereto as shall be found safe and convenient 
to the public travel on said roads, streets, avenues and 
places and the uses of said obstruction. All trolley 
wires shall be suspended from the span or supporting 
wires and placed over the centre of each set of tracks, 
switches, cross-overs and turnouts which may be laid in 
the said roads, streets, avenues and places herein desig- 
nated, and shall be fastened to the said span or support- 
ing wires by good and sufficient insulators and shall be 
at all points suspended as aforesaid at not less than 
seventeen feet above the established grade of said roads, 
streets, avenues and places and intersecting roads, 
avenues and places, provided that where there is an 
artificial obstruction which would prevent any of the 
said wires from being suspended the distance above the 
grade of the said roads, streets, avenues and places in 
the manner hereinbefore specified, then the same shalt 
be suspended under such artificial obstruction and as 
near thereto as may be found safe and convenient to 
the public travel on said roads, streets, avenues and 
places and to the uses of the said obstruction. To each 
span wire there shall be attached a strain insulator 
with at least three inches take-up and at a distance not 
to exceed two thousand feet along the line there shall 
also be attached an additional insulator so as to fur- 

nish double insulation for the span wires at those points. 
All span wires shall be not less than three-eighths of 
an inch in diameter and of seven-strand galvanized 
steel wire. 

All trolley wires shall be not less than O hard drawn 
copper and of not less than ninety-eight per cent. con- 
ductivity. The feed wires shall be supported on glass 
insulators and at all points where it is necessary to 
make joints or connections shall be wrapped with 
okronite or some other standard insulating tape equally 
as good.  AJl anchor wires shall be No. 3 galvanized 
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Swedish iron sustained or connected by insulators, and 
the entire lines when finished shall present a neat and 
workmanlike appearance, and al! poles shall rake evenly, 
wires shall be straight and free from kinks or bends, 
the span wires of a “uniform sag, and all trolley wires 
pulled up tight. 

Suc. 4. That in case of fire the Vi ire Department of 
the said City shall have the right, without notice, to cut 
or remove any of the aforesaid wires for the purpose 
of more readily and safely extinguishing any fire or 
fires in said City and that the said railway company will 
not make any claim upon the said City by reason of 
said wires being cut for the purposes aforesaid. 

Src. 5. [The said railway company shall pave with 

Belgium block and keep and maintain in good repair 
all that part of the carriage way of the roads, street, 
avenues or places in which its tracks shall be laid lav- 
ing between the outer rail of its tracks or track and to 
the extent of eighteen inches beyond said outer rail on 
each track, and said paving and all repairs thereof shall 
be laid with sharp sand. And the said railway com- 
pany shall operate its road so that cars will be run with- 
out change and on regular intervals of time of not less 
than six minutes between the hours of six a.m. and 
nine p. m. between the ferries at the foot of Hudson 
place and Fourteenth street in said City./ 
Suc. 6. Be it ordained that the said North Hudson 
County Railway Company shall file with the City Clerk 
of the said City of Hoboken its acceptance of this ordi- 
nance within twenty days from the date upon which it 
shall be adopted. 

Passed March 14, 1897. 

EDW. OFFERMANN, 
Chairman of the Council. 

Approved April 19, 1897 
Attest: 

M. V. McDERMOTT, 

City Clerk. 
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AN ORDINANCE TO’ PROVIDE FOR THE AP- 
POINTMENT OF A PARK KEEPER: FOR 
ELYSIAN SQUARE. 


The Mayor and Council of the City of Hoboken do ordain 
as follows: 


1. That there shall be appointed by the Council an- 
nually a park keeper who shall have general care and con- 
trol over the public square known as Elysian Square, 

under the superintendence of the Committee on Public 
Grounds and Buildings, and who shall receive the sum of 
seven hundred dollars per year for his services, payable 


monthly. , 
2. All ordinances and parts of ordinances inconsistent 


fut @ 


herewith be and they are hereby repealed. 


AN ORDINANCE FIXING THE TAX RATE -IN 
THE CITY OF HOBOKEN. 


WHEREAS, An ordinance was duly passed by the 
Mayor and Council of the City of Hoboken in the year 
1878 fixing the tax rate in the City at a rate not to exceed 
one and one-half per centum for municipal purposes, 
which ordinance was not written in the ordinance book 
at the time and has since been mislaid, and for the pur- 
pose of properly establishing the said tax rate, 


The Mayor and Council of the City of Hoboken do ordain 
as follows: 


dst. That the rate of taxation for municipal purposes 
in the City of Hoboken shall not exceed one and one-half 
per centum. | 

2d. ‘That all ordinances and parts of ordinances in- 
consistent with the provisions of this ordinance be and 
they are hereby repealed. 
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AN ORDINANCE REPEALING AN ORDINANCE 
ENTITLED “AN ORDINANCE PRESCRIBING 
THE DUTIES OF THE POUNDKEEPER,” AP- 
PROVED JULY. 6, 1855, AND THE SUPPLE- 
MENTS AND AMENDMENTS THERETO, AND 
REPEALING AN ORDINANCE ENTITLED “AN 
ORDINANCE TO APPOINT A POUNDKEEPER 
OF THE CITY OF HOBOKEN AND 'TO ESTAB- 
LISH A PUBLIC POUND IN SAID CITY,” AP: 
PROVED JUNE 16, 1870, AND REPEALING AN 
ORDINANCE ENTITLED “AN ORDINANCE TO 
APPOINT A POUNDKEEPER, TO PRESCRIBE — 
HIS DUTIES AND TO ESTABLISH A PUBLIC 
POUND SEN) THEY CURY (OF “HOBOK TN. jek 
PROVED FEBRUARY 2, 1876, AND PROVIDING 
FOR THE CONTROL OF THE PUBLIC POUND 
AND POUNDKEEPER BY THE BOARD OF 
HEALTH. 


The Mayor and Council of the City of Hoboken do ordain 
as follows: 


1. That the ordinance entitled “An ordinance pre- 
scribing the duties of the poundkeeper,” approved July 
6, 1855, and the several supplements and amendments 
thereto, and the ordinance entitled “An ordinance to ap- 
point a poundkeeper of the City of Hoboken and to estab- 
lish a public pound in said City,” approved June 16, 
1870, and the ordinance entitled “An ordinance to ap- 
point a poundkeeper, to prescribe his duties and to es- 
tablish a public pound in the City of Hoboken,” approved 
February 2, 1876, be and the same are hereby repealed. 

2. That the control and jurisdiction over the subject of 
the public pound and poundkeeper and all matters relat- 
ing thereto be and the same are hereby vested in th* 
Board of Health of the City of Hoboken. 
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3. That all ordinances and parts of ordinances incon- 
sistent with the provisions of this ordinance be and the 
Same are hereby repealed. 


AN ORDINANCE TO LICENSE ANY PERSON OR 
PERSONS CONDUCTING OR INTENDING TO 
CONDUCT ANY SO-CALLED AUCTION, RBANK- 
RUPT OR PIRE- SALES: | 


The Mayor and Council of the City of Hoboken do ordain 
as follows: 


SECTION 1. That any person or persons, not bona fide 
residents of this City, conducting or intending to conduct 
any so-called auction, bankrupt or fire sales within the 
limits of this City shall file with the Clerk of said City 
a petition setting forth the name or names and residence 
of the person or persons who are the owners thereof, the 
manner of business intended to be carried on and the 
street number where such business is conducted or in- 
tended to be conducted. 

Sec. 2. That the said Council, upon being satisfied 
that the person or. persons so applying is or are fit and 
proper person or persons to conduct such sale, may, by 
resolution of the majority of the whole number concur- 
ring therein and approved by the Mayor according to 
the provisions of the City Charter, grant a license for 
the term of one year to the person or persons so applying 
for the same upon payment of the fees and costs here- 
inafter mentioned. 

Sec. 3. The following fees and costs shall be charged 
to and paid by the person or persons applying for such 
license under the provisions of this ordinance, to wit: 
To the said City for said license the sum of one hundred 
dollars, and to the City Clerk of said City, for drawing 
such license, the sum of two dollars. 
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Sec. 4. That if any person or persons shall conduct 
or cause to be conducted within said City any such sale 
as set forth in the first section of this ordinance without 
having first obtained a license according to the pro- 
visions of this ordinance, shall be liable to pay a pen- 
alty of twenty dollars for each and every offense. 


AN ORDINANCE TO VACATE THIRD STREBAT, 
EAST OF RIVER STREET, IN THE CITY OF 
HOBOKEN. 


WHEREAS, The parcel of land about eighty (80) feet 
in length by seventy (70) feet in width, lying east of River 
street in the City of Hoboken, in a line with what wou!d 
be Third street if extended, is wholly within the lines of 
property of North German Lloyd Dock Company, excey:t- 
ing where it adjoins River street, and the public of the 
City of Hoboken have no practical use or interest in the 
said extension; 

Therefore, be it ordained by the Mayor and Coune’l 
of the City of Hoboken, as follows: 

1. That so much of Third street as exists east of the 
easterly line of River street be and the same is hereby 
vacated as a street. 

2. This ordinance shall take effect immediately. 


Passed April 10, 1901. | 
CHAS. SCHULTZE, 
Chairman of the Council. 

Approved April 22, 1901. 
LAWRENCE FAGAN, 
Mayor. 
Attest: 
JOHN HAGGERTY, 
City Clerk. 
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AN ORDINANCE TO AUTHORIZE THE MAKING 
AND EXECUTING OF A CONTRACT ON BE. 
HALF OF THE MAYOR AND COUNCIL OF THE 
CITY OF HOBOKEN WITH THE NORTH GER- 
MAN LLOYD DOCK COMPANY, A CORPORA- 
TION OF NEW JERSEY, REGARDING THE 
BUILDING OF A PIER AT THE FOOT OF 
FOURTH STREET, EXTENDED. 


WHEREAS, The North German Lloyd Dock Company 
is the owner of the lands under water in front of Fourth 
street, extended, in the City of Hoboken; and 


WHEREAS, ‘The said Company, in the rebuilding of its 
plant, recently destroyed by fire, finds it necessary by 
reason of the increased size of the steamships required 
by the necessities of modern ocean service and the neces- 
sities of its business, to have a wider water space be- 
tween piers than was formerly required, and is desirous 
of building its northerly pier to the full width of Fourth 
_ Street, extended; and 


WHEREAS, It is advisable, in the general interests of 
commerce and the development of the business interests 
of the City of Hoboken, that all proper accommodation 
should be given to the said Company, consistent with 
the City’s interest; 

Therefore, be it ordained by the Mayor and Council 
of the City of Hoboken as follows: 

That the Corporation Attorney be and he is 
hereby directed to prepare a _ contract, and the 
Mayor to execute the same in behalf of the City 
under the Seal of the City, and attested by the City Clerk, 
with North German Lloyd Dock Company, permitting 
said Company to build, erect and maintain upon its lands 
under water at the foot of Fourth street, extended, in 
the City of Hoboken, any buildings or piers or other 
structures necessary for the carrying on of its business, 
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and providing that it shall not be necessary to keep the 
said lands under water open as berths for vessels or 
otherwise. . 
2. This ordinance shall take effect immediately. 
Passed April 10, 1901. 
CHAS. SCHULTZE, 
Chairman of the Council. 
Approved April 22, 1901. | 
LAWRENCE FAGAN, 
Mayor. 
Attest: 
JOHN HAGGERTY, 
City Clerk. 
y 


AN ORDINANCE TO AUTHORIZE THE MAKING 
AND EXECUTING OF A CONTRACT ON BE- 
HALF OF THE MAYOR AND COUNCIL OF THE 
CITY OF HOBOKEN WITH THE NORTH GER- 
MAN LLOYD DOCK COMPANY, A CORPORA: 
TION OF NEW JERSEY, PROVIDING FOR A 
CHANGE OF LOCATION OF THE THIRD 
STREET SEWER OUTLET ALONG AND EAST 
OF RIVER STREET IN THE CITY OF HOBOKEN. 


WHEREAS, The outlet to the Third street sewer has 
long been in a state of decay and a menace to health, 
and in need of reconstruction; and 

WHEREAS, The North German Lloyd Dock Company 
is about to rebuild its piers and finds it necessary for che 
proper construction of said piers that the outlet to the 
said sewer should be removed further north, and for that 
purpose is willing to undertake the construction of the 
said outlet at its own cost and expense; 

Therefore, be it ordained by the said Mayor and Couneil 
of the City of Hoboken: 
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That the Corporation Attorney prepare and that the 
Mayor, in behalf of the City, execute under the Seal of 
the City, duly attested by the City Clerk, an agreement 
with North German Lloyd Dock Company, providing that 
said Company may, at its own cost and expense, change 
the location of the Third street sewer and its outlet as 
follows: From a point in the Centre line of River street 
at its intersection with the present outlet sewer in Third 
street, and thence running northerly along the centre 
line of River street to a point about opposite the centre 
‘of Pier No. 2, distant about three hundred and twenty- | 
four (824) feet south from the southerly line of Fourth 
street, and thence easterly and parallel to the southerly 
line of Fourth street, across the property of said Com- 
pany to the tide water of the Hudson river. Said agree- 
ment to provide that the sewer, when so changed, shall 
be subject to the terms and conditions set out in the 
agreement bearing date June twelfth, eighteen hundred 
and sixty-six, between The Hoboken Land and Improve- 
ment Company and the Mayor and Council of the City 
of Hoboken. 


2. This ordinance shall take effect immediately. 


hc) 


€ 


Passed April 10, 1901. 


CHAS. SCHULTZE, 
Chairman of the Council. 


Approved April 22, 1901. 


LAWRENCE FAGAN, 
Mayor. 


Attest : 


JOHN HAGGERTY, 
City Clerk. 
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AN ORDINANCE PROVIDING FOR THE EXECU- 
TION OF A CONTRACT WITH THE NORTH GER- 
MAN LLOYD DOCK COMPANY FOR THE 
DOCKING, BERTHING, LOADING AND UN- 
LOADING ITS VESSELS. 


WHEREAS, A grant of the lands under water in front 
of Hudson Park, extending one hundred (100) feet north 
of the northerly line of Fourth street, extended, has been 
heretofore made by the Riparian Commissioners of the 
State of New Jersey, for the purpose of docking, berthing, 
loading and unloading vessels upon or over the same, 
which said grant is held and owned by The North German 
Lloyd Dock Company, and said North German Lloyd 
Dock Company has acquired the rights in said lands un- 
der water of the Hoboken Land and Improvement Com- 
pany, the owner of the fee of the soil in said Hudson 
Square or Park; and 

WHEREAS, Said North German Lloyd Dock Company 
desire that a contract be entered into for the use of said 
part of said lands under water in front of Hudson Square 
for the purposes of docking, berthing, loading and un- 
loading vessels, and in the judgment of the Mayor and 
Council of the City of Hoboken it seems wise and for the 
promotion of the business and laboring interests of the 
City to assist said Company in completing its plant as 
early as possible, and to that end that such a contract 
be entered into; 

Therefore, be it ordained by the said Mayor and Coun- 
cil of the City of Hoboken as follows: 

That the Corporation Attorney prepare and that the 
Mayor, in behalf of the City, execute under the Seal of 
the City, duly attested by the City Clerk, a contract with 
The North German Lloyd Dock Company, conveying to 
said Company the right to use the said lands under 
water for the purposes of docking, berthing, loading and 
unloading vessels, and to dredge out to a depth of waf>- 
sufficient and suitable for that purpose, and to maintain 
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it at such depth of water, such right to continue for th? 
period of nine hundred and ninety-nine (999) years; pro- 
vided such company, their successors or assigns, shall 
maintain upon the lands adjoining said lands on the south 
thereof docks, wharves and piers suitable for docking, 
berthing, loading and unloading ocean-going vessels, said 
contract to contain a provision that no buildings or other 
structures shall be erected on the said lands under 
water in front of Hudson Park which shall in any way ob- 
struct or interrupt the view or public access to the water 
from any part of said square or park. 

2. This ordinance shall take effect immediately. 

Passed April 10, 1901. 

CHAS. SCHULTZE, 
Chairman of the Council. 
Approved April 22, 1901. 
LAWRENCE FAGAN, 
Attest: Mayor. 
JOHN HAGGERTY, 
City Clerk. 


AN ORDINANCE TO AMEND AN ORDINANCE EN- 
TITLED “AN ORDINANCE GIVING CONSENT 
TO AND AUTHORIZING THE HOBOKEN RAII.. 
ROAD, WAREHOUSE AND STEAMSHIP CON- 
NECTING COMPANY TO MAKE, ERECT, MAIN 
TAIN AND OPERATE A RAILWAY PROPELLED 
BY ELECTRICITY, ON CERTAIN STREETS AND 
AVENUES IN THE CITY OF HOBOKEN, AND 
ALSO TO ERECT POLES ON CERTAIN STREETS 
AND AVENUES IN THE CITY OF HOBOKEN, 
FOR THE PURPOSE OF STRINGING WIRES 
THEREON NECESSARY TO OPERATE ITS 
RAILWAY WITH ELECTRIC POWER.” 


WHEREAS, The Hoboken Railroad, Warehouse and 
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Steamship Connecting Company, and Campbell & 
Company, the owner of the property upon which 
the said railroad has its terminal south of Fourtb 
street, have agreed to sell to North German Lloyd Dock 
Company a piece of land at the foot of Fourth street, 
which will be necessary for the contemplated improve- 
ments of said North German Lloyd Dock Company; and 

WHEREAS, The sale of said land will necessitate tha 
removal of said railroad from its present terminal to one 
adjoining the same upon the west thereof; and 

WHEREAS, In order for said railroad to obtain access 
to its new terminal, it will be necessary to re-locate th. 
line of said railroad over the southerly part of the paved 
roadway, and across the easterly end of Fourth street; 
and 

WHEREAS, The same, in the judgment of this Council, 
will be for the benefit of the inhabitants of the City of 
Hoboken; | 

Therefore, the Mayor and Council of the City of. Ho- 
boken do ordain as follows: 

1. That the consent of the municipality of said City 
of Hoboken is hereby given to the said Hoboken Rail- 
road, Warehouse and Steamship Connecting Company, 
and the said Hoboken, Railroad, Warehouse and Steam- 
ship Connecting Company is hereby authorized to change 
the location of its railroad as follows: : 

Beginning at a point on the centre line of said railroad 
track of said Hoboken Railroad, Warehouse and Steam- 
ship connecting Company, as defined in an ordinance en- 
titled “An ordinance giving consent to and authorizing 
the Hoboken Railroad, Warehouse and Steamship Con- 
necting Company to make, erect, maintain and operate 
a railway propelled by electricity on certain streets and 
avenues in the City of Hoboken, and also to erect poles 
on certain streets and avenues in the City of Hoboken, 
for the purpose of stringing wires thereon necessary to 
operate its railway with electric power,” approved 
October 30, 1895, said beginning point being distant 
128.60 feet northerly at right angles from the southerly 
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line of Fourth street, extended, and 239.50 feet easterly 
at right angles from the easterly line of River street; 
thence running in a southwesterly direction and curving 
to the right on a circular curve with a radius of 150 feet, 
a distance of about 154.5 feet to a point in the southerly 
line of Fourth street, extended, distant 166.72 feet east- 
erly from the easterly line of River street; thence south- 
erly along private property. 

The said track to be so constructed along said line to 
be a single track, and to the elevation of Fourth street 
where the described lines intersect the northerly line of 
Fourth street, extended, and from this point descending 
by uniform grade to meet the present levels of the track 
and street as they exist in front of the centre of Hudson 
Square Park. 

The grade of the track south of the point where it 
crosses the northerly line of Fourth street, extended, to 
be level. 

The surface of the street is to be properly restored and 
the track properly paved by said railroad company, and 
is to be laid with a guard rail on each rail of the track 
from the beginning of the curve southerly to the first pair 
of switches, and the said railroad company, at’ its own 
expense, is to do such other work as may be necessary 
to build the track on the lines proposed, and to make 
the street safe for traffic. 

Poles for the support of wires, hangers, pull-offs, guys 
and anchors shall be located as follows: 

There shall be one pole on the westerly side of the 
paved roadway in front of Hudson Square Park, twelve 
(12) feet north of Fourth street, extended; one pole on 
the northerly side of Fourth street, extended, thirty (30) 
feet west of the paved roadway; one pole at the north- 
erly line of Fourth street, extended, adjoining the stone 
wall, forty-five (45) feet east of Hudson Square Park; one 
pole adjoining the said stone wall, twenty (20) feet south 
of the northerly line of Fourth street, extended, and an- 
other pole adjoining said stone wall, thirty (80) feet south- 
westerly from the last mentioned pole. 
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All of the same to be subject to the provisions and 
regulations of the said ordinance, to which this ordi- 
nance is an amendment. 

2. This ordinance shall take effect immediately. 


Passed April 10, 1901. . 


we 


CHAS. SCHULTZE, 
Chairman of the Council. 


I hereby certify that the above ordinance was passed 
by the Council of the City of Hoboken on the 10th day 
of April, 1901, was vetoed by the Mayor of said City, and 
was passed over the said veto on the first day of 
May, 1901. 


Dated May 2, 1901. 
JOHN HAGGERTY, 
City Clerk. 
Attest: 
JOHN HAGGERTY, 
City Clerk. 
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Shaitkeen cockeiy e. \tiiiere the. uc, hi alr a aie Oi 
Shall employ additional counsel when........ 98 
POWer-to; CONIPrOMIse*aCctiONS sa -) 0: ha eee ag 
When he may appeal cases...............4..% 100 
Make report to Treasurer semi-annually....... 101 
Shall settle account with Treasurer........... 102 
WV OT RAM ATICO TO XESLS (01) 52.5.) octets ots 's Gi oliets otedeeee nian 193 
Shall receive money for City when............- 104 
PEN sA Ue HERI seth 1, Saray cans Seta e SRG. a ke meee ha ter ames 5 

CROSSWALKS, 
See Sidewalks. 
D 
DISORDERLY HOUSE, 
Pee PovRPO OAL GAIN Os ee ee oN 450 
E 
EXHIBITIONS, 
See Shows. 
F 


FIRE, 
Base larly, I Pemale yolQly see eye vesk tole. si etenl awe ee aaes 269 
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SECTION 
Construction of hydrant.) 90 cate eee 270 
Police’ to: report: violations .c. }acl Gas ee sees 271 
FIREWORKS, 
See Powder. 
G 
GAMBLING, 
Penalty for maintaining house for............. ADL 
BOMeesT ay SUGD faster es <a eo miaderenatioe Weare en) Sean tee 451 
Penalty for persons engaged in....../....... 452 
GUNPOWDER, 
See Powder. 
H 
HACKS, 
Pacense, how (eranted sons 5. cieicgtet oe eee eee 309 
PACCHSETECTIOR ano aiarn ee si ene ane nae ee ee Bie 
BAe TOL ariy ereOL 7b. Gees ee ee eee 362 
Heeyfor badve. Sis te eee tee cnet See 363 
Penalty for failure-to: wear badge... 2 of 364 
Platesito: be fastened ome), 6/225. wa). eee 365 
Penalty for mutilating or disposing of plates... 366 
USO OL LAAT DS OD. 5 ccs Mic hcaaeicts NON eae nae Rone 363, 364 
HAWKERS, 
See Peddlers. : 
HORSE CAR RAILWAYS, 
See Street Railways. 


INSPECTOR OF BUILDINGS, 
POT OL BN Ra AT nt Nth os, JA ER See 2 
Appointment of..... Boe Pus Ree a bos aR 28+ 


INDEX. 183 


SECTION 

POAT OSA trnice Soe ete Nees Sa shane fe on phate Have SOLIS DARBL RI 285,286 
inc Rep recor anemones emer nly che a A cnn aie erste 287 
Shall issue permits for erection of building... 2&8 
Shall remove dangerous structures........ 290, 291 
Sialiserve: MOMCeCONVOWHED 2 6c). 04. ob de. 8b hae rs vi Ne 
FUNG COMO COE DUPE T TE pig coats) oo5) adler el ao acs QU ahs 2038 
Removal of dangerous buildings............. 342 
NOUMCETLO MDE SERVE TDY terne eic ls. We ale a0. lo tebahay/ anlar e B40 
PON uy MTOR AVIOL a ClO Aa ie ut ik Wee teus leery argians 3433 
TECHAOVEIT OLD Vio cae tte sei cee es lsleee atevale a: ohaeeenaee 344 
POWETEBO FETIUO VIC. Site ee bee alee oye ak AAS, bi Ae Se iene adi 
‘ouncil may sue to recover cost of removal..... ata 
Shall notify tenants in unsafe buildings....... 346 
Shilikeep eiire escapes cleat)... q.c0 sere 349 

INSPECTOR OF LICENSE, 
Buse ual ie Uh Mel Rte A UMRAO MP URLS RU Ld ied Qe Been MARA rad Wi Ns ho 3 
POT OMMGMVOTUE Olin 255 ol 0c) ahem mene ctoc go Ls Maa Gone ate 124 
POUT ESO Teer ree et 7a Ae NS bal Ata pam re Ue 125 
Reportito Committee on License.) 25.0.0 uh. 126 
To investigate all applications for license...... yar 
J 
JUNK. DEALERS, 

Licénse fee for...:.. ete sen eet eee eee aay | Sane aT 
Cay LOS SAUCES DES es t Se GeO aut Mirena Abana wren 1 O74 
COUT UIIUC ERO LES nO break! Mi ace. em Rin i1/ a acs 2 ee S91 
DSO TUCO noma ae dhs fags uc giat ae ve oh wae ad cat GRA 3d92 
POLLGUUS Gin LPOETISE) OL Fie Gy ac discs So ie Ree wae 393 
BUELL Ces: Ob eer ric. ton. jes peak net ac tenant Se TERE Bed 
Advancements on pledges by, prohibited A as Ieee 395 
Dealings with minors prohibited.............. 96 
PLO DSd Ola any Delis ODED Seka serra aise caiazs Bal guy acetate O97 
BOOKS LOTDOVR ODT Vi, So. aciie acta nn cae lshecwrataee eee 398 
Books of, may be inspected............ bee Ae: 399 
Penalty for failure to Ree DOOKS io. 0 Deanna 400 


Business of pawnbroker by, prohibited........ 401 
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SECTION 
Penalty for viblationiee oc, oe Gah a ates ee ean 402 
oh Cat AAG GY Engi Pu Rea gece) ae MU BMLDy Seiya ey) inal yg). Fase ore ADE 
hemoval Of shopyob..) 02s els soe abate nae A(\4 
Stolen articles in possession of........... 405, 406 
Penalty for violation of. 2.4.. sit gill GS Redy Seren ae 407 
i 

LICENSES, 
HON EHEC TY LOC UkMeot a )2 0! ae ata TR yaaa cask any eat aa 309 
WORLD TSO TLE Ce Dees t) au a eis yee tee 350 
NY ELOnSaTT POCO VO 084 ae OR Ge nae gst iT aoa aon 
EPC GA Oa OL a8 oh. a Tact ay Pere ral 2 ee 360 
BIS MEO ORs! fl sete Coat oir oe tp ol Oa ARONA MO RY Rebied te Sra Mee dal BGL 
Mees maddrtromals enick yee iy aE a aes TNO itd CoRR vt 
OnroanorinGers) LO De Wigs eo ake) epee eee «eee 367 
Members of street bands to:take out.......... 365 
Sah Weati lade esis) h0 AE yh vias eevee: eae ens 360 
Cartmen, etc., penalty for failure to procure... 371 
Revocation of scavenger license... ...50 80 a ool 
Street car license 

LIGHTS, 
TRO OUMALTO DIS) OL in ch sies dnl sta csi tn ol ole 0. heads ee | era 249 
Penaltyutor viola tom qav esi iaiees a Ay oa kairo 249 
Cabs, on 
Bicycles, on 

LIQUORS, 
Pale nO LOU UTC AVA ch eine ik ta 8 ie eee 448 
Sale om Dy iNNKee Pers ose SHC er Re Pe ene 453 
Penalty fOr ANtOMICation e150 sie tie ieee ae 454 
Police tosarrestaror INCOXICATION 75 sone ase set 455 

M 
MAPS, 


See Streets and Highways. 
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SECTION 

MEASURES, 
See Weights. 

MUSICIANS, E 
TRC IS OF TRE™ LOR. eRe eI yi i. Wh sags odenlas oe ta oe 361 
Oreo riders) LODE: MCensed .)..') be see ee 367 
CCM OmRO Te tay Lem Cn aty <a ss iaasie ale weld Sienna 368 
eR OI de au dalek LA CMTE: CMR LC PL7 vB 369 

0 

OBSTRUCTIONS, 
POUT Ee eC COSSALY, 508 ice knee i.') Siler banteneen Omer 182 
PADUELO TE bY eALOW TS ETITO VO sca cls) iivue eos. oh bt cles nue ethan 18t 
AMUCleS VEemoOved CO: (DE/SOLGa. 2 ui. ahd Maa as Sets 185 
Permit necessary to remove buildings......... 186 
Time for moving butdings limited.....55.....% 187 
Penalty for obstructing beyond time.......... 188 
Builds not to beerected in«street. . 2. 42.8. 1&9 
Notice_to remove buildings obstructing streets 190 
Pee OMI ATG W LOIS ale OL, el Uiet ea alle ts teres aa gene 250 
RUC SUE SLY VER cst e's: s cls obeNeiiay el Gee dtaann tavall aut 201 
ROO RE DU Meco it LA is Wo eg hiss Gunde eats ate Rae Bie 
NOP EON OU taCed ON SIMO WALK orgd of Vo ccccde ater 293 
EMT UA LO) DIO) ben. eich. Sop aren Veils aim Whee ecg ad ae 254 
Ori G phos ALLL 2. W craltiel . aks Tap Asta ee keee & 254 
Be ee RPL S ELT ye): se ue) Shee SRN Edict a Me Mal of nk Ena 250 
Poe Tigh hy, wa, VOWEL ULO Ns ‘OL shea Ah tea: eg vg heat oes 206 

ORDINANCE, 
IC ORRORNOINE YS OL fcc Sede Bidet covets SEH oy ge ame Le 
Ee WOLUGCAM OM SOLE PEOVIGER LOD sie. hose. le vic atone 18 
EROOm@OD Dib MCAtIOn. NOW MAAS 5... .cmie noe ye 18 
DOOD eLeNOTOSREC IN DOOKS Aki te dA caliente 22 
Torberpresented:to the Mayors... 02005 i oa ae 


Adllvoradine, pavine,etc;, to be Dy -4 o. kets sso 168 
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SECTION 
OVERSEER OF THE Poor, 
MS OTVCL. VOL. at Qioae en on eh oral Me ec ae UOT Sy See selma > 3 
OTHE V2 Outen. a dat OMAP Beeler india eta roe oy te eae 272 
Record of applicants for relief.; ......0.....4. 273 
Sha MGUuUILe IDLO .ApPlecavion..). oh. eens a7t4 
A dMISsion,, CO POOTHOQUSE 3 ee oe TAee We ee eee 278 
Sickness of indigent persons .)..0%). 2a eee 206 
PER LEV TS Waits Geta wl =, Ruhr ono a er ee es net Aton ARIRT Se een anu 277 
To receive order in writing from Committee on 
DAS IRS eS TRA ee Le oe Gat oe eee ee pias 
Penalty: LOL sVLOLAb Gy AU Uys hiics civics chain ota io 
Make monthly report toiWounciliy. eee 280 
To meet with Committee -on Alms. .i0.. 07000. rea 
Shall distribute food; twel eter... Un ieniel os oe 282 
Shall furnish relief to indigent sick, etc....... 283 
p 
PARKS, PUBLIC, 
eames) in prohibited sus Vea ual ao Me eee 2238 
EL CRY ETD. o S026 Yar ga oe a sd ha ak eke OGRE hu, ee eo Ue Se pe ae 229 
BeNGhES, DOSS: CLG UDI SRG ie. ets ann ts Gamat 230 
Sales of merchandise in prohibited........... ok 
PAWNBROKER, 
PAR CD SCTE ATOM LF. Lael hy ue etan es oie vee te einem 361 
Penalty for failure to procure license......... 3t2 
COUALINCALIONS: (Ol Lion aati erence eee ee 390 
Business of junk dealer by, prohibited........ 401 
Penalty fOr ¢violariom weer. wlio cars aaa ee 402 
SLT AOL os « Diners og FUy Sa Ae acco dng ait ey ae wer 403 
Removal Of SGD OL wid cites vo. alte neceee osaeaees 4AQ4 
Stolen articles in possession of........... 405, 406 


POLES, TELEGRAPH 
Erection of, consent to erect, how obtained... 350 
bh ASHE 8) Ge aaa cain aim ab Road Mehive gapupir Henraee rope Li ery 301 
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SECTION 
PLATES VOD we .8% Be Man, oer ciciels sib dace ancl ap ecelee dal 
WYNER CO Ls LOW OIL ELOss Mens thes. whee Gaia oth Chava ee 4 Bras) 
EEUU MELE ROU ro eer Caine n war « HON iu uatou WUE neue bed 
Pive Alarm Poles hrecuL ated... sc. nGk ay eer ige 306 
SUpPervision. Of ECLrEChOME Gli. if. 6s ws este aot 
BET Ab sGrOn: VIOLATION Mp dan'< sic e .caieres Mie anemia, 358 
PHYSICIAN, CITY 
AP PORMUINIeI th Ola wancargretce i) as. thal rn Bn) Memes 118 
Appointment of assistant AIM Sear EMe Tei ty CUTE REE NS. 118 
COM ADICE CLOTS YO fet ey cet ee hes oe es ig haan anr Ur rena 11S 
BUA OE Obeid cml ca) atae pamtieet ot aici ueen tae ie eae ious) 
DUES OL) CONCELDING | POOT ss.) 6). neig dee talen ene 120 
Quarterly statements showing each pauper 
A CCTCLOGaEh We ENG Tete a rereieen (s,s. a haters Rie eee 121 
Attend meeting of Committee on oe css tak alee 122 
SCRIOV Ae Obett ae anys Eee cis (hk li Ral esate elena 125 
POWDER, NITRO-GLYCERINE, ETC 
Meanuiae lure ror reeu laced 2. Gi.u) isi. seen a 246 
Permits for issued by ‘ire Commissioners..... 246 
PU WLILV Ol  PECULALER ua. cremrsis iim, oe ure ke aera 246 
Shall post sign “where SOR Ghoti chee mem aie 246 
Shall label articles SOLO 927 55 Le Vee copes 246 
Conditions! fom: transportation: of ...0 04.) Sak 246 
it OF Ca) CEO OLA LOC Shite Pera.) ty ales ae tae ee 246 
Manufacture “of fireworks: regulated: s2c.7s: 247 
EelimietecOmperisstiod- by i.e) ue ik een oe lee eee 247 
PUBLIC BUILDINGS, 
See Buildings. 
PUBLIC WORK, 
WEIS ECE ROTOR GY tga 5/2000) SR RI aan Patt, See ee EEA MEE NAAT oa WP 143 
TPO OMA VOB OGTORL Oli. . a:deties yicbiuas "vas cuavielles epee. 3 
Db ESRO lL MN SDCECOL OL) urine s vin ae. 8 Reon a OR 143 
Precaution for preventing accidents.......... 144 
Sewer inspection regulated. CATs held a Pacarah ane Ree 145 


Book for names of employees to be kept by.. 146 
Shall report to Street Commissioner.......... 147 
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SECTION 
RAILROADS, 
Runnin OF Cars GAroush: City a een ee 465 
Crossings of, how ouarded. Ter MTEC er ots Vacant 465 
Obstructions of streets DiVen air arr se Aiea arene 4656 
Tracks) of, how lard on- streets: ..) es tse ee 467 
AIPOPATIOMN OF pRTAuCINS sly), ek vie cet ine ae eon ee ae 167 
Crossings.of graded streets regulated......... 468 
Prevention of fires an ihe ara MRE Caters Mca Cat ci 4 469 
SALARIES, 
CRM T CVs OM CPA eer a Rec. arenes SAA Ne slips se 13 
SCAVENGERS, 
BICES TOPICENSG read a eii Handel eala Wtene eat ah: pee en 36 
TSA TACTS Oat eh viral Solel la had ahs tai atc curs tanec hs Pasa 316 
Penalty for failure to procure license.......... B07 
Painting of name and number on wagons of.. 37s 
Penalty for. sub-letting wagons: of .. 2... ... 2 309 
Penalty when wagons of become nuisance.... 5389 
dreetise. of, how TAVOKECGM Es 7: Sat bis ease a 331 
City Clerk to keep record of license.......... DBZ 
SEAL, CITY 
See City Seal. 
SEWERS, 
Wleanimaror, Nowe Gomes sae iat ai tne. ied ae Pane 202 
CODStPUCTLO NiO glen Yi Tain Vie Nae 2 ie oun 233 
a Connection, with, how mMadewe 2.28). eee 234 
Revocation of permission to connect with...... 235 
Openings into; howy madera isaac ane 236 
fees) Tor conmectin’ with ii), 28 sie ere en oe 237 
Drainage into reoulated x paitiaganbives Hades aS et ame oe 2S 
Penalty for permitting obstructions in........ 239 
Steam’ dischareedy in any ta ey Bee ee 240 
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SECTION 
- SHOWS, 
MAGE Sem lnc mek metas ene ak es a hes alee Saniora 445 
TEPC WRATS STO TL FEO GEXA heres sree ss al ae eteaatoca heats 446 
PCGUSE) ECGs Gh" FUP ier iene fer sl s/s at 2 pe BUNSEN ALT 
SIDEWALKS, 
LOOMS. Om | CONSEENC LOO wey ut act) wis st reke s wie eeae 192 
PlaaLOrMs, NO W -CONSIEUCLCU.. 2... say oe Oe ee 192 
say WINKOWs, CONSIPUCUION OL. 2 (a tiale AV arene 193 
Cellar. doors; How Constructed :.<).0 02 ies ee iv 
Persons not to construct porch over cellar door 195 
Construction of awnings regulated............ 196 
ROSTSCOT MI O.W. CONS TPUGIOU De... Visio. iat pay snmene 197 
Heichines posts regula tede kG oie ees 198 
Awnings, iron brackets, regulations of........ 199 
Street Commissioner to remove stoops, etc., 
nig NES 2 tie ee as aia Orage Sra NL NOME aed a ge EME EG 200 
Reinsiof horses not: to obstruct... 2.8 ese 204 
Vehicles shall not obstruct crosswalk......... 203 
Use of vehicles regulated........... 205, 206, 207 
Pr OOGL NOE TOLbe placed ron for. eae er eae 208 
Bera ysLOVeMN Urine a2 ue oie k ae aa ee eek 209 
Snow and ice to be removed from............. 214 
SIDEWALKS, 
Diao EDON? PLOULDILOd 62 ech os wee ae 
CM erat LO.We, GLIVel OM tas.) Sis cis salen ee keene 224 
COTOUTS) 0 ST COT PRE CE) 2 AR a Oe OR Rery Sa Rea a 241 
IN OMUCCIEO, OW NETS Obs. June i aloe We tues te es alors 242 
When constructed by City how paid for....... 243 
Penalty for throwing refuse upon..: 2.2.0.0... 244 
Storekeeper not to sweep dirt upon........... 245 
Placing of oils upon prohibited............ ana ete os 
SINKING FUND, 
COMIISSTOMETS: Oh: cient ANY BS nas UReUane  aa 440 
Bondeof Commissioners so ks 566 Gi UNS at ee 3 
Dirties Of COMMISsIONers . Besa. SRL cok aia 441 
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SECTION 


Commissioners shall create fund is .2 14 nae: 445 
Commissioners shall hold meetings when...... eq 

/ | 

STREETS AND HIGHWAYS, 

NAIDOC 201 SEAS LMI), adele oe) cet de Sa Bh ee 152 
Punadel pia? Posh 0a d 700 paces coos lace 152 
(COMPLE SETOC LS PUMA Ll hoc ae ste a aca ia | eam ve ee Sane iat gy 
DEVELO LECETE Attn aet. ci aes OT ea ee ere ue ee Loo 
AL UOSOTE SLLOOL ret acee ool eee en ene ee [4 
Vas Dae BOT SUREC Ec... 4 po coa. «be aces eee ae 10 
Bloomfield and, Garden streets: 0... os ee 156 
Park avenue and: Willow avenue oo... 21 1357 


Clinton, Grand, Adams and Jefferson streets... 158 
Madison, Monroe, Jackson, Harrison and Marsh- 


ELE SEDO CTS etna sce aul so URES teal ca wa ome eas 159 
erry, Newark, First, Second, Third, Fourth and 

Pt Chi BEV CCUS ye pica AE a fod eucai os neat ke meee ia 160 
Sixth, Seventh, Eighth, Ninth, Tenth, Elev- 

enth, Twelfth and Thirteenth streets...... 15% 
Fourteenth , Fifteenth, Sixteenth, Seventeenth 

and” Bighteentiy Streetsiei.G: /c\0 sateen poeeunne 162 
FLUO SON 2 PUA CE ihc. eee eee ren ara | ops eae eerie me Ee 163 
Sree us: uO We rad Cee koe es ive es ore aed cose phe 16% 
SECC SCO “DON Puy CUet a aim tor eet ve vance aoe in 


STREETS AND HIGHWAYS, 


Plans of to be kept by City Surveyor... /...... 166 
Certificate of advertisement to be attached to 

OU IMAC CFs chk Wh nota s tiem eae ele ene ee ene n ea teas 167 
Grading, paving, etc., by piu See eT eae 168 
CUFDSLONES,, CiMensiOns: O05. 2. sao 5 ee 169 
Gutter stones, dimensions of... ....0..4 6.0... 170 
BSN AL ICS, aus Nite a Wiatarlnd ot Sain eMedia er ee Wat 
Sidewolks; removal sot 720.0" com, hor at a area 172 
Sidewalks, grade of regulated. ....5..... 52.58. 173 
Private Cartways: Tes Ulated 2 youre vaccine oe apt Abe 
To keep sidewalks in good repair............. L795 


Obstructions to be placed across when paving i76 
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SECTION 
Obstructions to be removed only by consent of 

COMMIS Me Rr oateo ae. k dele a Pee a dele wien V7 
Obstructions, notice of to be posted........... 138 
Excavations, persons may close, etc-.......... 179 
Persons repaving streets to enter into stipu- 

Pea Cire natin eee etn CEN ie ta cresede'e Roni nereete & 1s0 
PIX CA VAtIOUS Wl Le CULL aie, © acl cme Soren ly anaes 181 
EXeavaLlons in: DOW PeStOreds ois ocak se ase ee tet 

STREETS AND HIGHWAYS, 

Commissioner to charge for permit........... 182 
Obstrucion: of, how permitted ...°2 svi se. te Se 183 
ODSty CONS Of CROW OUtOVeUs i... marke suena tad 
Obstructions removed, how disposed of....... i209 
Moving of buildings into provided for......... 1&6 
Piero LOCO VRS CMTC eran. ss kee ale eape ne il 
Penalty tor-exceeding time mit... 2... 188 
Patan eo ere creeds On.) 5'c.. 7 ee seals a een it saa 189 
Notice for removing buildings from........... 1290 
Buildings, ete., not removed provided for...... 191 
OEStraction Os nrerNVdramt:, Se ee ae kien 210 
Becher Or wyiOlation tol. rr niet) be oun age 
Permission tor Occupy SlFeGtas: CEOS... s saa sees 212 
Shall make application for permission......... 2138 
im ceme smo <CLEUNeC si) tN a a 215 
Contents of wagons falling in....... Fain eh ee 216 
PMG POMP OrL IT EEO MIs ee No ci lecs ag One 6 oe te Nou) aoe JAE 
VETS CONN 2 2 9) a 6a sae Gelceeg? 218 
Pastsarevine on prohibited 470 te. uae « 289 
Turning the corners of with vehicles.......... 220 
Rivas OleOle DEUCE oH. .si\ st ued 2058 gages wi gael epee 
Sleigh bells to be used when driving upon..... 223 
No person to deposit lime, mortar, ete., on as- 

PL Ale RE CCD Ui 23) soe le chete . wie d die steien sn eh ete 225 
Driving on asphalt pavement regulated....... 226 
Wriywine OM yasphalt; PAVeCMMENL. 26). O:c 25.5 eines ila 
Pirerinisireet) penalty lOP eon 2. oOo es Sees 248 
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: SECTION 
Penalty fOr ‘Va grancy es ec awwetdee ace t y eee 456 
PHGeCEnt ExpPOSUMe nin... ARE ee heen AE eo na 457 
ESLOES ) UUs 0) Maa pratense le aa ERE 458 

STREET COMMISSIONER, 

PSOE SHON. MEM Waals aoe ce ap eNney by eta, cue te tva Na ae 4 3 
Shall have supervision over all streets, etc.... 128 
TOLTEMOY 60 DSLLUCTIONS 1a 5 Sou et oles pene bo 
Lo erant, permits tovoccupy Streets. . wicca 139 
Chareenot- street, Cleawin® ig palin, nh tae aes. 131 
Charge of cleaning of sewers and drains...... 13 
Shall keep public grounds in good condition... 133 
Books of account’to ‘be: kept: by 20:20. anes 134 
Record of employees to be kept by..........%. 13 
Shall not incur expense when no appropriation 
WG CEeC TE h REMOA RMAC ARM Ces rae Demon lap ene OLA OU 15 

Estimates for work to be examined by........ 135 
Shall present monthly report toCommonCouncil 136 
Complaintsbook).to: bet kept) by } 02.501 A ela i37 
Complaints to. be examined by....:.,....... 187 
Shall grant permit to open streets..... Depa st ee 138 
Deposit to be made for permit...........5... 138 
Duty to restore pavement, sidewalk, etc...... 139 
Penalty for failing,to procure permit.......... 140 
Shall deposit money with City Treasurer....... 141 
‘Shall keep books showing record of work, etc. 142 
Shall prepare weekly payroll................ 112 
EMM DLOV EES, TOW A PALG soa tt bon we See 8 buncce soya a en 112 
Shall report to Council.:..)... Glee ate See ea 142 

STREET RAILWAYS, 

Limitation) of: wiohts, Off Gk sen Tae ee eh ete 470 
Nesligence, of employees ai). i.44. 2s Pet eee a 471 
Speed! of regulated 2. ies eu nie ele eaten 472 
MINE CLA DLOS (OF HG in ree luge ea eee rae 472 
Running  oficars7regulateds Wx ey. ohare mee $72 
Construction OL aps f0 2 c.0) peed Sls set tes a tare £73 
Regulations: Of: cONdUCCOT Sis 1457. epet Aan enae 174 


Penalty for neglect to run cars............... 475 
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SECTION 
Hares (Coe ben chureede au aie). elvis a clens Pe aa A76 
SRLS CATS ett coe wera nme PS She, aha otal aes stay 477 
SPE VAT INUIT DOR OL CALS ci coe: oh te) e' sae inv ee oe aiens 478 
Streets, how paved and repaired by........... 479 
Costs of repaving to be deposited with Comp- 
TLOMCI A Pee A Re eter ee ay a Lie ating eee A479 
Hemovalcor dirt from street: Dy... acs. staves ee 480 
TICCHSE LOE LOI: CATSAOU Agere. ste Ate a elena sean 481 
Connections between different companies..... 482 
PreK RvOr nO We LAC tlre miele. . (og susktatenecs haf aeanane 483 
Vehicles driving on tracks of...............) A484 
Street improvements not to be interfered with 485 
Penilhy BLOM VIOLATION s © ors stavoy-tele: dons ater eae 486 
Rights reserved to the City...............2.4. A87 
SUNDAY, 
SAECO PAGMOLS POM coaeleaiae a woes. s Walaar ete, agmegen ane 448 
Assemblages on..... aA Ai ee Ue ame aa ahr fle ae 448 
DALE OL CISATS, CUC., Oleic .c od duck oie os kies wie trae eae 
SURVEYOR, CITY 
PEELED SUDLT AY AU ah SRF PM NOGA RU Ara come taal 2 
"CLEEN fewitalg 6) 09 FW Ste 0 ey Ma GM Unease a Pa gg me ERAN re 106 
SOM COT ase TOO TAM CN cc )icibonh «oes wlaalel oye entgameens 107 
To cause house over grade line to be removed. 108 
VOMIT ESS OL SETCELS 0% Vaharae ais 4 dss Segeie scale 109 
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